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PREFACE 


This book is the result of several years of classroom teaching, rescarch investiga- 
tions, and experiences with operating antennas. It is primarily intended for use 
at the introductory and intermediate levels by seniors and graduate students of 
electrical engineering. Introductory course work in static and dynamic electro- 
magnetics is required background but an effort is made, particularly in Chapters 
2 to 6, not to rely heavily on the mathematics of electromagnetic theory. 
Instead, the engineering aspects of antenna theory are emphasized. 

The book covers the topic of antennas from roughly three vantage points: 
antenna fundamentals, antenna techniques, and the design of various antenna 
types. In the first four chapters fundamental material is stressed. Since the 
beginning student typically has had very little exposure to antennas. many details 
are found in Chapter 1. In that chapter the emergence of antenna theory from 
Maxwell's equations is established. along with many definitions of terms used in 
antenna practice. At the end of Chapter | are discussions of how antennas are 
used in operating systems, so that the student can develop an immediate 
appreciation for the uses of antennas. Chapter 2 examines a few simple antenna 
systems to solidify the principles developed in Chapter 1 and to provide specific 
antenna types for the discussion of arrays in Chapter 3. The discrete approach 
(arrays) to antennas is considered early because the general relationship between 
current distributed in space and radiation is more easily understood in that setting, 
Then the continuous distribution of current follows naturally in the discussion 
of line sources in Chapter 4. 
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A survey of most of the antenna types encountered in practice is presented in 
Chapter 5 (Wire Antennas), Chapter 6 (Broadband Antennas), and Chapter 8 
(Aperture Antennas). These discussions are bound together with the analysis 
principles described in the introductory material. Emphasis is placed on the 
understanding of how antennas operate and on illustrating commonality among 
antenna types. However, design principles are included for the various antenna 
types, and "rules of thumb" are often given to simplify design calculations. 

Specialized techniques are also presented. In Chapter 7, moment methods are 
used to analyze wire antennas of practically any configuration. High frequency 
techniques are detailed in Chapter 9 with applications to aperture antennas and 
antennas in the presence of ground surfaces. In Chapter 10 the topic of antenna 
synthesis for line sources and linear arrays is introduced. 

This book can be readily adapted to various curricula. After the first five 
chapters are covered, any of the remaining five chapters could be selected. The 
first six chapters are ideally suited to a one-quarter, senior course. For a semester 
course, Chapter 8 is the logical addition to the first six chapters. Follow-on 
courses at the graduate level in a quarter system could include a course using 
Chapters 8 and 10 and a course using Chapters 7 and 9. An alternative would 
be a course based on Chapters 7 and 10 and a course based on Chapters 8 and 9. 

Severa! features have been incorporated into the text as aids to learning. 
Defined terms follow the official IEEE (Institute of Electrical and Electronics 
Engineers) standard definitions of terms. Specific references to the literature are 
listed at the end of each chapter so that the reader may locate further source 
material on topics of particular interest. The appendices provide useful data on 
frequency designations and conductors, and many mathematical relationships. 
Computer programs are also presented in Appendix G. These programs are 
useful in solving many of the problems included at the end of each chapter. 

We are appreciative of the assistance received during the writing of the 
manuscript. In particular, we are grateful to the many students who provided 
comments during the long classroom testing phase and to the publisher's reviewers 
for their valuable suggestions. Gary A. Thiele acknowledges colleagues at The 
Ohio State University and friends from Australia who reviewed Chapters 7 and 9 
and who contributed to the computer programs in Appendices G.7, G.8, and G.9. 
Also, we express our deep appreciation to Cynthia Will for her expert typing of 
several manuscript versions. Finally, we must recognize our families for the many 
hours of neglect they endured. In particular, our wives, Claudia and Jo Ann are 
to be commended for their patience. 

Warren L. Stutzman 
Gary A. Thiele 
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ANTENNA FUNDAMENTALS 
AND DEFINITIONS 


1.1 INTRODUCTION 


Since the dawn of civilization communications has been of primary importance 
to human beings. At first, communication was achieved by sound through voice, 
As the distances of communicating increased, various devices were introduced. 
such as drums, horns, and so forth. For even greater distances visual methods 
were introduced. for example, signal flags and smoke signals in the daytime and 
fireworks at night. These optical communication devices, of course, utilize the 
light portion of the electromagnetic spectrum. It has been only very recently in 
human history that the electromagnetic spectrum, outside the visible region, has 
been employed for communication, through the use of radio. 

The radio antenna is an essential component in any radio system. A radio 
antenna is a device that provides a means for radiating or receiving radio waves. 
In other words. it provides a transition from a guided wave on a transmission 
line to a “ free-space” wave (and vice versa in the receiving case). Thus, informa- 
tion can be transferred between different locations without any intervening struc- 
tures, The possible frequencies of the electromagnetic waves carrying this 
information form the electromagnetic spectrum (the radio frequency bands are 
given in Appendix D.1). One of human kind's greatest natural resources is the 
electromagnetic spectrum and the antenna has been instrumental in harnessing 
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this resource. A brief history of antenna technology [1, 2, 3, 4] and a discussion 
of the uses of antennas follow. 

The theoretical foundations for antennas rest on Maxwell's equations. James 
Clark Maxwell (1831-1879) before the Royal Society in 1864 presented his re- 
sults, which showed that light and electromagnetics were one in the same physi- 
cal phenomenon. He also predicted that light and electromagnetic disturbances 
both can be explained by waves traveling at the same speed. 

In 1886 the German physicist Heinrich Hertz (1857-1894) was able to verify 
experimentally the claim of Maxwell that electromagnetic actions are pro- 
pagated through air. Hertz discovered that electrical disturbances could bc 
detected with a secondary circuit of the proper dimensions for resonance and 
containing an air gap for sparks to occur. The primary source of electrical 
disturbances studied by Hertz consisted of two metal plates in the same plane, 
each with a wire connected to an induction coil; this earliest antenna is similar 
to the capacitor-plate dipole antenna described in Section 2.1. Hertz constructed 
dipole and loop antennas, as well as relatively sophisticated parabolic cylinder 
reflector antennas fed with dipoles along the focal line. 

Guglielmo Marconi (1874-1937), an Italian electrical engineer, also built a 
microwave parabolic cylinder at a wavelength of 25 cm for his original code 
transmissions. But his subsequent work was at longer wavelengths for improved 
communication range. The transmitting antenna for the first transatlantic radio 
communication in 1901 consisted of a spark transmitter connected between the 
ground and a system of 50 vertical wires. The wires were fanned out and sup- 
ported on the top by a horizontal wire between two masts. The receiving 
antenna was supported by kites. Marconi realized the importance of elevating 
antennas at these low frequencies, which were around 60 kHz. 

The Russian physicist Alexander Popov (1859-1905) also recognized the im- 
portance of Hertz's discovery of radio waves, and began working on ways of 
receiving them a year before Marconi. He is sometimes credited with using the 
first antenna in the first radio system by sending a signal from ship to shore for 
three miles in 1897. However, it was Marconi who developed radio commercially 
and followed through to the impressive level of transoceanic radio communica- 
tion. Marconi may be considered to be the father of amateur radio. 

Antenna developments in the early years were limited by the availability of 
signal generators. About 1920 resonant length antennas (such as а half- 
wavelength dipole) were possible after the De Forest triode tube was used to 
produce continuous wave signals up to | MHz. At these higher frequencies 
antennas could be built with a physical size in the resonance region (e.g, а 
half-wavelength). Before World War 11 microwave (about 1 GHz) kylstron and 
magnetron signal generators were developed along with hollow pipe waveguides. 
These lead to the development of horn antennas, although Chunder Bose (1858- 
1937) in India produced the first electromagnetic horn antenna many years 
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earlier. The first commercial microwave radiotelephone system in 1934 was be- 
tween England and France and operated at 1.8 GHz. During the war an inten- 
sive development effort [5] primarily directed toward radar, spawned many 
“modern” antenna types, such as large reflectors, lenses, and waveguide slot 
arrays. 

Let us now direct our attention to the uses of antennas. The transmission of 
electromagnetic energy may employ some type of guiding structure (a transmis- 
sion line) or can be accomplished with transmit and receive antennas with no 
guiding structure in between. If a transmitter and receiver are spaced a distance r 
apart, the power loss when using a transmission line is proportional to (e^ ”)? 
where « is the attenuation constant of the transmission line. If antennas are used 
in a line of sight configuration, the power loss is proportional to 1/r^. Many 
factors enter into the decision of whether to use transmission lines or antennas. 
Generally speaking, at low frequencies and short distances transmission lines are 
practical. High frequencies are often used because of the available bandwidth. As 
distances become large and the frequency high, the signal losses and the costs of 
using transmission lines become large, and thus the use of antennas is favored. 
A notable exception to this is the fiber optic transmission line in the visible 
region. 

In several applications antennas must be used. For example, in mobile com- 
munications involving aircraft, spacecraft, ships, or land vehicles antennas are 
required. Antennas are also popular in broadcast situations where one transmit 
terminal can serve an unlimited number of receivers. which can be mobile (e.g. 
car radio). Nonbroadcast radio applications such as municipal radio (police, fire, 
rescue) and amateur radio also require antennas. In noncommunication applica- 
tions such as radar, antennas are also necessary. 

Other factors that influence the choice of the type of transmission system 
include historical reasons, security, and reliability. Telephone companies began 
interconnecting multiple transmit and receiver terminals with transmission lines 
before radio technology was available. Recently the telephone companies have 
employed radio more heavily; well over half of all long distance telephone calls 
are now carried over microwave radio links. Transmission lines also provide a 
certain degree of security. When radio is used, anyone with an adequate receiv- 
ing system can listen to a transmission. With transmission lines a " wire-tap " is 
required to violate privacy. For more sophisticated systems coding may be 
employed to secure a radio link. Also, security is a concern for only a small 
fraction of the communication situations. Another factor to be considered is 
reliability. For example, radio signals are affected by environmental conditions 
such as structures along the signal path. the ionosphere, and weather. Further- 
more, interference is always a threat to radio systems. All of these factors must 
be examined together with a cost comparison of systems using transmission lines 
and antennas. Every year radio equipment decreases in cost and increases in 
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reliability. This tends to tip the scale in favor of radio systems. Thus, the demand 
for antennas and a knowledge of their operation will be ever present. 

The following two sections of this first chapter present a brief review of elec- 
tromagnetic field principles and the solution of Maxwell's equations for radia- 
tion problems. After a few basic relationships are derived, direct application of 
Maxwell's equations is required only in a few special situations. The remainder 
of this chapter is devoted to antenna terminology and some simple examples. 
Also included are discussions of antenna applications in communication systems 
and radar. 


1.2 ELECTROMAGNETIC FUNDAMENTALS 


The fundamental electromagnetic equations are' 


уха - 00 (1-1) 

Vxote ga p, (1-2) 
€t 

V-Z = рді) (1-3) 

V.4 = 0 (1-4) 

7-/т-- 5 prt) (1-5) 


The first four of these differential equations are frequently referred to as 
Maxwell’s equations and the last as the continuity equation. The curl equations 
together with the continuity equation are equivalent to the curl and divergence 
equations. In time-varying field problems the curl equations with the continuity 
equation is the most convenient formulation. Each of these differential equations 
has an integral counterpart? 

If the sources p,(i) and J r(t) vary sinusoidally with time at radian frequency w, 
the fields will also vary sinusoidally and are frequently called time-harmonic 
fields. The fundamental electromagnetic equations and their solutions are con- 
siderably simplified if phasor fields are introduced as follows:* 


6 = Re(Ee/"), Ж = Re(He"), etc. (1-6) 


! Time-varying quantities will be denoted with script quantities, for example, 4 = 4(x, y, 2, t). 

2 For a thorough discussion of the fundamental electromagnetic equations sec [6]. 

* The student is cautioned that some authors use e^ ^* which leads to sign differences in subsequent 
developments. 
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where phasor quantities E, H, D, B, py, and J, are complex-valued functions of 
spatial coordinates only (i.e, time dependence is not shown). Using the phasor 
definitions of the electromagnetic quantities from (1-6) in (1-1) to (1-5) and 
eliminating the e/“ factors that appear on both sides of the equations yields 


Vx E= —joB (1-7) 
VxH - дор 4 J, (1-8) 
V-D-p, (1-9) 
У-В-0 (1-10) 
ў: ў а= рр... (1-11) 


The time derivatives in (1-1) to (1-5) have been replaced by a jw factor in (1-7) to 
(1-11) and time-varying electromagnetic quantities have been replaced by their 
phasor counterpart. This process is similar to the solution of network equations 
where the time dependent differential equations are Laplace transformed and the 
time derivatives are thus replaced by jw (or 5). Equations (1-7) to (1-10) are often 
referred to as the time-harmonic form of Maxwell's equations, because they 
apply to sinusoidally varying (1.е., time-harmonic) fields. 

If more than one frequency is present the time-varying forms of the electro- 
magnetic quantities can be found by inverse transforms after (1-7) to (1-11) have 
been solved for the phasor quantities as a function of radian frequency w. This is 
again analogous to the procedure used to solve network problems. Fortunately 
this is not usually necessary in antenna problems since the bandwidth of the 
signals is usually very smal!. In the typical case a carrier frequency is accom- 
panied by some form of modulation giving a spread of frequencies around the 
carrier. For analysis purposes we use a single frequency equal to the carrier 
frequency. Thus, all subsequent material in this book will assume time-harmonic 
fields, 

The total current density J, is composed of an impressed, or source, current J 
and a conduction current density term cE. which occurs in response to the 
impressed current: 


J,- cE 4 J. (1-12) 


The role played by the impressed current density is that of a known quantity. It 
is quite frequently an assumed current density on an antenna, but as far as the 
field equations are concerned it is a known function. The current density aE is à 
current density flowing on a nearby conductor due to the fields created by 
source J and may be computed after the field equations are solved for E. In 
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addition to conductivity c, a material is further characterized by permittivity c 
and permeability д, where* 

р = Æ (1-13) 
and 

В = 4H. (1-14) 


We will now rewrite the field equations in preparation for their solution. 
Substituting (1-12) and (1-13) into (1-8) gives 
Уне ое 7 Je e 3o jack +5 (1-15) 


where we have defined ғ = £ — (а/о). Let p be the source charge density corre- 
sponding to the source current density J. Then using (1-12) to (1-14) in (1-7) and 
(1-9) to (1-11), and repeating (1-15) we have [see Prob. 1.2-2 for (1-18)]: 


VxE- иН (1-16) 
УхН = /огЕ + Ј (1-17) 
у: Е-” (1-18) 
V-H-0 (1-19) 
VJ = — yop. (1-20) 


These are the time-harmonic electromagnetic field equations with source current 
density J and source charge density p shown explicitly. Sometimes it is conven- 
ient to introduce a fictitious magnetic current density M. Then (1-16) becomes 


Vx E= -jouH — M. (1-21) 


Magnetic currents are useful as equivalent sources that replace complicated 
electric currents. 

The solution of the fundamental electromagnetic equations is not complete 
until the boundary conditions are satisfied. A sufficient set of boundary condi- 
tions (in the time-harmonic form) is 


a x (H, - H,)=J, (1-22) 
(E; —E,) x à» M, (1-23) 


“In general с and и can be complex, but in many antenna problems they can be approximated as 
real constants. 
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where the electric and magnetic surface currents, J, and M,, flow on the boun- 
dary between two homogeneous media with constitutive parameters £, His бү, 
and £2, H2, сз. M, is zero unless an equivalent magnetic current sheet is used. 
The unit normal to the boundary surface fi is directed from medium 1 into 
medium 2. The cross products with the unit normal form the tangential compon- 
ents to the boundary, and these equations can be written as 


Hana = Hani + Js (1-24) 
E27 Eas + M,. (1-25) 


These boundary conditions are derived from the integral form of (1-17) and 
(1-21). If one side is a perfect electrical conductor, the boundary conditions 
become 


iam d, (1-26) 
a = 0. (1-27) 


The tangential boundary conditions on the magnetic field intensity are il- 
lustrated in Fig. 1-1 for the general case and for the case where medium 1 is a 
perfect conductor. It is important to note that all field quantities in the boundary 
condition equations are evaluated at the boundary and that the equations apply 
to each point along the boundary. 

Also derivable from Maxwell's curl equations is a conservation of power 
equation, or Poynting's theorem [7]. Consider a volume r bounded by a closed 
surface s. The complex power P, delivered by the sources in v equals the sum of 


LE 
. 
е 


(4) (b) 


Figure 1-1 Magnetic field intensity boundary condition. (а) General case, (b) One 
medium a perfect conductor 
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the power P, flowing out of s, the time-average power P,_ dissipated in v, plus 
the time-average stored power in г, 


P,7 P; + Р, + Роҳи, — We.) (1-28) 


The complex power flowing out through closed surface s is found from 
1 T 
P; = 3 te E x H* : ds (1-29) 


where ds — dsfi and fi is the unit normal to the surface directed out from the 
surface. The quantity S = ЈЕ x H* is the complex Poynting vector. The time- 
average dissipated power in volume v bounded by closed surface s is 


1 РУ) 
Pan = 2 ||| БЕР а. (1-30) 
The time-average stored magnetic energy is 
Wa, 5 [If иін de. (1-31) 
mm 2 e 2 
The time-average stored electric energy is 
11111 lis 
Wu lil ;*| EF de. (1-32) 


If the source power is not known explicitly, it may be calculated from the 
volume current density as follows: 


1 ... 
P,= – > Есей (1-33) 


ғ 


If magnetic current density is used, a term H* · М is added to the integrand in 
the preceding equation. 

From (1-29) we see that the integral of the complex Poynting vector JE x H* 
over a closed surface s gives the total complex power flowing out through the 
surface s. It is natural to assume that the complex Poynting vector represents the 
complex power density in watts per square meter at a point. Then the complex 
power through any surface s (not necessarily closed) can be found by integrating 
the complex Poynting vector over that surface. We are particularly interested in 
real power (the real component of the complex power which represents the 
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electric and magnetic field intensities being in-phase). The real power flowing 
through surface s is 


P. -5 (| E x H* -ds | (1-34) 


The reference direction for this average power flow is that of the specified unit 
normal ñ contained in ds = 458. 


1.3 SOLUTION OF MAXWELL'S EQUATIONS FOR 
RADIATION PROBLEMS 


The antenna problem consists of solving for the fields that are created by an 
impressed current distribution J. In the simplest approach this current distribu- 
tion is obtained during the solution process. How to obtain the current distribu- 
tion will be discussed at various points in the book, but for the moment suppose 
we have the current distribution and wish to determine the fields E and H. As 
mentioned in the previous section, we need only work with the two curl equa- 
tions of Maxwell's equations as given by (1-16) and (1-17). These are two 
coupled, linear, first-order differential equations. They are coupled because the 
unknown functions, E and H, appear in both equations. Thus, these equations 
must be solved simultaneously. In order to simplify the solution for E and H 
with a given J we introduce the scalar and vector potential functions and A. 

The vector potential is introduced by noting from (1-19) that the divergence of 
H is zero, 


V-H- 0. (1-35) 


Therefore the vector field H has only circulation; for this reason it is often called 
a solenoidal field. Because it possesses only a circulation it can be represented by 
the curl of some other vector function as follows 


H-VxA (1-36) 


where A is the (magnetic) vector potential. To be more precise, (1-36) is possible 
because it satisfies (1-35) identically, that is, from (A-9) V: V x A = 0 for any А. 
The curl of A is defined by (1-36), but its divergence is yet to be specified for a 
complete definition of A. 

The scalar potential is introduced by substituting (1-36) into (1-16), which 
gives 


V x (E + jouA) = 0 (1-37) 
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The expression in parentheses is an electric field, and since its curl is zero, it is a 
conservative field and behaves as a static electric field. The (electric) scalar 
potential ® is defined from 


Е + јорА = -УФ (1-38) 


because this definition satisfies (1-37) identically, that is, from (А-10) 
V x УФ = 0 for any Ф. Solving (1-38) for the total electric field gives 


Е = —jouA — Vo (1-39) 


which may be a familiar result. 

The fields E and H are now expressed in terms of potential functions by (1-36) 
and (1-39). If we knew the potential functions then the fields could be obtained. 
We shall now discuss the solution for the potential functions. Substituting (1-36) 
into (1-17) gives 


Vx H=VxVxA=jorcE+ J. (1-40) 
Using the following vector identity, from (A-17), 
VxVxA&V(V- A) - УА (1-41) 
and (1-39) in (1-40) yields 
V(V - A) — V! A = jox'( —jouA — VO) + J (1-42) 
or 
V? A + oA — V(joc'b + V: А) = –Ј. (1-43) 


As we mentioned previously, the divergence of A is yet to be specified. A conven- 
ient choice would be one that eliminates the third term of (1-43). It is the 
Lorentz condition 


V. A= –јогФ. (1-44) 
Then (1-43) reduces to 
VA+o*%zeA= —J. (1-45) 


The choice of (1-44) leads to a decoupling of variables, that is, (1-45) involves 
A and not ®. This is the vector wave equation. It is a differential equation which 
can be solved for A after the impressed current J has been specified. The fields 
are easily found then from (1-36) and 


| V(V- A 
E = —jopuA + ( E ) (1-46) 
jo 
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where this equation was obtained from (1-39) and (1-44). Notice that only a 
knowledge of A is required. A more cumbersome approach would be to solve the 
scalar wave equation 


гэ 


VO + ouo = - (1-47) 


, 


m 


in addition to the vector wave equation. [It is left as a problem to derive (1-47).] 
If this approach is used, E is found from (1-39). Note that p in (1-47) is related to 
J in (1-45) by the continuity equation; see (1-20). 

The vector wave equation (1-45) is solved by first forming three scalar equa- 
tions. This is done by decomposing A into rectangular components: 


V!A = & VA, + $ V?A, +2 V^ A,, (1-48) 


Rectangular components are used because the unit vectors in rectangular com- 
ponents can be factored out of the Laplacian, since they are not themselves 
functions of coordinates. This feature is unique to the rectangular coordinate 
system. The Laplacian of A is always performed for A decomposed into rectan- 
gular components; however, the Laplacian of each component of A may be 
expressed in any coordinate system. Proceeding with the solution, we substitute 
(1-48) into (1-45) and eauate rectangular components, and we get 


VPA, + BA, = —J, 
VA, + fA, = —J, 
V! A, + BA, = —J, 


(1-49) 


where 2 = шиг, At this point we will assume that с = 0 so that £ = ғ, which is 
also assumed to be real. Then 


B = on ut, (1-50) 


which is a real number, may be recognized as the phase constant for a plane 
wave, 

The three equations of (1-49) are identical in form. Thus if we solve one of 
them, the other two are easily solved. We first find the solution for a point 
source, that is, the unit impulse response. The general solution is then the sum of 
weighted point source responses. The differential equation for a point source is 


Vy + Bb = —d(x) б(у) A(z) (1-51) 


where ij is the response to a point source at the origin, and д is the unit impulse 
function, or dirac delta function (see Appendix F.1). If the current is in the 
z-direction, for example, then y = 4, . For all points except at the origin 


Vy + By = 0. (1-52) 
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This is the complex scalar wave equation or Helmholtz equation. Because of 
spherical symmetry the Laplacian is written in spherical coordinates and y has 
only radial dependence. The two solutions to (1-52) are e ^ /*/r and е” ""/r. These 
correspond to waves propagating radially outward and inward, respectively. The 
physically meaningful solution is the one for waves traveling away from the 
point source. Evaluating the constant of proportionality (see Prob. 1.3-2) we 
have for the point source solution 


8-3 (1-53) 


This is the solution to (1-51) and gives the effect of a point source at distance r 

away from a point source located at the origin. If the source were positioned at 

an arbitrary location, we must compute the distance R between the source 

location: and observation point P (see Fig. 1-2). Then 
eR 

шата” (1-54) 


Тһе point source solution is actually that of an ideal dipole and will be discussed 
more fully in the next section. 

For an arbitrary z-directed current density, the vector potential is z-directed. If 
we consider the source to be a collection of point sources weighted by the 
distribution J., the response A, is a sum of the point source responses of (1-54). 
This is expressed by the integral over the source volume 17: 


AE e JAR 1 
4-1| ғ“ (1-55) 


Source volume с” 


| Е-:,-: 


* P, field point 


Figure 1-2 Vectors used to solve radiation problems 
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Similar equations hold for the x- and y-components. The total solution is then 
the sum of all components: 


А-1| 35— av. (1-56) 


This is the solution to the vector wave equation (1-45). The geometry is shown in 
Fig. 1-2. The coordinate system shown is used to describe both the source point 
and field point. ғ” is the vector from the coordinate origin to the source point, 
and r, is the vector from the coordinate origin to the field point P. The vector R 
is the vector from the source point to the field point and is given Буг, — г. This 
geometry will be used henceforth. 

We can summarize rather simply the procedure for finding the fields generated 
by a current distribution J. First A is found from (1-56). The H field is found 
from (1-36). The E field may be found from (1-46), but frequently it is simpler to 
find E from (1-17) as 


Е- (v xH-J) (1-57) 
іше 
if we are іп the source region, or from just 
1 
E- —VxH (1-58) 
jwt 


if the field point is removed in distance from the source, that is, if .J = 0 at point 
P. 


1.4 THE IDEAL DIPOLE 


In this section the principles presented in the previous section are used to find 
the fields of an infinitesimal element of current. We shall use the term ideal dipole 
for a piece of uniform amplitude current which is of infinitesimal length or of 
very small finite length, Az < 4. It does not exist by itself, but it may be con- 
sidered to be a piece of a larger current on an actual antenna. The ideal dipole 
concept is also useful because its fields approximate those of electrically small 
dipoles to be discussed in Chapter 2. 

Consider an element of current of length Az along the z-axis centered on the 
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coordinate origin. It is of constant amplitude 1. In this case the volume integral 
of (1-56) for vector potential reduces to the one-dimensional integral? 


4:12 — j8R 
-u[ %- (1-59) 


~azj2 4 


The length Az is very small compared to a wavelength and to the distance R. See 
Fig. 1-3. Since Az is very small, the distance R from points on the current 
element to the field point approximately equals the distance r from the origin to 
the field point. Substituting r for R in (1-59) and integrating gives 


А =—— Azz. (1-60) 


This is exactly true for an infinitesimal current element and is approximately 
true for a small (Az < 4 and Az < R) but finite uniform current element. The 
vector potential A, for an infinitesimal current was also derived in the previous 
section; see (1-53) in which / Az = 1. For many current sources we can readily 
make the substitution of r for R in the denominator of the integrand in (1-59) 
but usually cannot make the same substitution in the exponent. However, in the 
case of a very small source, we can use r for R in both the denominator and 
exponent. 

We are now ready to calculate the electromagnetic fields created by the ideal 
dipole. The magnetic field is found from (1-36) as 


Н-УхА-Ух(А, (1-61) 
If we apply the vector identity (А-16), the preceding equation becomes 
z(VA,) х? + 4.(У x 2) = (VA) xz (1-62) 


The second term is zero because the curl of a constant vector is zero. Substitut- 
ing (1-60) into (1-62) we have 


х 2. (1-63) 


1 
H= ЭС Ace | 


* The result in (1-59) could also be obtained by representing the current density as 


J=1 Ax) dy’ for -5 <?< 


Substituting this into (1-56) yields 
.* „ж „3112 г” 
Aw il | Kejar Jw AS P 


from which (1-59) follows 
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Figure 1-3 The ideal dipole. The current / is uniform, Az < 4, and R « r. 


Applying the gradient in spherical coordinates from (A-33) gives 


“іш 
ue EE (xs 


4n Or\ r 
2 | 186748 -jp 
fee жаі (1-64) 
4л r 
From (A-3) we have 
f x 2=F x (f cos 0 — Ê sin 0) = —ó sin 0. (1-65) 
Substituting (1-65) into (1-64) gives 
14:08 , 11 ie. a 
= — +5 . 1-66 
н i Е ыг |е" sin 06 (1-66) 
The electric field can be obtained from (1-58) as 
34113 + | Т 4 l le- sin 00 
4 r er joer 
ШОЕ 0 1 eo 
шин аа E OF 1-67 
2n | г” Ты joer? k тер ( ) 
where we still have 
В = our. (1-68) 


Note that if the medium surrounding the dipole is air ог free space, 
B= ox Ho ĉo . 
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Equations (1-66) and (1-67) may be written as 


I Az. ї Ww. 
agre me (на) 
I Az 1 1 |е” 4 
ïa 142, 3 : 
£ jon ныг ^ + "e sin 00 
Z8 Jr. л pee РА 1:70 
aet Up] ro Ре 


If Br is large (i.e, fr > 1, or r 2 since В = 2л/2), then all terms having inverse 
powers of jfr are small compared io unity, and (1-69) and (1-70) reduce to 


еті” 
= S jon — — sin 00 (1-71) 
H- га де — sin 0$. (1-72) 


These are the fields of an ideal dipole at large distances from the dipole. The 
ratio of these electric and magnetic field components is 

E, op NEL. и 

Н, В c» / ut Es t -—— (1-73) 
where n = Jule is the intrinsic impedance of the medium (for free space 
Т, = 376.7 ohms x 120л ohms). This is a property of plane waves. Also we shall 
see that at large distances from any antenna, the fields are related in this manner. 

Using the fields of (1-71) and (1-72), we can find an expression for the complex 

power flowing out of a sphere of radius r surrounding the ideal dipole from 
(1-29) as follows 


l ct 
bli coe 
224 | ын егі” е? : 
-3 6 | jon P sin 00 x (— іне — sin Өф - ds 
І Az = sin? 0 
-2% E B үг r? sin 0 40 dot 
"o r 


I А: ї p. а 
-4 a Jon [^ а | sin? o do 


ШУМ 4 
= 3| an | оқ 2л 3 
m 
-2HE Аг) (1-74) 
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This is a real quantity, and real power indicates dissipated power. It is dissipated 
in the sense that it travels away from the source and can never be recovered. In 
fact, the average power going out through a sphere of radius r can be found [see 
(1-34)] by taking the real part of (1-74), which leaves it unchanged. This power 
expression is independent of r, and thus if we integrate over a sphere of larger 
radius, we still have the same total power streaming through it. We refer to this 
type of power as radiated power. The fields in (1-71) and (1-72) are called radia- 
tion fields. The region in which the radiation fields are the most significant 
portion of all fields arising from the antenna is called the far-field region, or 
simply the far field or far zone. The distance away from an antenna where the far 
field begins is discussed further in Section 1.5. 

In the near-field region of an antenna, terms of the field expressions with 
powers of inverse r greater than one are significant compared to the radiation 
fields. The complex Poynting vector ЇЕ x H* will then contain terms with 
powers of (1/r) of three and higher in addition to the radiation field term, that 
varies as 1/7, It turns out that these terms аге pure imaginary, indicating reac- 
tive power. Thus, in the near field of an antenna there is stored energy. 

The input impedance of an antenna is, in general, complex. The real part 
(neglecting ohmic losses on the antenna structure) represents radiation, while the 
imaginary part corresponds to the reactive near-field power. Antenna impedance 
will be discussed further in Section 1.8. 


1.5 RADIATION PATTERN 


A radiation pattern is a graphical representation of the radiation (far-field) 
properties of an antenna. It can be measured by moving a probe antenna around 
the test antenna at a constant distance from it, noting the response as a function 
of angular coordinates. The probe antenna is usually maintained in a given 
orientation. For example, consider an ideal dipole along the z-axis at the origin 
as shown in Fig. 1-4a. Its radiation fields are given by (1-71) and (1-72). Since 
the electric field is totally 0-4їгесїед we would choose a probe antenna that 
responds to this field. Another ideal dipole oriented as shown in Fig. 1-4a will 
serve as a probe and it responds to E,. As this probe is moved over the spherical 
surface its output (terminal voltage) varies and is recorded. The variation of E, 
over the sphere, from (1-71), is sin 0; remember r is constant during this measure- 
ment. Any plane containing the z-axis has the same radiation pattern since 
there is no ф variation in the fields. A pattern taken in one of these planes is 
called an E-plane pattern because it contains the electric vector. A pattern taken 
in a plane perpendicular to an E-plane and cutting through the test antenna (the 
xy-plane in this case) is called an H-plane pattern because it contains the mag- 
netic field vector (H4). The E- and H-plane patterns for the ideal dipole are 
shown in Fig. 1-45 and 1-4c. These are polar plots in which the distance from the 
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(bi 


íc) 


Figure 1-4 Radiation from an ideal dipole. (a) 
Field components and the pattern measurement 
scheme. The probe antenna is moved over the 
spherical surface. (b) E-plane radiation pattern 
polar plot of | £, | or | He 1. (c) H-plane radiation 
pattern polar plot of | Е, | or | H, |. (d) Three- 
dimensional plot of radiation pattern. 
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origin to the curve is proportional to the field intensity. The E- and H-plane 
patterns, in general, are referred to as principal plane patterns. 

The complete pattern for the ideal dipole is shown in isometric view with a 
slice removed in Fig. 1-44. It resembles a “holeless doughnut,” and is often 
referred to as an omnidirectional pattern since it is uniform in the xy-plane. When 
encountering new antennas the reader should attempt to visualize the complete 
pattern in three dimensions. 

Radiation patterns in general may be calculated in a manner similar to that 
used for the ideal dipole if the current distribution on the antenna is known. This 
is done by first finding the vector potential given in (1-56). As a simple example 
consider a filament of current along the z-axis and located near the origin. Many 
antennas may be modeled by this line source; straight wire antennas are good 
examples. In this case the vector potential has only a z-component and the 
vector potential integral is one-dimensional* 


e - jnn 
nR dz’. (1-75) 


A,= | 1(:) 
Due to the symmetry of the source we expect that the radiation fields will not 
vary with ф. This is because as the observer moves around the source such that r 
and z are constant, the appearance of the source remains the same; thus, its 
radiation fields are also unchanged. Therefore, for simplicity we will confine the 
observation point to a fixed ф in the yz-plane (ф = 90°) as shown in Fig. 1-5. 
Then from Fig. 1-5 we see that 


Pia у? 4 г? (1-76) 

2 = ғсоѕ 0 (1-77) 

У = г sin 0. (1-78) 

Also r, = r = уў + zz and г = zz lead to R = г, — г = vy + (2 — 2)2 and then 
R=, y + (2 – 2}? 

=y y + 27 — 227 + (zy. (1-79) 


Substituting (1-76) and (1-77) into (1-79), to put all field point coordinates into 
the spherical coordinate system, gives 


R = {0 + [-2r cos 0z + (zy ] 7. (1-80) 


* This result could also be obtained by using J,(r) = Iz) d(x’) (v) in (1-55) where dé = dx dy dz 
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Figure 1-5 Geometry used for field calculations of a 
line source along the z-axis 


In order to develop approximate expressions for R, we expand (1-80) using the 
binomial theorem (F-4): 


К = (P)? +5) !?[ —2r cos Oz’ + (2')2] + A Days 


[72r cos 0z + (2)2]> +- 


Б. (zy (с) cos? 0 1 
= r — 7 cos 0 + E >> + terms of order (3) + 


(1-81) 


The terms in this series decrease as the power of z' increases if z' is small 
compared to r. This expression for R is used in the radiation integral (1-75) to 
different degrees of approximation. In the denominator (which affects only the 
amplitude) we let 


R xr. (1-82) 


We can do this because in the far field r is very large compared to the antenna 
size, so r » z' > z' cos 0. In the phase term — BR we must be more accurate 
when computing the distance from points along the line source to the observa- 
tion point. The integral (1-75) sums the contributions from all the points along 
the line source. Although the amplitude of waves due to each source point is 
essentially the same, the phase may be different if the path length differences are 
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a sizable fraction of a wavelength. We, therefore, include the first two terms of 
the series in (1-81) for the R in the numerator of (1-75) giving 


К xr — г cos 0. (1-83) 
Using the far-field approximations (1-82) and (1-83) in (1-75) yields 
= jfr = z cose) 


А,- [10 —— dz 


M m | 1(z)e ^ az (1-84) 
4xr - 
where the integral is over the extent of the line source. This may be recognized as 
a Fourier transform type integral. Next the magnetic field is found from 
H=V x A=V x (4,2) 
= V x (— A, sin 00 + A, cos Ot) (1-85) 


where (A-3) was used. Since A, is a function of r and @, the curl in spherical 
coordinates, as given by (A-35), leads to 


110 д 
-Ф-1-1(- i — — (А, : 1-86 
H T rA, sin 0) DEI (1-86) 
Substitution of (1-84) into the above gives 
mt — s a ACD 
He) cu 113 хайн 2 Хийн -2- 


1 


еі? | А 1 
= @—— jf sin 0 | Цор” =t dz’ 
4лг | 4 
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| : 
25 (1487) 


| 
The ratio of the first term to the second term above is of the order fir. If Br > 1 
the second term is small compared to the first and may be neglected, as we did 
for the far-field approximation of the ideal dipole in Section 1.4. Thus (1-87) 
becomes 


cos 0 | гей өзе dz’ 


H = ójf sin ө“ дай *[ I(z')e/^ ©" dz = jf sin 0A,. (1-88) 
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The electric field is found from (1-46), which is 


"NEW L 
Е = —jopA + Zu (1-89) 


Using (1-75) in (1-89) and retaining only the ғ”! term (and assuming fr > 1) 
leads to the far-field approximation 


= —jopnA,0 = Ojo sin 0A, . (1-90) 


Note that (1-90) is the portion of the first term of (1-89) which is transverse to Ё 
because —jwpA = —jwp(—A, sin Ө + А, cos Of). This is a general feature that 
may be exploited to simplify radiation calculations. 

The radiation fields from a z-directed line source (any z-directed current 
source in general) are Н, and E,, and are found from (1-88) and (1-90). The only 
remaining problem is to calculate А, , which is given by (1-55) in general and by 
(1-84) for z-directed line sources. Calculation of A, is the focal point of antenna 
analysis. We shall return to this topic after pausing to further examine the 
characteristics of the far-field region. 

The ratio of the radiation field components as given by (1-88) and (1-90) yicids 


wp ор 
Е, =  H,- H 
ит a "nu ? 
=nH, (1-91) 


where у = Jule = intrinsic impedance of the medium. An interesting conclusion 
can be made at this point. The radiation fields are perpendicular to each other 
and to the direction of propagation f and their magnitudes are related by (1-91). 
These are the properties of a plane wave except that the phase is not constant 
over a plane, and from (1-88) the magnitude dependence is 1/r. However, at large 
distances the wave appears to an observer to be a plane wave over a small 
region. This is called "local plane wave behavior," or more formally a TEM 
(transverse electromagnetic) wave. Thus, having found any one component of a 
radiation field the other may be found by plane wave relationships. These are 
general properties of radiating systems. If we get far enough away from any 
source the fields exhibit local plane wave behavior and have a magnitude depen- 
dence of 1/r. 

These far-field approximations have a simple geometric interpretation. If we 
draw the rays from each point on the source as parallel lines, then (1-83) is easily 
verified as indicated in Fig. 1-6. The parallel ray assumption is exact only when 
the observation point is at infinity, but it is a good approximation in the far field. 
Radiation calculations are frequently begun by assuming parallel rays and then 
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Қабы» 


Figure 1-6 Parallel ray approximation for far- 
field calculations of a line source. 


determining R for the phase by geometrical techniques. Consider a general 
source shown in Fig. 1-7. From the figure we see that 


R-r-r cos a. (1-92) 


Using the definition of dot product, we have 


К-ғ-ғ--. 
rr 


or 
Е-ғ-і-ғ. (1-93) 


Notice that if г = zz, as for line sources along the z-axis. (1-93) reduces to 
(1-83). Equation (1-93) provides a general method for obtaining the far-field 
approximation to R for the phase factor in the radiation integral. 

The definition of the distance from the source where the far ficld begins is 
taken to be where the parallel ray approximation begins to breakdown. To be 
precise the distance where the far field begins, гүү, is that value of r for which the 
path length deviation due to neglecting the thira term of (1-81) is a sixteenth of a 
wavelength. This corresponds to a phase error (by neglecting the third term) of 
2n/À * 4/16 = n/8 rad = 22.5°. 
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Figure 1-7 Parallel ray approximation for far-field 
calculations of a general source. 


If D is the length of the line source, ғұ, is found by equating the maximum 
value of the third term of (1-81), that is, for z' = D/2 and 0 = 90°, to a sixteenth 
of a wavelength as 


(Doy 4 
2.1 (1-94) 
Solving for гүү gives 
2D? 
Үүүр = "T . (1-95) 
The far-field region is r > r,,. 
The far-field conditions are summarized as follows. 
(1-96) 
far-field conditions (1-97) 
(1-98) 
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The condition r > D was mentioned іг association with (1-82) for the amplitude 
approximation. The condition r > 4 follows from fr = (277/4) > 1 which was 
used to reduce (1-87) to (1-88). Usually the far field is taken to begin at a 
distance given by (1-95) where D is the maximum dimension of the antenna. This 
is usually a sufficient condition for antennas operating in the VHF region and 
above. At lower frequencies, where the antenna may be small compared to the 
wavelength, the far-field distance may have to be greater than 202/2 in order 
that the conditions (1-97) and (1-98) be satisfied. 

So far in this section we have derived expressions for radiation fields and have 
defined the region over which they are valid. Fortunately it is not necessary to 
repeat these derivations every time the radiation fields from an antenna are to be 
calculated. The procedure for obtaining the radiation fields can be reduced to 
three steps. 


1, Find A. Select a coordinate system most compatable with the geometry of the 
antenna, using the notation of Fig. 1-2. In general, use (1-56) with R « r and 
the parallel ray approximation of (1-93) for determining phase differences 
over the antenna. These yield 


еі” op — 
А-%- lif Jel” de’. (1-99) 
For z-directed sources 
Тэ?” iti dp 
A= 5 бат !!! J: г. (1-100) 


For z-directed line sources on the z-axis 


еті”. дэ 
А-г | Ile’ dz. (1-101) 


гэ 


. Find E. In general, use the component of 
E = —jwpA (1-102) 


which is transverse to the direction of propagation, f. This is expressed 
formally as 


= —jomA -(-/орА *t)r. (1-103) 
For z-directed sources 


E = jwp sin 0A, 0. (1-104) 
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3. Find H. In general, use the plane wave relation 
H- Ч, x E. (1-105) 


This equation expresses the fact that in the far field the directions of E and H 
are perpendicular to cach other and to the direction of propagation, and also 
that their magnitudes are related by у. For z-directed sources 


H,=—. (1-106) 


The most difficult step is the first, calculating the radiation integral. This topic 
will be discussed many times throughout the book, but to immediately develop 
an appreciation for the process we will present an example. This uniform line 
source example will also serve to provide a specific setting for introducing gen- 
cral radiation pattern concepts and definitions. 


Example 1-1. The Uniform Line Source 


The uniform line source is a line source for which the current is constant along its extent. 
If we use a z-directed uniform line source centered on the origin and along the z-axis, the 
current is 


: (1, х= 0, у-0 |-| < 
Қ) = ‹ 
0 elsewhere 


where L is the length of the line source. See Fig. 1-8. We first find A, from (1-101) as 
follows. 


(1-107) 


"LL 
A,= | [et mtu 
snr “44 


e jpe ehon _ e JAL Ines 


БАЛ жа 222 (1-108) 
4лғ (BL2 kos 0 ` 
The electric field from (1-104) is then 
joul,Le !" . sin[(BL/2)cos 6] 
ir 5 0 (RL/2yos 0 ó. 
The magnetic field is simply found from this using Н, = E,/n. 


E = jwp sin 04,0 = (1-109) 
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мі 


(b) 


Figure 1-8 The uniform line source (Example 1-1). (a) 
Antenna geometry. (6) Current distribution. 


Since the radiation pattern is the variation over a sphere centered on the 
antenna, ғ is constant and we have only 0 and ф variation of the field. It is 
convenient to normalize the field expression such that its maximum value is 
unity. This is accomplished as follows for a z-directed source which has only a 
-component of E 


E, 


F(0. Ф) = Emax) 


(1-110) 


where F(0, ф) is the normalized field pattern and E,(max) is the maximum value 
of E, over a sphere of radius r. This variation is, or course, independent of r. An 
element of current on the z-axis has a normalized field pattern from (1-71) of 


ШІСІЛІІ ЖАТ : 
РӨ) = ^t Az/4x)jon(e 7*7) = sin (i (1 111) 


and there is no @ variation. The normalized field pattern for the uniform line 
source is from (1-109) in (1-110) 


F(0) = sin Cd (1-112) 


and again there is no @ variation. The second factor of this expression is the 
function sin(u)/u and we shall be encountering it frequently. It has a maximum 
value of unity at u = 0; this corresponds to 0 = 90° where и = (//L/2)cos 0. Sub- 
stituting 0 = 90° in (1-112) gives unity and we see that Р(0) is normalized. 
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In general, a normalized field pattern can be written as the product 


F(8, 6) = 4(6. $) f (8, Ф) (1-113) 


where g(0, ф) is the element factor and f (0, ф) is pattern factor. The pattern factor 
comes from the integral over the current and is strictly due to the distribution of 
current in space. The element factor is the pattern of an infinitesimal current 
element in the current distribution. For example, we found for a z-directed 
current element that Ғ(0) = sin 0. This is, obviously, also the element factor, so 


g(0) = sin 0 (1-114) 


for a z-directed current element. Actually this factor originates from (1-90) and 
сап be interpreted as the projection of the current element in the 0-direction. In 
other words, at 0 = 90° we see the maximum length of the current, whereas at 
0 = 0° ог 180° we see the endview of an infinitesimal current which yields по 
radiation. The sin 0 factor expresses the fraction of the size of the current as seen 
from the observation angle 0. On the other hand, the pattern factor /(0, ф) 
expresses the fractional change in the radiation due to the total effect of parallel 
rays eminating from the source. These rays arrive with different phases and the 
radiation integral (1-99) sums all of these rays. For a source with constant phase 
all rays arrive in-phase in the direction normal to the antenna and the pattern is 
maximum there, For the ideal dipole we have said that the source is so small 
that there are essentially no phase differences for rays along the source and thus 
the pattern factor is unity. 

For the z-directed uniform line source pattern of (1-112) we can identify the 
factors as 


g(0) = sin 0 (1-115) 
and 

а. 50 (81,/2 cos 0) 2 

[(0)— BLR ð ` (1-116) 


For long line sources (L > À) the pattern factor of (1-116) is much sharper than 
the element factor sin 0, and the total pattern is approximately that of (1-116), 
that is, F(0) = /(6). Hence, in many cases we need only work with f (0), which is 
obtained from (1-101). If we allow the beam to be scanned (this will be discussed 
below) the element factor becomes important as the pattern maximum 
approaches the z-axis. 

Frequently the directional properties of the radiation from an antenna are 
described by another form of radiation pattern, the power pattern. The power 
pattern gives the power density angular dependence and is found from the 0, ф 
variation of the r-component of the Poynting vector. For --directed sources 
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H = E,/n so the r-component of the Poynting vector is 3E, H2 = | E,|?/2y and 
the normalized power pattern is simply the square of its field pattern 


P(0) = | F(9). (1-117) 
The normalized power pattern for a z-directed current element is 
P(0) = sin? 0 (1-118) 
and for a z-directed uniform line source is 
_ [s psin[(BL/2)cos ЛЫ 
P(0) = |sin 0 (BL2kos 0 |” (1-119) 


Frequently patterns are plotted in decibels. Jt is important to recognize that 
the field (magnitude) pattern and power pattern are the same when plotted in 
decibels. This follows directly from the definitions. For field intensity in decibels 


| F(8) |an = 20 log| F(0)| (1-120) 
and for power in decibels 
P(0),4 = 10 log P(A) = 10 log| Ғ(0)|2 = 20 log| Е(0)| (1-121) 
and we see that P(9), = | Е(0)|в- 


Radiation Pattern Parameters. Now we will discuss the structure of an 
antenna pattern. A typical antenna power pattern is shown in Fig. 1-9 as a polar 
plot in linear units (rather than decibels). The main lobe (or main beam or major 
lobe) is the lobe containing the direction of maximum radiation. There are also 
usually a series of lobes smaller than the main lobe. Any lobe other than the main 
lobe is called a minor lobe. Also we can define a side lobe as a radiation lobe in 
any direction other than that of the intended lobe. In most cases the main lobe is 
the intended lobe and thus the minor lobes are side lobes; we shall assume this is 
the case. Typically the side lobes are alternately positive and negative valued. In 
fact, a pattern in its most general form may be complex-valued. Then we use the 
magnitude of the field pattern | Е(0)| or the power pattern Р(0). 

A measure of how well the power is concentrated into the main lobe is the 
(relative) side lobe level which is the ratio of the pattern value of a side lobe peak 
to the pattern value of the main lobe. The largest side lobe level for the whole 
pattern is the maximum (relative) side lobe level, frequently abbreviated as SLL. 
In decibels it is given by 


|F(SLL)| 
| F(max)| 


SLL,, = 20 log (1-122) 


30 ANTENNA FUNDAMENTALS AND DEFINITiONS 


Half-power point (left) Half-power point (right) 


0.5 Half power beamwidth (HP) 
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Figure 1-9 A typical power pattern polar plot. 


where | F(max)| is the maximum value of the pattern magnitude and | F (SLL)| 
is the pattern value of the maximum of the highest side lobe magnitude. For a 
normalized pattern F(max) = 1. 

For a specific example the pattern factor for a uniform line source is plotted in 
a linear, rectangular form in Fig. 1-10. The smaller lobes are the side lobes and 
they are alternately positive and negative. Note that to convert the plot in 
Fig. 1-10 to a polar plot in terms of 0 we must specify the source length L. This 
will be discussed further in Chapter 4. 

Another meaningful parameter is the half-power beamwidth, HP. It is the angu- 
lar separation of the points where the main beam of the power pattern equals 
one-half, Hence 


HP = | Op in — One rign | (1-123) 


where 0, jer, and Opp сөн are points to the "left" and “right” of the main beam 
maximum for which the power pattern has a value of one-half (see Fig. 1-9). On 
the field pattern | F(@)| these points correspond to the value 1 /2. For example, 
the sin @ pattern of an ideal dipole has a value of 1/,/2 for 0 values of 
Өнөө = 135° and бы, жы = 45°. Then HP = |135° — 45°| = 90°. This is shown 
in Fig. 1-4b, Note that the definition of HP is the magnitude of the difference of 
the half-power points and the assignment of left and right may be interchanged 
without changing HP. 

We often refer to antennas as being broadside or endfire. A broadside antenna 
is one for which the main beam maximum is in a direction normal to the plane 
containing the antenna. An endfire antenna is one for which the main beam is in 
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| 


Figure 1-10 Pattern factor for a uniform line source of length Land u = (L2) 
cos 0. 


a direction parallel to the plane containing the antenna. For a linear current on 
the z-axis, the broadside direction is 0 — 90* and the endfire directions are 0° 
and 180°. For example, an ideal dipole is a broadside antenna. For z-directed 
line sources several patterns are possible. Figure 1-11 illustrates a few | /(0)| 
patterns. The entire pattern (in three dimensions) is imagined by holding the 
z-axis and spinning it. The full pattern can then be generated from the E-plane 
patterns shown. The broadside pattern of Fig. 1-11а is called a fan beam. The 
full (in three dimensions) endfire pattern of Fig. 1-11с has a single lobe in the 
endfire direction. This single lobe is referred to as a pencil beam. Note that the 
sin 0 element factor, which must multiply these patterns to obtain the total 
pattern, will have a significant effect on the endfire pattern. 
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(a) (b) (с) 


Figure 1-11 Polar plots of uniform line source patterns | /(0) |. (a) Broadside. (5) 
Intermediate. (c) Endfire. 


1.6 DIRECTIVITY AND GAIN 


One very important description of an antenna is how much it concentrates 
energy in one direction in preference to radiation in other directions. This char- 
acteristic of an antenna is called its directivity and is equal to its power gain if 
the antenna is 100% efficient. Usually power gain is expressed relative to a 
reference such as an isotropic radiator or half-wavelength dipole. 

Toward the definition of directivity, let us begin by recalling that the power 
radiated by an antenna from (1-29) is 


P, — = Re || (E x Н») · ds (1-124) 


Nie 


; Re || (E,H£ — E, Hz)? sin 0 40 4. (1-125) 


In general there will be both @- and $-components of the radiation fields. From 
(1-105) we find that 


Hz and Н,---“. (1-126) 


E, Е, 
2 n 


Using these in (1-125) gives 


Р, = zll (5,2 + | E)? 40 (1-127) 
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dQ = sin 8 28 dé 


8 ж j^ : 
b^ а 
і sin 0 49 Figure 1-12 Element of solid angle dQ. 


where dQ = element of solid angle = sin 0 40 аф which is shown in Fig. 1-12. 
The integral may be evaluated over any surface enclosing the antenna, however, 
for simplicity a spherical surface centered on the origin is usually used. Since the 
amplitude variations of the radiation fields are 1/г we find it convenient to 
introduce radiation intensity, which is defined from 


0(0, 6) = + Re(E x H*) · °F. (1-128) 


Radiation intensity is the power radiated in a given direction per unit solid angle 
and has units of watts per square radian (or steradian, sr). It is independent of 
distance ғ. Introducing the normalized electric field F(0, ф) leads to 


0(0, $) = Un|F(0, ФР (1-129) 


where U,, is the maximum radiation intensity, and | Е(0, Ф) [> expresses the 0 
and $ variation with a maximum value of unity in the direction (Omax, Pmax) that 
is, 


О = U(O cus. Ф). (1-130) 


The total power radiated is obtained by integrating the radiation intensity over 
all angles around the antenna. 


P,- || U(0, $) aa 
= Un || |F(0. Ф) ао. (1-131) 


An isotropic source with uniform radiation in all directions is only hypotheti- 
cal but is sometimes a useful concept. The radiation intensity of an isotropic 
source is constant over all space, at a value of U,,.. Then P, = ff Us 40 = 
U ave ff dQ = 4xU,,, since there are 4л sr іп all space (see Prob. 1.6-1). For 
nonisotropic sources the radiation intensity is not constant throughout space, 
but an average power per steradian can be defined as 


T P, 
Unie ™ zll U(0, @) dQ = 2. (1-132) 
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The average radiation intensity, U,,., may also be considered as the radiation 
intensity of an isotropic source which radiates the same total power, P,, as our 
real antenna, which produces U(@, ¢). 

Ав an example consider the ideal dipole again; we find from (1-71), (1-72), and 
(1-128) that 


2 
U(0, Ф) = (25) бор sin? 0 (1-133) 
so 
1/1 Az y? 
Un = 5 x] Pou (1-134) 
and 
F(0, ф) = sin 6. (1-135) 


The average radiation intensity follows from the total radiated power expression 
(1-74) for an ideal dipole as 


Р, _ (Вои/2х) Аг)? 


Ман 4л 4л 
wifi a | 
EN 
2 ; қ 
-. U, (ideal dipole). (1-136) 


Thus, Um = 1.5U,,, for the ideal dipole which means that in the direction of 
maximum radiation, the radiation intensity is 50%, more than that which would 
occur from an isotropic source radiating the same total power. 


Directive Gain. Directive gain is defined as the ratio of the radiation inten- 
sity in a certain direction to the average radiation intensity. or 


D(0, $) = 20.9), (1-137) 


ave 


If we divide the numerator and denominator by ғ? then we would have power 
densities. So directive gain is also the ratio of the power density in a certain 
direction at a given range, r, to the average power density at that range, or 


U(0, фу”: 
Ulit 

LE Re x M). 

P, /Anr? 


D(0, ф) = 


(1-138) 
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Substitution of (1-132) for О, in (1-137) yields 

| 00, 9) 
H ШТАТ: 
___1F(0, Ф) 

a [f 1F@. Фр ао 


D(6, $) = 


= IFO. ФР (1-139) 


where Q, is the antenna beam solid angle defined by 


О, = || Е6,Ф)р ао. (1-140) 


The antenna beam solid angle is the solid angle through which all the power 
would be radiated if the power per unit solid angle (radiation intensity) equaled 
the maximum value over the beam area. This is illustrated in Fig. 1-13. From 
(1-131) and (1-140) we see that 

Р, = U,Q,. (1-141) 


This may also be inferred from Fig. 1-13b. 


Un 
ЦЭ 
m 
Actual 
pattern 
fa) -- 15) 


Figure 1-13 Antenna beam solid angle 2, (а) 
Plot of radiation intensity 1Д0, ф) from an actual 
antenna. (5) Plot of radiation intensity with all 
radiation from the actual antenna concentrated into 
а cone of solid angle О, with constant radiation 
intensity equal to the maximum of the actual pattern. 
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Directivity. Directivity is now simply defined as the maximum value of direc- 
tive gain, or 

Um 
Using (1-132) and (1-141) in (1-142) gives 


Бы 4nU,, 
“ Р,/т /,0, 


Also from (1-129) in (1-137) we сс that 


D- (1-142) 


D 


or 


2 

po, 9) = “= В Ф. орко, дур (1-144) 
and since |F(0, ġ)|? has a maximum value of unity the maximum value of 
directive gain is the directivity D. There is D times as much power density in the 
direction (0,,,, Pmax) as there would be if the same total power were radiated by 
an isotropic source. Directivity is determined entirely by pattern shape. 

The concept of directivity is illustrated in Fig. 1-14. If the radiated power were 
distributed isotropically over all of space, the radiation intensity would have a 
maximum value equal to its average value as shown in Fig. 1-14а, that is, 
Um = U ave or Q, = 4л. Thus, the directivity of this isotropic pattern is unity. The 
distribution of radiation intensity U(0, ф) for an actual antenna is shown in 


Figure 1-14 Illustration of directivity. (а) Radiation intensity 
distributed isotropically. (b) Radiation intensity from an actual 
antenna. 
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Fig. 1-14b. It has a maximum radiation intensity in the direction (Omax, Фа) Of 
Um = DU,,, and an average radiation intensity of U „e = P, /4л. By directing the 
radiated power P, in a preferred direction we can increase the radiation intensity 
in that direction by a factor of D over what it would be if the same radiated 
power had been isotropically radiated. 

The directivity of an ideal dipole may now be calculated easily. Using (1-136) 
in (1-142) gives 
a = i - > (ideal dipole). (1-145) 
Usually directivity is calculated directly from (1-143), and the directivity calcula- 
tion reduces to one of finding the beam solid angle. To illustrate we will use the 
ideal dipole example; substituting (1-135) in (1-140) gives 


Dz 


4 Өл 


„25 ‚я 
Q, -[ | |sin 02 ѕіп0404ф= 2л 2 = Z (1-146) 
"o 70 2 3 
and we obtain the same value of directivity from 
4n 4n 3 
e ы? (1-147) 


Thus, the directivity of an ideal dipole is 50°, greater than that of an isotropic 
source, which has a directivity of 1. 


Gain. As noted above, directivity is solely determined by the radiation pattern 
of an antenna. When an antenna is used in a system (say as a transmitting 
antenna) we are actually interested in how efficiently the antenna transforms 
available power at its input terminals to radiated power, together with its direc- 
tive properties. To quantify this, power gain (or simply gain) is defined as 4x 
times the ratio of the radiation intensity in a given direction to the net power 
accepted by the antenna from the connected transmitter, or 


4nU(0, 6) 
Je 


G(0, ф)- (1-148) 
where G(0, ф) is the gain and U(0, ф) is the radiation intensity of the antenna in 
the direction (0, @) including the effect of any losses on the antenna, and Р,, is 
the input power accepted by the antenna. This definition does not include losses 
due to mismatches of impedance or polarization. The maximum value of power 
gain is the maximum of (1-148), so 


0--57. (1-149) 


WMYVERMIBAD NACIONAL AUTONOMA ве manere: 
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Thus, power gain may be expressed as a function of 0 and ф and may also be 
given as a value in a specific direction. If no direction is specified and the power 
gain value is not given as a function of 0 and 6, it is assumed to be the maximum 
power gain. 

Directivity can be written as D = 4xU, /P,. Comparing this with (1-149) we 
see that the only difference between maximum power gain and directivity is the 
power value used. Directivity may be viewed as the power gain an antenna 
would have if all input power appeared as radiated power, that is, Р, = P,- 
Power gain reflects the fact that real antennas do not behave in this fashion and 
some of the input power is lost. The portion of input power P,, which does not 
appear as radiated power is absorbed on the antenna and nearby structures. This 
prompts us to define radiation efficiency, e, as 

em 3» - (1-150) 


Note that 
0<е<І. (1-151) 


Using (1-150) in (1-148) gives 


00, Ф) 6% 000.6) _ | (o, 9). (1-152) 
P, Uo 
Similarly, for maximum power gain 
G = eD. (1-153) 


Thus, maximum power gain of an antenna is equal to its purely directional 
characteristic of directivity reduced by its radiation efficiency. 

The terminology found in the literature is inconsistent and often incorrect on 
the topics of directive gain, directivity, and power gain. Current usage is slanted 
toward using only the terms directivity and gain. Then directivity and gain can 
be a function of angle ог be maximum values, that is, D(@, ф) or D, and G(0, ф) 
or G, If no other information is given during a discussion of directivity or gain it 
can safely be assumed that the maximum value is intended. More importantly, 
_ the concepts of directivity and gain are often confused and abused, so be on the 
lookout in future reading. 

Since gain is a power ratio it can be calculated in decibels as follows 


Сав = 10 log С. (1-154) 


Similarly for directivity 


Day = 10 log D. (1-155) 


DEPARTAMENTO We Б/І атса» 


BIBLIOTECA CENTRA 
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For example, the directivity in decibels of an ideal dipole is 
Dag = 10 log 1.5 = 176 dB (ideal dipole) (1-156) 


Frequently gain is used to describe the performance of the antenna relative to 
some standard reference antenna. In that case maximum power gain is defined as 
the ratio of the maximum radiation intensity from the antenna U,, to the maxi- 
mum radiation intensity from a reference antenna Umre with the same input 
power, or 

Un 
и, ref 


This is a convenient definition from a measurement standpoint. The previous 
definition of gain employs a lossless isotropic antenna as a reference antenna. 
This can be shown by noting that the lossless isotropic reference antenna has a 
maximum radiation intensity of Р,, /4л since all of its input power is radiated, 
and substituting this into (1-157) for U m er leads to (1-149). 

Gain Measurement. Power pattern measurement (to be discussed in Sec- 
tion 1.7) is a relative measurement and does not require an accurate knowledge 
of the gain of the antenna used to measure the pattern of the test antenna. 
However, power gain measurement (either maximum or as a function of angle) is 
an absolute measurement and thus, is more difficult. One method of maximum 
power gain measurement is illustrated in Fig. 1-15. A source antenna is driven 
by a constant power transmitter. First a standard gain antenna with a known 
maximum power gain G, is used as the receiving antenna as shown in Fig. 1-15a. 


(1-157) 


Source of 
constant 
power Р, Эмч 


Figure 1-15 Measurement of maxi- 
mum power gain by comparison to 
an antenna of known maximum power 
is gain. б, = (P,/P,)G,. (а) Measurement 
antenna of power output P, from a standard gain 
of gam 6, antenna. (b) Measurement of power 

th) output P, from the test antenna, 
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It is oriented such that its output power P, is maximum. Next the test antenna 
replaces the standard gain antenna and is oriented for maximum power output 
P,. Since the absolute maximum power gain (relative to an isotropic lossless 
antenna) of the standard gain antenna is known, the absolute maximum power 
gain of the test antenna can be calculated from the differences in the measured 
received powers. The ratio P, /Р, is the increase in received power from the test 
antenna over that of the standard gain antenna. The gain of the test antenna 
must then have that much more gain, that is, 
P, 

бай po» (1-158) 
As an example suppose that a standard gain antenna has a gain of 63, or 18 dB. 
Following the measurement technique of Fig. 1-15 the measured powers are 
P, = 3.16 mW, ог 5 Вт (5 dB above a milliwatt), and Р, = 31.6 mW, ог 
15 dBm, The gain of the test antenna is then G, = (31.6/3.16)63 = 630, or in 
terms of decibels 


G(dB) = P(dBm) — P,(dBm) + G,(dB) = 15 — 5 + 18 = 28 dB. 


1.7 RECIPROCITY AND ANTENNA PATTERN MEASUREMENTS 


In this section we show that the radiation pattern of an antenna is the same 
whether it is used as a transmitting antenna or receiving antenna. Reciprocity 
allows the calculation or measurement of an antenna pattern in either the trans- 
mit or receive case. Practical considerations for the measurement of antenna 
patterns are also discussed in this section. 

In order to show the reciprocity of the transmit and receive patterns for an 
antenna it is necessary to discuss some reciprocity theorems. There are several 
forms reciprocity theorems take for electromagnetic field problems. We will 
consider two forms of reciprocity for use in antenna problems. First the Lorentz 
reciprocity theorem will be discussed. Let sources J, and M, produce fields E, 
апа H, and sources J, and M, produce fields E, and H,. See Fig. 1-16. Тһе 
frequencies of all quantities are identical. The Lorentz reciprocity theorem that is 
derivable from Maxwell's equations (see Prob. 1.7-1) states that for isotropic 
media 


ЇЇ (E Ja- Hs- M) de’ = ||] (E 3, н.м) а. (1-159) 


Va ro 


The left-hand side is the reaction (a measure of the coupling) of the fields from 
source b on the sources a, and the right-hand side is the reaction of the fields 
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Volume v, Volume ry 
Figure 1-16 Source configuration for the Lorentz reciprocity 
theorem. 


from source a on the sources b. This is a very general expression but it can be 
put into a more usable form. Let sources b consist of only an ideal electric dipole 
of vector length p located at point (х,, y,, z,). Since the ideal dipole сап be 
represented as an infinitesimal source and M, is zero, (1-159) becomes? 


Ex, yz): p | Jl (E, -J, — H, © M) dv. (1-160) 


This expression allows us to calculate the electric field from sources a by evaluat- 
ing the integral using known sources J, and M, and known ideal dipole fields E, 
and H, of (1-67) and (1-66), evaluated at the location of sources a. This may be 
performed for various orientations p of the ideal dipole, which is acting as a field 
probe. 

The Lorentz reciprocity theorem can also be used to derive a reciprocity 
theorem using terminal voltages and currents. Suppose sources a and b are 
antennas excited with ideal (infinite impedance) current generators 1, and /,. 
Since no magnetic sources are present (1-159) reduces to 


| Ї Е,-3,4/- (i E, : J, dr. (1-161) 


For perfectly conducting antennas the electric fields will be zero over the 
antennas; however, voltages will be produced across the terminals. Taking the 
current to be constant in the terminal region and using the concept of 
[E:d/ = —V, we see that (1-161) becomes 


Vla = ҮҮЛ, (1-162) 


where V%* is the open circuit voltage across the terminals of antenna a due to the 
field E, generated by antenna b and similarly Ур is the open circuit voltage at 


? The ideal dipole current could be written as J, = d(x — x,) Уу ~ v,) ól: — z,)p This together with 
M, = 0 in (1-159) yields (1-160) 
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antenna b due to antenna a. Open circuit voltages have been used because of the 
infinite impedances of the generators. Rearranging (1-162) leads to a statement 
of reciprocity in circuit form 


(1-163) 


Several factors affect the voltage appearing at one antenna due to another 
antenna which is excited: the specific antennas used, the medium between the 
antennas with perhaps other objects present, and the relative orientation of the 
antennas. We can represent the general situation entirely in terms of circuit 
parameters as follows 


Vm al; 4- Xu (1-164) 


where V,, V, la, and /, are the terminal voltages and currents of antennas a and 
b, If antenna a is excited with a generator of current /,, the open circuit voltage 
appearing at the terminals of antenna b is V,|,,.9. The transfer impedance Z,, is 
from (1-165) with 1, zero, 


V, Í 


Lu = 7 (1-166) 


Іһт0 


If antenna b is excited with а generator of current 1, the open circuit voltage 
appearing at the terminals of antenna a is У, |, -о. The transfer impedance Z,, is, 
from (1-164) with 1, zero. 
V 
Zana] . 
* 1,Ї«о 


Comparing (1-166) and (1-167) to (1-163) we see that 


(1-167) 


2,-2,-2, (1-168) 


where Z,, is the transfer (or mutual) impedance between the antennas. This can 
also be shown from the circuit formulation of (1-164) and (1-165) if the indivi- 
dual impedances are linear, passive, and bilateral. (See Probs. 1.7-3, 1.7-4). This, 
in turn, is true if the medium and the antennas are linear, passive, and isotropic. 

If an ideal current source of current 7 excites antenna a, the open circuit 
voltage at the terminals of b from (1-166) is 


Was PA. (1-169) 
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If the same source is now applied to the terminals oi antenna b, the open circuit 
voltage appearing at the terminals of antenna a is from (1-167) 


|. т 172. (1-170) 

But Zas = Дь. so the preceding two equations yield 
И.о = |, о = И. (1-171) 
Thus the same excitation current will produce the same terminal voltage 
independent of which port is excited, as illustrated in Fig. 1-17. In other words. 
reciprocity states that the source and the measurer can be interchanged without 


changing the system response. The same is true of an ideal voltage source and 
short circuit terminal currents. These are familiar results from network theory. 


(bi 


(c) 


Figure1-17 Reciprocity for antennas. The output voltage lis the same in 
(Б) and (c) forthe same input current /. (а) Two-port representation ofa 
two-antenna system. (6) Antenna a excited with current source /. (c) 
Antenna hb excited with current source / 
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The self-impedances of the antennas from (1-164) and (1-165) are 


(1-172) 


(1-173) 


If an antenna is isolated so that all objects including other antennas are far away 
and the antenna is lossless, the self-impedance equals its input impedance [8]. 

Suppose antenna a is excited (ie, acting as a transmitter) and the voltage 
produced at the terminals of antenna b is measured with an ideal voltmeter. If 
the antennas are separated so that they are in each others far field, the transfer 
impedance Z,a is actually the far-field (or radiation) pattern of antenna a if 
antenna b is moved around a on a constant radius as shown in Fig. 1-18a. It is 
normally assumed that as antenna b is moved it is maintained with the same 
orientation and polarization relative to antenna a. The output voltage of b as a 
function of angle around antenna a gives the relative angular variation of the 
radiation from antenna a, that is, its radiation pattern. Examining (1-166) we see 
that this is really Z, (1, is constant). Thus Z,, as a function of angle is the 
transmitting pattern of antenna a. If now antenna b is excited and antenna a acts 
as a receiver, the terminal! voltage of antenna a is the receiving pattern of 
antenna a as antenna b is again moved around at a constant distance from 
antenna a; see Fig. 1-185. Thus Z,, as a function of angle is the receiving pattern 
of antenna a. Since the transfer impedances are identical we can conclude that 
the transmit and receive patterns of an antenna are identical. This is an important 
consequence of reciprocity. 

It is important to note that reciprocity as illustrated in Fig. 1-17 (or equiva- 
lently Zas = Zya) is true even if the antennas are not far removed from each 
other. In that case though, 7,(0, ф) is not the far-field pattern. 


Antenna Pattern Measurement. An antenna pattern is a graphical re- 
presentation of the radiation properties of an antenna as a function of the 
direction from the antenna. With the antenna centered on the origin of a spheri- 
cal coordinate system, the radiation fields E and H are perpendicular to each 
other and both are transverse to the direction of propagation, Ғ. Also the field 
intensities vary as ғ”! In antenna pattern discussions the electric field is used, 
but the magnetic field behavior follows directly since its intensity is found from 
H = E/y and its direction is perpendicular to E and f; see (1-105). 

The electric field is both a vector and a phasor. In general it has two ortho- 
gonal components, frequently decomposed into E, and E,. These components 
are complex-valued having an amplitude and phase. The relative amplitude and 
phase of these components determines the polarization that is discussed lurther 
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Figure 1-18 Antenna pattern reciprocity. The transmitting and receiving 
patterns of an antenna are identical because 7,,(6, 6) = Z,,(0. $) = 7,(0, ф) 
(а) The transmitting pattern of antenna a is Z,,(6,¢) = V (0, $)/I,. 
(b) The receiving pattern of antenna a is Z,(6,) = V, (0, $)/I,. 


in Section 1.9. Separate antenna patterns may be given for each component of 
the electric field. For simple antennas only one component is present. For exam- 
ple, the ideal dipole on the z-axis has only an E, component. It may be noted 
that for actual antennas a small component of electric field perpendicular to that 
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predicted from the ideal case always exists. This is referred to as the cross- 
polarized component and arises from currents flowing on the antenna or sup- 
porting structures, which are not accounted for іп a simple mathematical model. 

A complete representation of the radiation properties of an antennas would. of 
course, require measuring the radiation at all possible angles (0 т) This i» rarely 
attempted and fortunately is also rarely necessary. For mosi appiications the 
principal plane patterns are sufficient. Figure 1-4 illustrates he piincipal plane 
patterns for an ideal dipole. 

There are many ways of displaying antenna patterns. For example, a principal 
plane pattern could be plotted in polar or rectangular form. In addition, the 
scale could be either linear or logarithmic (decibel). All combinations of plot 
type and scale type are used: polar-linear, polar-log, rectangular-linear, and 
rectangular-log. Figure 1-9 illustrates a polar-linear pattern plot. A polar-log 
pattern plot example is found in Fig. 5-9. Figure 1-10 shows a rectangular-linear 
plot. Figure 4-1 is the same pattern as the last (a uniform line source) but in 
rectangular-log form. Generally speaking log plots are used for high-gain, low- 
side lobe patterns and linear plots are used when the main beam structure is of 
primary interest, These various antenna pattern representations can be recorded 
directly using commercially available measurement and recording equipment. 
When more detailed information is required the results of several planar cuts can 
be put together to make a contour plot. 

Although we have conceptualized the measurement of a radiation pattern by 
moving a receiver over a sphere of constant radius, this is obviously an impracti- 
cal way of making such measurements. The important feature is to maintain the 
distance between the antennas constant (but large enough so the antennas are in 
each others far field) and to vary the observation angle. For example, to measure 
the pattern of antenna a we could rotate it about its axis and keep antenna b 
fixed. By reciprocity it makes no difference if we operate antenna a as a receiver 
or as a transmitter, but usually the antenna whose pattern is desired is used as a 
receiving antenna. In Fig. 1-19 the incident fields of transmit antenna b on 
receive antenna a are constant and the output of antenna a varies with its 
angular position, Thus. the antenna that is rotated is the pattern being 
measured; in this.case antenna a. Antenna positioners of many types together 
with required control systems. receivers, and recording devices are available for 
such rotation pattern measurements.* 

Antenna pattern measuring equipment varies with frequency range and the 
size of the antennas. If the antenna size is not extremely large in terms of a 
wavelength, the far-field distance (202/4) is small enough to permit indoor tests 
in anechoic chambers, which are lined with special absorbing material to mini- 
mize reflections. In other situations antenna test ranges are set up outdoors. In 
this case the antennas are elevated on towers or hills to avoid ground reflections. 


"Perhaps the most complete dacussion of antenna measurements 1» found in [9]. Also see [10] 
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Figure1-19 Radiation pattern measurement. The 
pattern of antenna a is proportional to the terminal 
voltage V, which is a function of the angular 
position of antenna a during rotation. 


For very large antennas such as satellite ground station or radio astronomy 
antennas, the far-field distance may be extremely large necessitating special 
techniques for pattern measurement. For example, a satellite or airplane plat- 
form can be used for the source antenna. Also, the sun or a "radio star" can be 
employed as sources 


1.8 ANTENNA IMPEDANCE AND RADIATION EFFICIENCY 


The input impedance of an antenna is the impedance presented by the antenna 
at its terminals. Thus, suitable terminals must be defined for an antenna. The 
input impedance will be affected by other antennas or objects that are nearby, 
but for this discussion we will assume that the antenna is isolated. The input 
impedance is composed of real and imaginary parts. 


Zin = Rin + JX in- (1-174) 


The input resistance, Rin. represents dissipation. Power can be dissipated in two 
ways. There are heating losses on the antenna structure and associated hard- 
ware. Also power that leaves the antenna and never returns (radiation) is a form 
of dissipation, On many antennas ohmic losses are small compared to radiation 
losses. The input reactance, X,,, represents power stored in the near field of the 
antenna. 

First we shall discuss the input resistance. The average power dissipated in an 
antenna is 

Pian = IR,, | linl? (1-175) 
where /,, is the current at the input terminals. Note that a factor of one-half 
appears in (1-175) because current is defined as a peak value. Separating the 
dissipated power into radiative and ohmic losses we have 
P п = Р, 1 Pn 


IR, M | + Roa! ful d (1-176) 
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where we define radiation resistance of an antenna referred to the input ter- 
minals as 


R,, = ТЯ; (1-177) 
and ohmic resistance of an antenna as 
ЭР, XP. — P.) 
Rami = 12 D = 1-178 
wp IRF Se) 
From (1-34) the radiated power is 
- : [| (E x не): (1-179) 


м“ 


where sy is a surface in the far field, usually spherical. Also the power density 
S = JE x H* will be real in the far field. Radiation resistance can be defined 
relative to the current at any point on the antenna. It is customary to use the 
maximum current; in other words the current in the denominator of (1-177), in 
general, is the maximum current. The symbol R, will be reserved for radiation 
resistance relative to the maximum current that occurs on the antenna. The 
radiation resistance R,, is referred to the input terminals. In this section we will 
be dealing with electrically short antennas which always have a current maxi- 
mum at the input, if fed in the center, and thus there is no chance for confusion. 
In those cases R,; = R,, and the symbol R, will be used. In Section 5.1 we will 
discuss this topic again. 

As an example consider the ideal dipole antenna. The radiated power for an 
ideal dipole of length Az < À and input current / is given by ыы The radia- 
tion resistance is then 


2P, 2 ouf ГГ 
К, = Vaal? T 12л (I Az)? = a © Bas) 
wn - “ 
B? o, a 120л(25 | 
" Gx == бт 1 1 
» 13 v 
R, = so? (^: z seo(^: ohms (ideal dipole). (1-180) 


Since Az <A, R, for ideal dipoles is very small. 
The relative amounts of input power dissipated by radiation and ohmic losses 
determine the efficiency of the antenna. This is expressed by the radiation 
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efficiency e which was introduced in Section 1.6 and defined in (1-150) as the 
ratio of total radiated power to the net power accepted by the antenna, so 
P, P, 
даг л "X302 (1-181) 


Substituting (1-176) and (1-177) into (1-181) yields 


4R,;| lial? 
EUIS. * К. 11 
ЕК, R,, 


For many antennas radiation efficiency is nearly 100%. For electrically small 
antennas, however, the radiation efficiency may be extremely small. A quick 
calculation will show this. Consider an ideal dipole operating at | MHz and of 
length Az = 1 m = 0.00334. It has a radiation resistance from (1-180) of 


2 
к, = soz? (z) = 0.0088 ohm. (1-183) 
The ohmic resistance for an antenna that carries a uniform current is 
È 
28-8 -184 
К, = 52> Ry (1-184) 


where L is the length of the wire, а is the wire radius, апа R, is the surface 
resistance [11] 


= jen 
= 155° (1-185) 
At | MHz for copper wire 
—Ó— 
4n x ae 2л x 10 NT 
ын ын т = 263 х 1077 ohm. (1-186) 


Assuming that the wire is No. 20 AWG of radius a = 406 х 10 * m and evalu- 
ating (1-184) gives 


4- 3 - 
Rosie = 2x- 406 x 10: 3263 x 10^ * = 0.103 ohm. (1-187) 
The radiation efficiency from (1-182), (1-183), and (!-187) is 
МЕНЕ... ВМ (1-188) 


0.0088 + 0.103 
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This is a low efficiency. Since the radiation resistance increases with length 
squared and ohmic resistance increases linearly with length, the radiation 
efficiency could be increased by lengthening the antenna. For broadcast receiv- 
ing antennas, low efficiency is frequently overcome by using high-power trans- 
mitters operating into tall antennas that are efficient. Thus cost and complexity 
are concentrated into a few transmitting stations allowing inexpensive and 
simple receiving antennas. 

The ideal dipole mode! is a uniform current element, as shown in Fig. 1-20a. 
In reality the current on a straight wire antenna must smoothly go to zero at the 
ends. The current distribution on a center fed wire dipole of length Az < 7, called 
a short dipole, is approximately triangular in shape as illustrated in Fig. 1-205. If 
end loading such as with metal plates (see Fig. 2-3) is added to the short dipole, 
there is a place for charge to accumulate at the wire ends giving a nearly uniform 
current on the dipole itself which permits use of the ideal dipole model. More 
will be said about short dipoles in Section 2.1. 

The triangular current distribution of the short dipole leads to an equivalent 
length which is one-half that of its physical length. This is true because the 
equivalent length is proportional to the total charge on the wire at any instant, 
which is proportional to the area under the current versus distance curves shown 
in Fig. 1-20. This follows directly from the fact that the radiation integral [see 
(1-101)) reduces to f(z’) dz’ since exp(jfiz cos 0) = 1 for short dipoles. The 


| | 
| WN 
| | 


—Ó P 


tiz) a: 


=——— --b 


Figure 1-20 The ideal dipole model and short dipole with current 
distributions; А: 4, J. isthe value of the input current at the terminals 
in the center of each antenna. The short dipole of ( b) is that which is 
encountered in practice for a wire segment as shown. (2) Ideal dipole. 
(b) Short dipole 
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radiated fields are, in turn, proportional to this equivalent length. Since 
the radiation resistance 15 proportional to the integral of the far-zone electric 
field squared and the patterns of the ideal and short dipoles are the same as will 
be shown below, the radiation resistances are proportional to the equivalent 
lengths squared. The area of the short dipole current triangle shape is one-half 
that of the uniform current shape. This reduced equivalent length for the short 
dipole leads to a reduction in the radiation resistance. Since the length is effectively 
one-half for the short dipole. the radiation resistance is reduced by a factor of 
four from that of the ideal dipole. Thus dividing (1-180) by four yields 


Az 2 
ЯАР | ohms (short dipole). (1-189) 


In the pattern calculations for the ideal dipole (see Section 1.4) we assumed 
that the phase and amplitude differences of rays coming from different points on 
the wire due to diflerent path lengths were negligible. These effects influence the 
pattern shape. Since the short dipole also satisfies Ас < 4 the pattern is cal- 
culated in the same fashion and will, thus, have the same sin 0 radiation pattern 
as the ideal dipole. To be more specific. the vector potential of (1-60) is used for 
both the uniform and triangular current models except Az/2 is used in place of 
Az in the triangular current case because its equivalent length is one-half that of 
the uniform current. The patterns are then the same since A is the same, except 
for a constant factor of one-half. The ideal dipole and short dipole will also have 
the same directivity value of 1.5 because the pattern shape completely determines 
directivity. 

Not only is the radiation resistance of the short dipole reduced from that of 
the ideal dipole, but the ohmic resistance is also reduced. The reduction is, 
however, not the same. and as can be seen from (1-182), if R,, and А, „іс change 
differently, e will be different from the ideal dipole case. First we will find an 
expression for the ohmic resistance of a short dipole. Since the power dissipation 
from ohmic losses at any point along the antenna is proportional to the current 
squared at that point, the total power dissipated can, in general, be found from 


R, .1.2 1 " 
EZ BN LL (1-190) 


It is easy to show that this reduces to (1-184) for a uniform current of length 


L = Az. The triangular current of Fig. 1-205 for the short dipole can be written 
as a function of position along the wire as 


Hz) = 1,1 22) БЕР (1-191) 
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Using this in (1-190) yields 


Az R, : - 
for a short dipole of length Az with a triangular current distribution. Notice that 
this is one-third that for an ideal dipole. Since the radiation resistance for the 
short dipole is one-fourth that of an ideal dipole, the radiation resistance is 
decreased more relative to the ohmic resistance and thus the efficiency is lower 
for the short dipole than it is for an ideal dipole of the same length. 

We now return to the example presented earlier in this section and redo it for 
the case of a short dipole. This antenna now closely approximates the dipole 
antenna found in the windshield of some automobiles. The wavelength at | MHz 
(in the AM broadcast band) is 300 m and the length Az is 1 m. Then from 
(1-189) 


2 
Kin 24 5) = 00022 ohm. (1-193) 


and from (1-186) and (1-192) 


1 263 х 10^* 
— D T = 0.0344 ohm. 1-194 
Ronmic = 37.406 x 10 ° 3 SP ы. (1-194) 


The radiation efficiency is then 


0.0022 


- = 601" 1-195 
0.0022 + 0.0344 aud 


é 
which is slightly less than the 7.87", for the corresponding ideal dipole. 

In addition to loss of efficiency, ohmic losses on antennas have another undesir- 
able effect. Any resistive element in an electrical system is a source of noise. Thus 
ohmic losses on antennas are sources of noise. Large ohmic resistances on receiv- 
ing antennas introduce noise into the receiver. It turns out. though, that for 
frequencies around 1 MHz and below, external noise (mainly due to lightning) 
is significant and always present. This external noise picked up by the antenna is 
proportional to the antenna radiation resistance and is usually larger than the 
noise arising from the ohmic resistance. 

We now return to the reactive part of the input impedance. Radiated power 
contributes to the real part of the input impedance whereas power stored in the 
near field is represented by the reactive part of the input impedance. This beha- 
vior is very similar to a complex load impedance in circuit theory. Antennas 
that are electrically small (much smaller than a wavelength) have a large input 
reactance, in addition to a small radiation resistance. For example, the short 
dipole has a capacitive reactance whereas an electrically small loop antenna has 
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an inductive reactance. This 15 an expected result from low-frequency circuit 
theory. 

Antenna impedance is important to the transfer of power from a transmitter 
to an antenna or from an antenna to a receiver. For example, to maximize the 
power transferred from a receiving antenna the antenna impedance should be a 
conjugate match (equal resistances, equal magnitude and opposite sign reac- 
tances). Usually the receiver has a real impedance so it is necessary to “tune 
out” the antenna reactance with a matching network of variable inductances 
and capacitances adjusted to cancel antenna reactance. It would at first appear 
to be no problem if antenna impedances were reactive because they could always 
be tuned, There are, however. two disadvantages to using matching networks. 
They are always somewhat inefficient because there are ohmic losses in tuning 
coils. Second, a matching network can provide a match only over a narrow band 
of frequencies thus reducing the operational bandwidth. Impedance matching 
techniques are discussed in Section 5.3. 

Finally, we note that as a consequence of reciprocity. antenna impedance for 
receiving and transmitting is the same. 


1.9 ANTENNA POLARIZATION 


We will first discuss the possible polarizations of an electromagnetic wave and 
then antenna polarization will follow directly from wave polarization.’ In fact, 
the polarization of an antenna is the polarization of the wave radiated by the 
antenna in a given direction. 

If the electric and magnetic field vectors of an electromagnetic wave lie in a 
fixed plane at all times, it is called a plane polarized ware. The tip of the instan- 
taneous electric field vector traces out a figure with time: we refer to this phen- 
omena simply as the polarization of the electric field vector. There may be a 
random component to this figure (a nonperiodic behavior), but we will not 
consider such randomly polarized wave components because antennas cannot 
generate them. For a completely polarized wave the figure traced out is, in 
general, an ellipse. 

There are some important special cases of the polarization ellipse. If the path 
of the electric field vector is back and forth along a line. it is said to be linearly 
polarized. See Figs. 1-21а and 1-215. An example is the electric field from ап 
ideal dipole or any linear current. If the electric field vector remains constant in 
length but rotates around in a circular path, it is circularly polarized. The rota- 
tion radian frequency is «» and occurs in one of two directions, referred to as the 
scnse of rotation. If the wave is traveling toward the observer and the vector 


* For a complete discussion of wave polarization see [12] 
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Using this in (1-190) yields 


AzR s 
p le 1-192 
К = 221 3 (short dipole) ( ) 


for a short dipole of length Az with a triangular current distribution. Notice that 
this is one-third that for an ideal dipole. Since the radiation resistance for the 
short dipole is one-fourth that of an ideal dipole, the radiation resistance is 
decreased more relative to the ohmic resistance and thus the efficiency is lower 
for the short dipole than it is for an ideal dipole of the same length. 

We now return to the example presented earlier in this section and redo it for 
the case of a short dipole. This antenna now closely approximates the dipole 
antenna found in the windshield of some automobiles. The wavelength at 1 MHz 
(in the AM broadcast band) is 300 m and the length Az is 1 m. Then from 
(1-189) 


2 
R, = 207? | АН - 00022 ohm. (1-193) 


апа from (1-186) and (1-192) 


1 263 x 105 
--- a — —— = 0.0344 ohm. 1-194 
Ronmic 2n - 406 x 10:25 3 | ) 


The radiation efficiency is then 


0.0022 


қүн = 601%. 1-195 
e= 0002 + 0.0344 ^ 6917» ) 


which is slightly less than the 7.87", for the corresponding ideal dipole. 

In addition to loss of efficiency, ohmic losses on antennas have another undesir- 
able effect. Any resistive element in an electrical system is a source of noise. Thus 
ohmic losses on antennas are sources of noise. Large ohmic resistances on receiv- 
ing antennas introduce noise into the receiver. It turns out. though, that for 
frequencies around 1 MHz and below, external noise (mainly due to lightning) 
is significant and always present. This external noise picked up by the antenna is 
proportional to the antenna radiation resistance and is usually larger than the 
noise arising from the ohmic resistance. 

We now return to the reactive part of the input impedance. Radiated power 
contributes to the real part of the input impedance whereas power stored in the 
near field is represented by the reactive part of the input impedance. This beha- 
vior is very similar to a complex load impedance in circuit theory, Antennas 
that are electrically small (much smaller than a wavelength) have a large input 
reactance, in addition to a small radiation resistance. For example, the short 
dipole has a capacitive reactance whereas an electrically small loop antenna has 
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an inductive reactance. This 15 an expected result from low-frequency circuit 
theory. 

Antenna impedance is important to the transfer of power from a transmitter 
to an antenna or from an antenna to a receiver. For example, to maximize the 
power transferred from a receiving antenna the antenna impedance should be a 
conjugate match (equal resistances, equal magnitude and opposite sign reac- 
tances). Usually the receiver has a real impedance so it is necessary to “tune 
out” the antenna reactance with a matching network of variable inductances 
and capacitances adjusted to cancel antenna reactance. It would at first appear 
to be no problem if antenna impedances were reactive because they could always 
be tuned. There are, however. two disadvantages to using matching networks. 
They are always somewhat inefficient because there are ohmic losses in tuning 
coils. Second, a matching network can provide a match only over a narrow band 
of frequencies thus reducing the operational bandwidth. Impedance matching 
techniques are discussed in Section 5.3. 

Finally, we note that as a consequence of reciprocity. antenna impedance for 
receiving and transmitting is the same. 


1.9 ANTENNA POLARIZATION 


We will first discuss the possible polarizations of an electromagnetic wave and 
then antenna polarization will follow directly from wave polarization,’ In fact, 
the polarization of an antenna is the polarization of the wave radiated by the 
antenna in a given direction. 

If the electric and magnetic field vectors of an electromagnetic wave lie in a 
fixed plane at all times, it is called a plane polarized wave. The tip of the instan- 
taneous electric field vector traces out a figure with time: we refer to this phen- 
omena simply as the polarization of the electric field vector. There may be a 
random component to this figure (a nonperiodic behavior) but we will not 
consider such randomly polarized wave components because antennas cannot 
generate them. For a completely polarized wave the figure traced out is, in 
general, an ellipse. 

There are some important special cases of the polarization ellipse. If the path 
of the electric field vector is back and forth along a line. it is said to be linearly 
polarized. See Figs. 1-21a and 1-215. An example is the electric field from ап 
ideal dipole or any linear current. If the electric field vector remains constant in 
length but rotates around in a circular path, it is circularly polarized. The rota- 
tion radian frequency is w and occurs in one of two directions, referred to as the 
sense of rotation. If the wave is traveling toward the observer and the vector 


” For a complete discussion of wave polarization see [12] 
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Figure 1-21 Some wave polarization states. The wave is 
approaching. (а) Linear (vertical) polarization. (5) Linear 
(horizontal) polarization. (c) Right-hand circular polarization 
(d) Left-hand circular polarization. (e) Right-hand elliptical 
polarization. ( f) Left-hand elliptical polarization. 


rotates coünterclockwise, it is right-hand polarized. The right-hand rule applies 
here: with the thumb of the right hand in the direction of propagation, the 
fingers will curl in the direction of rotation of the instantaneous electric field 4. If 
it rotates clockwise, it is left-hand polarized. Right- and left-hand circularly po- 
larized waves are shown in Figs. 1-21с and 1-214. A helix antenna produces 
circularly polarized waves (see Section 6.1) and the sense of rotation of the wave 
is the same as the sense of the helix windings, for example, a right-hand wound 
helix produces a right-hand circularly polarized wave. Finally, a wave may be 
elliptically polarized, with either right- or left-hand sense of rotation, as shown in 
Figs. 1-21e and 1-21/. 


19 ANTENNA POLARIZATION 5b 


A general polarization ellipse is shown in Fig. 1-22 with a reference axis 
system. The wave associated with this polarization ellipse is traveling in the 
+ z-direction. The sense of rotation can be either left or right. The instantaneous 
electric field vector 4 has components &, and 4, along the x and y axes. The peak 
values of these components are E, and E,. The angle у describes the relative 
values of E, and E; from 


y= tan`! E; 0° < 7 < 90° (1-196) 
E, 

The tilt angle of the ellipse, 7, is the angle between the x-axis (horizental) and the 

major axis of the ellipse. The angle £ is seen from Fig. 1-22 to be 


e=cot ЧАК) Is jAR| xo, -45° « r < 45° (1-197) 


where the axial ratio of the ellipse, | AR |, is the ratio of the major axis electric 
field component to that along the minor axis. The sign of AR is positive for 
left-hand sense and negative for right-hand sense. 

The instantaneous electric field for the wave of Fig. 1-22 can be written as 
(with z = 0 for simplicity) 


E = 6,X% + 6,y = E, cos охх + E; cos(ot + д)у (1-198) 


where д is the phase by which the у-сотропеп: leads the x-component. This 
representation describes the ellipse shape as time t progresses. If the components 


Figure 1-22 The genera! polarization ellipse. The associated wave 
direction is out of the page in the +-=-direction. The tip of the 
instantaneous electric field vector 4 traces out the ellipse. 
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are in phase (5 = 0) the net vector is linearly polarized. The orientation of the 
linear polarization depends on the relative values of E, and Е,. For example, if 
E; = 0 vertical linear polarization results; if E; = 0 horizontal linear results; if 
E, = E; the polarization is linear at 45° with respect 10 the axes. Linear polari- 
zation is a collapsed ellipse with infinite axial ratio. If 6 is nonzero the axial ratio 
is finite. When à > 0, 4, leads 4, in phase and the sense of rotation is left hand. 
For 6 <0 the sense is right hand. If E, = E; and ó — +90° the polarization is 
circular (-- 90* is left and —90° is right). The axial ratio of a circularly polarized 
wave is unity. 
The phasor form of (1-198) is 


E- E,& + Е, 5 (1-199) 
which can be written as (see Prob. 19-3) 
E = \/E} + EX(cos 7$ + sin уе”), (1-200) 


The factor „ГЕТ + E} is the field magnitude and the remaining factor is the 
complex unit vector for the field. Thus y and ô completely specify the polariza- 
tion state of the wave. In fact, either pair of angles (e, т) or (y, 6) uniquely 
define the polarization state of a wave. The transformations between these angles 
are 


у= $ сов ‘(cos 2e cos 21) (1-201) 
2 
ХА юэ 


The polarization of an antenna is the polarization of the wave radiated by the 
antenna in a given direction. Therefore, all of the discussions on wave polariza- 
tion apply directly to antenna polarization. Usually the polarization character- 
istics of an antenna remain relatively constant over its main beam. However. the 
radiation from some side lobes may differ greatly in polarization from that of 
the main beam. When measuring the radiation from an antenna both E, and E, 
should be measured to be complete. The principal plane patterns of a linearly 
polarized antenna, such as a line source on the z-axis, are completely specified 
when a linearly polarized probe antenna is oriented to respond to E,. 

The polarization of an antenna is determined by the wave radiated from the 
antenna, which must, of course, be in the far field where local plane wave 
behavior exists. Therefore, the plane polarized wave discussions given earlier 
apply. Furthermore, since the pattern (ie. the radiation field) is reciprocal. the 
polarization of an antenna is reciprocal. In other words, an antenna responds 
best (gives maximum output) for an incident wave of given intensity when 
the polarization ellipse of the incident electric field has the same axial ratio. 
the same sense of polarization, and the same spatial orientation of the major axis 
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as that of the receiving antenna for that direction. For example, a right-hand 
circularly polarized receiving antenna is polarization matched to a right cir- 
cularly polarized wave. As a mechanical analogy, let a right-hand threaded rod 
represent a right-hand circularly polarized (RHCP) wave and a right-hand 
tapped hole represent a RHCP antenna. The rod and hole are matched when 
screwed either in or out, corresponding to reception or transmission. 


1.10 ANTENNAS IN COMMUNICATION LINKS AND RADAR 


It is important to have an appreciation for the role played by antennas when 
they are employed in their two primary application areas, communication links 
and radar. First, consider a simple transmit-receive communication link as 
shown in Fig. 1-23. The transmitting antenna transmits power Ру. It is of pri- 
mary interest to be able to calculate how much of this power we can pick up 
with the receive antenna. In the far field of the transmit antenna the waves are 
essentially plane and of uniform amplitude over any small region. The total 
power incident on the receiving antenna is found by summing up the incident 
power density (Poynting vector) over the "area" of the receive antenna; see 
(1-34). How an antenna converts this incident power into available power at its 
terminals depends on the type of antenna used, its pointing direction, and 
polarization. 

Let us define maximum effective aperture Asm of an antenna using the following 
relationship 


Р, = S. As (1-203) 


where P, is the time-average available power at the antenna terminals for a 
lossless antenna aligned to pick up maximum power (i.e, beam maximum in the 
direction of the incoming wave and its polarization state aligned with that of the 
incoming wave), and 5,, is the time-average power density of the incoming wave. 
Aem (in square meters) is a measure of how effectively the antenna converts 
incident power density S,, (in watts per square meter) into received power Р, 
(in watts). If Z, = R, + jX, is the load impedance of the receiver at the antenna 
terminals and 2,, is the impedance of the antenna, we may model the antenna 


m IC 


f£ ————— ——— 


Figure 1-23 A communication link. 
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Figure1-24 Equivalentcircuit fora receiving antenna. 
(a) Receive antenna connected to a receiver with load 
impedance 7, (5) Equivalent circuit. 


and receiver in Fig. 1-24a with the equivalent circuit of Fig. 1-245. The terminal 
current is 


lin ——. (1-204) 
The average power transferred to the load (receiver) is 


Р, = Hal Ri. (1-205) 


Our definition of A,,, is based on power available to the terminals and maxi- 
mum transfer of this power occurs for a conjugate matched load impedance 
Z, = Rin — JX in- Then (1-204) becomes 


V 
1, (1-206) 


r 


where we have neglected losses on the antenna and thus R;,, = R,,. Substituting 
(1-206) into (1-205) and using R, = R,, (for maximum power transfer) yields 


24R, 48, (1-207) 


Р, Via 
Aem = 5.5. (1-208) 
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As an example we can calculate the maximum effective aperture of an ideal 
dipole of length Az by noting that if the dipole is oriented parallel to the 
incoming electric field with rms value E,ms we have 


Б, Е Az: (1-209) 
The power density of the incoming wave is 
ЕЗ 

$,-—-. 1-210 

4 (1-210) 


The radiation resistance for the ideal dipole from (1-180) сап be written as 
nin (Az/A)^; this with (1-209) and (1-210) in (1-208) gives 

" (Е, А2)? E. 
T 4[nin(AzA S) EL.) 8x 
The maximum effective aperture of an ideal dipole is independent of its length 
Az (as long as Az « 2). However, it is important to note that R, is proportional 
to (Az/A)? so that even though A,,, remains constant as the dipole is shortened, 
its radiation resistance is decreasing rapidly and it is more difficult to realize this 
maximum effective aperture because of the required conjugate impedance match 
of the receiver to the antenna. 

The directivity of the ideal dipole is 3 and can be written in the following 
manner 


A à? = 0.11972. (1-211) 


3 _ 513 
2 0%” 


Grouping factors this way permits identification of 4,,, from (1-211). Thus 


D= (1-212) 


De Aun (1-213) 


Although we derived this for an ideal dipole this relationship is true Jor any 
antenna. Comparing this to D = 4л/О, we see that 


which is also a general relationship. We can extract some interesting concepts 
from this relation. For a fixed wavelength 4,,, and Q, are inversely propor- 
tional: as the maximum effective aperture increases (as a result of increasing its 
physical size) the beam solid angle decreases which means power is more con- 
centrated (i.e., directivity goes up, which also follows from D = 4r/Q,). For a 
fixed maximum effective aperture (i.e. antenna size), as wavelength decreases 
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(frequency increases) the beam solid angle also decreases which means increased 
directivity. 


Communication Links. We are now ready to completely describe the power 
transfer in the communication link of Fig. 1-23. If the transmit antenna were 
isotropic it would have power density at distance r ой? 


5,, = > месту. (1-215) 


where P; is the time-average radiated power from the transmit antenna and 
(1-128) and (1-132) have been used. For a transmit antenna that is not isotropic 
but has directivity D, and is pointed for maximum power density in the direc- 
tion of the receiver, we have 
13 Um _ Dr Uaw D,P; 

Sw = ев а? (1-216) 
for the average power density incident on the receiver antenna, because 
Uy, = Dr U,,, and Use = Р,/4л. Using this in (1-203) gives 


Dr PrAcm 
ан аны (1-217) 
where A4 is the maximum effective aperture of the receive antenna and we 
assume it to be pointed and polarized for maximum response. Now from (1-213) 
Ausg = Dy 2? [4r, so (1-217) becomes 
р,р,22 

D e p t 

Pg T nr (1-218) 
which gives the available received power in terms of the transmitted power, 
antenna directivities. and the wavelength. Or, we could use D, = 47A,,, 1 /А2 іп 
(1-217) giving 


ES 
Pus p, Sr emn (1-219) 


which is called the Friis transmission formula. 

In the practical case antennas are not lossless. In Section 1.6 we saw that 
power available at the terminals of a transmitting antenna was not all trans- 
formed into radiated power, but rather the fraction e (radiation efficiency) of the 
available power. The power received by a receiving antenna is also reduced by 
the fraction e from what it would be if the antenna were lossless. The concept of 


19 Note that U,,, is a spatial average of the timc-average radiation intensity 
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gain was introduced to account for losses on an antenna, that is, G — eD. We can 
form a gain expression from the directivity expression (1-213) by multiplying 
both sides by e giving 


G= зед, (1-220) 


We now define efective aperture (or effective area) A, as 
A= tAm: (1-221) 
Effective aperture is then a measure of the ability of an antenna to collect power 


from an incident wave and deliver it to its terminals. Combining these two 
equations gives the important result 


duit (1-222) 


We shall show in Section 8.3 that effective aperture is equal to or less than the 
physical aperture area of the antenna. 

The power transfer equation we have developed is now easily modified to 
include lossy antennas. We merely replace directivities by gains. Then, (1-218) 
becomes 


EUST dap ^ 


(1-223) 


This power transmission formula is very useful for calculating signal power 
levels in communication links. It assumes that there are no impedance mis- 
matches at the transmit and receive antenna terminals, and that the transmit and 
receive antennas have identical polarizations and are aligned for polarization 
match, It also assumes the antennas are pointed toward each other for maximum 
gain. If any of the above conditions are not met, it is a simple matter to correct 
for the loss introduced by impedance mismatch, polarization mismatch, or 
antenna misalignment. The mismatch effects are discussed in the next section. 
The antenna misalignment effect is easily included by using the power gain value 
in the appropriate direction. 

Communication link signal power calculations are usually computed in a 
decibel form. For example, (1-223) may be written as 


P,(dBm) = Р,(48т) + G,(dB) + G,(dB) — 20 log r(km) 
- 20 log f (MHz) — 32.44 (1-224) 


where Р (48) and Р,(4Вт) are the transmit and receive powers in decibels 
above a milliwatt, dBm; for example, 30 dBm is 1 W. The transmit and receive 
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powers in this equation could also be expressed in units of decibels above a watt 
(dBW). G,(dB) and G,(dB) are the transmit and receive antenna gains in dec- 
ibels, r(km) is the distance between the transmitter and receiver in kilometers, 
and f (MHz) is the frequency in megahertz. 


Example 1-2. The ATS-6 Satellite. 


The 20-GHz transmitter on board the ATS-6 (Application Technology Satellite-6) satel- 
lite has 2 W of power into a 37-dB gain, 45.7-cm diameter parabolic antenna. The 
1.22-m diameter parabolic ground station antenna at the Virginia Tech earth terminal has 
45.8-dB gain. Thus, P;(dBm) = 10 log 2000 = 33.0, СВ) = 370, G,(dB) = 45.8, and 
J (MHz) = 2 x 10*. The satellite to earth distance for this synchronous satellite is 
r = 36,941.031 km. Using these values in (1-224) yields 


P,dBm) = -940 ог Р, = 398 х 10779 mW. (1-225) 


High-gain antennas are extremely important for the successful operation of long com- 
munication links such as encountered with satellites. The available power at the ground 
Station antenna terminals as calculated above is typical for satellite systems. If the 
combined antenna gain, G ,(dB) + Gp(dB) = 82.8 dB, were not present then Р, would be 
1.57 x 107?! W. A signal of this power level would be hopelessly lost in noise. 


EIRP. A frequently used concept in communication systems is that of effective 
(or equivalent) isotropically radiated power, EIRP. lt is formally defined as the 
power gain of a transmitting antenna in a given direction multiplied by the net 
power accepted by the antenna from the connected transmitter. Sometimes it is 
denoted as ERP, but this term may also be used for effective radiated power 
relative to a half-wave dipole. As an example, suppose an observer is located in 
the direction of maximum radiation from a transmitting antenna with input 
power Pr. Then 

EIRP = P,G;,. (1-226) 


The radiation intensity there is U, as illustrated in Fig. 1-25a and 
Gy = 4nU, /P y, 90 
4nU,, 


T 


EIRP — P, 


= AxU,. (1-227) 


The same radiation intensity could be obtained from a lossless isotropic antenna 
(with power gain С; = 1) if it had an input power P,, equal to Р,С, as il- 
lustrated in Fig. 1-25b. In other words, to obtain the same radiation intensity 
produced by the directional antenna in its pattern maximum direction, an isotro- 
pic antenna would have to have an input power Gy times greater, Effective 
radiated power is a parameter frequently used in the broadcast business. FM 
radio stations often give their effective radiated power when they sign off at 
night. 
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fa) (b) 


Figure1-25 Illustration of effective isotropically radiated 
power. In both cases shown EIRP = 4zU, is the same. 
(a) Directional antenna with input power Р; and gain 
Gr. (b) Isotropic antenna with input power Р.С; and 
unity gain. 


Radar. We now turn our attention to the radar problem. Suppose an airplane 
is the radar target as shown in Fig. 1-26. We shall assume that the transmit and 
receive antennas are pointed such that the pattern maxima are directed toward 
the target. The power density incident on the target is then 


Py Ру А.т 
4лг? 9; Ar? (1:228) 


where (1-216) was used with directivity D; replaced by gain С, to include losses 
on the transmit antenna; (1-222) was used to obtain the last of (1-228). The 
power intercepted by the target is proportional to the incident power density, so 


Р,, = OSinc (1-229) 


where the proportionality constant с has the units of area— ø is the radar cross 
section and is the equivalent area of the target as if the target reradiated the 
incident power isotropically. Although the power Pine is not really scattered 
isotropically, the receiver is sampling scattered power in only one direction and 


mj о 3 
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4 


Figure 1-26 Radar example. 
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we are only concerned about that direction and assume the target scatters isotro- 
pically. Because Р... appears to be scattered isotropically, the power density 
arriving at the receiver is 


Pine 
Sn = dur’ " (1-230) 
The power available at the receiver is then 
Pg = Aer 5.2, (1-231) 
Combining the above four equations gives 
ЭР, TSine ini Aer a 
Ра = Aena) zi P, dni (1-232) 


which is referred to as the radar equation. Usually the transmit and receive 
antennas are опе and the same, that is, 4,4 = 4,7. Using (1-222) we can rewrite 
this equation in a convenient form as 


456,б,6 
T (ал) 
If the transmit and receive antennas are identical С.С; = G*. 


Combining (1-229) and (1-230) actually forms the definition of radar cross 
section: 


Pg = 


(1-233) 


4nr? nr Sus 

с = a 1-234 

p (1-234) 

which is the ratio of 4x times the radiation intensity, r?S,.,,, in the receiver 
direction to the incident power density from the transmitter direction. 


ine 


1.11 RECEIVING PROPERTIES OF ANTENNAS 


In the preceding section we defined effective aperture from 
22 
---0. (1-235) 


A 
* 4n 


The power available at the terminals of a receiving antenna with effective aper- 
ture A, and an incident wave of time-average power density S, is 
Р, яа AS. ° (1-236) 


It is assumed that the polarization of the receiving antenna is perfectly matched 
to that of the incoming wave. Also the load must be a conjugate impedance 
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match to the antenna in order to realize this available power. In general, the 
antenna and the wave are not exactly matched in polarization and the antenna 
and its load are not impedance matched. These two mismatches will reduce the 
power delivered to the transmission line. Let Pp be the power delivered to a 
transmission line with input impedance Z; . Now we modify the effective aper- 
ture definition to include the mismatches as follows 


Pp = AgS,, (1-237) 


where Ap is the effective receiving aperture. This effective receiving aperture is the 
effective aperture A, reduced by the mismatch effects, or 


Ag = pgA, (1-238) 


where p is the factor representing polarization mismatch and q is the factor for 
impedance mismatch. Using (1-235) in (1-238) gives 
22 


4 
Аһ-743-6. (1-239) 
With power gain as a function of angle of arrival this becomes 


22 
Arl. Ф) = pa $- 6/0. à). (1-240) 


Impedance Mismatch. The impedance mismatch factor q is the fraction of 
power transmitted across the antenna terminal-transmission line junction. that 
is, the power transmission coefficient. From transmission line theory we have 


4-1- |r}? 
ше” |2,-2ы% 1 |VSWR-1! 2 (1-241) 
се IZ, + Zar VSWR +1 


where Г is the voltage reflection coefficient. Z, is the load impedance seen at the 
antenna terminals, Z,,, is the antenna input impedance, and VSWR is the vol- 
tage standing wave ratio on the transmission line. The possible values of q are 
from 0 to 1, with 1 being a perfect impedance match (VSWR = 1). 


Polarization Mismatch. The factor p is the polarization mismatch factor, or 
polarization efficiency, and it also varies from 0 to 1 in value. It is unity when the 
wave and the antenna have the same polarization state. It is zero when they are 
orthogonal; for example, horizontal and vertical linear polarizations, and right- 
and left-hand circular polarizations. The determination of p is facilitated by 
introducing the concept of the effective length h of an antenna. It is defined from 


И = ћ E (1-242) 
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where V, is the open circuit voltage produced at the terminals of an antenna of 
effective length h with an electric field E incident upon it. The complex conjugate 
is used because h is that arising from the antenna when transmitting and (1-242) 
is a receiving relationship. In other words, the complex conjugate acts to reverse 
the reference direction, so that the components of antenna polarization and wave 
polarization are referenced to the same reference axes. In general h may be a 
complex vector. If h and E are, for example, both linear vectors and are parallel, 
maximum voltage will result. 

As an example consider the radiation electric field of an ideal dipole, which 
from (1-71) is 


өше” À 2 
Е DE З- Az sin 00. (1-243) 


If we let h be determined by the size of the antenna and the angular dependence 
of the radiation pattern, then we may write 


_ Joul e !F 
E= E (1-244) 
where 
h = Az sin 00. (1-245) 


Note that the dimension of h is length and observe that, for the ideal dipole, the 
effective length is the same as the projection of the physical length viewed from 
the angle 0. This is not, however, true in general. 

Now consider an arbitrary receiving antenna with effective length hg and an 
incident wave field E. The power received is proportional to | V. |? which from 
(1-242) is |Һ4- ЕГ By normalizing this we can obtain the fraction of power lost 
due to polarization mismatch as 


_ lbg: Ef? 
[he |? [E]? 


because |һ, |2 [Е |2 in the denominator is the maximum possible value of the 
numerator, We can write this as 


L = 
а, [E] 


where fi, and é are the complex unit vectors for the effective length of the 
antenna and for the wave. Equation (1-247) is usually the most convenient form 
for computing p. Note that 6 represents the polarization state of the incoming 
wave, It is equal to the polarization state of the transmitting antenna, that is, fiy, 
if the intervening propagation medium does not alter the wave polarization 
state. 


p (1-246) 


pe | = jg -êf (1-247) 
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It now remains to show how the complex unit vectors В, and ê are 
determined. To do this it is most convenient to set up an xy-coordinate system 
perpendicular to the direction of arrival of the wave. Then we can use the 
polarization ellipse definitions of Section 1.9. Also since we are only interested in 
normalized values, the magnitude of the effective length [even though it is a 
function of arrival angle as seen by (1-245)] does not enter into the problem. 
From (1-200) we can write the required complex unit vectors as 


fig = cos ук + sin жем (1-248) 
and 
ê= cos 7X + sin ;e/^y (1-249) 


where (уд, Ôr) and (y, 2) describe the polarization state of the antenna and the 
wave. Summarizing, p is calculated by using (1-248) and (1-249) in (1-247). 

To illustrate, consider a transmitting antenna that is vertically polarized, that 
is, produces a linearly polarized wave along the y-axis as shown in Fig. 1-27a, 
and a linearly polarized receiving antenna as shown in Fig. 1-27b. If the wave 
from the transmitter arrives at the receiver without being depolarized by the 
propagation path we see from Fig. 1-27 that 


6-1 (1-250) 
and 
fig = cos TRX + sin 195] (1-251) 


since уд = Tp in this case of linear polarization. Then from (1-247) 
p = |(cos c, X + sin уд Y)* УГ = sin? tg- (1-252) 


When т, = 90° both the wave and the antenna are vertically polarized and 
p=1; the wave and the antenna are said to be copolarized, or polarization 
matched. If ty = 0° the wave and the antenna states are orthogonal and (1-252) 
yields p = 0; the wave and antenna are referred to as being cross-polarized when 
p= Q; 

As a further illustration suppose the receiving antenna is now circularly po- 
larized; Fig. 1-27c shows how this may be accomplished. For circular polariza- 
tion the x- and y-components are equal in amplitude and 90° out-of-phase, 
Suppose it is left-hand sense circular polarization. Then AR = +1 and ep = +45° 
from (1-197) and y, = +45°, dg = +90° from (1-201) and (1-202). Then (1-248) 
yields 


к = cos 45^& + sin 45*e?? ӯ = 5 (x + iy) (1-253) 
v 
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(a) (b) 


Figure 1-27 А vertical linearly 
polarized transmit antenna and two 
cases of receive antennas. (a) 
Transmitting antenna along v-axis. (b) 
Linearly polarized receiving antenna in 
xy-plane. (с) Circularly polarized 
receiving агиеппа: two crossed dipoles 
whose outputs are combined with a 90° 
(с) phase difference. 


and 
Russ 
P=|—5 (x + 9)* +9) = 
№ = 


(1-254) 


МЭ! - 


Thus half the power is lost in this case. In fact, (ог any linearly polarized wave 
incident on any circularly polarized antenna (or vice versa) the power loss is 
one-half. In many situations а 3-dB loss may be significant and the antenna 
configuration must be altered to produce a better match, for example, by making 
both antennas vertical linear or both same sense circular. On the other hand, 


D 


111 RECEIVING PROPERTIES OF ANTENNAS 69 


there are situations when operating with onc antenna linear and the other circu- 
lar is desired. For example, if a spacecraft has a linearly polarized antenna the 
effects due to spacecraft motion or Faraday rotation in the ionosphere on the 
incoming linearly polarized wave orientation angle will not lead to power level 
fluctuations if a circularly polarized receive antenna is used. Thus, even though a 
3-dB signal loss is encountered this loss is constant. If two linearly polarized 
antennas were used for this example, there is the possibility of significant polari- 
zation loss (p varies from 1 to 0 as т, varies from 90° to 0°) or a polarization 
tracking system must be used to maintain alignment. 


Power Budget Calculations Including Mismatches.  Theeffects of mis- 
match factors p and q can be included in power budget calculations for commun- 
ication links rather simply. For example, the received power expression of 
(1-224) is modified to give the power delivered to the load as follows 


Р (dBm) = P,(dBm) + 10 log p + 10 log q. (1-255) 


Field Intensity Measurements. A very small receiving antenna can be 
used as a field probe. Probes are used when it is necessary to measure the spatiai 
amplitude distribution of electromagnetic fields. The probe must be small relative 
to the structure whose fields are being measured in order to minimize the 
disturbance of the fields introduced by the probe itself. The electrically small 
dipole, in any of its practical forms discussed in Section 2.1, is used to probe 
electric fields. 

Receiving antennas are also used to measure absolute field intensity. For 
example, it is often necessary to know the field intensity at a fixed distance from 
a transmit antenna. The antenna pattern can, of course, be measured also by 
moving around the transmitter at a fixed distance from it in the far field; this is 
the relative field intensity variation. Measurements are often required because 
the effects of terrain and the real earth surface are difficult to calculate. If the 
gain of the measuring antenna is known (it usually is) and the voltage developed 
across its terminals is measured, the field intensity incident upon the measuring 
antenna can be calculated. We shall now discuss this. 

Suppose the receiving antenna for field intensity measurements is matched 
to its transmission line and the input impedance of the antenna is essentially 
its radiation resistance. Then the antenna/receiver can be modeled as shown in 
Fig, 1-28. From the figure we see that 


li m S. (1-256) 
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Figure 1-28 Equivalent circuit model for 
an antenna-receiver combination used to 
Antenna Receiver measure field intensity. 


The time-average power received is then 


Р, = In, 
ТІ, | và VE un 
P x ЭЕ? 3 (1544) 


where Ил ems = Maly 2 since K, is а peak quantity. Using (1-203) and (1-210) 
the received power can also be expressed in terms of the electric field intensity 
incident upon the antenna as 


E? 
P,=S,A,=— Ag. (1-258) 
" 
Then using (1-222) this becomes 
CC < 
P = ms » : i 
876 ge (1-259) 
Equating the two power expressions (1-257) and (1-259) yields 
4 VE uw 4 +o 4 
ЕЁ = D ME 2,2” 21% (1-260) 


R, G2 G in. rms R,c 


where wavelength 4 was converted to frequency f by 4 = cif with c the velocity of 
light. From this equation the rms electric field intensity can be calculated if the 
voltage Vj, т. is measured. The decibel form of this equation is obtained by 
taking 10 log of both sides of (1-260) giving 


20 log E,m. = 20 log f (MHz) — G(dB) 
+ 20 log V,, am — 10 log R, — 12.8. (1-261) 
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A conventional unit for the electric field intensity is dBuV/m which is decibels 
above a microvolt per meter. Then (1-261) is 


E, (dBuV/m) = 20 log f (MHz) — G(dB) 
+ V, a (dBuV) — 10 log R, — 128 (1-262) 


where Vj, ,,(dBuV) is the antenna terminal rms voltage in units of decibels 
above a microvolt. 

As an example suppose the antenna and transmission line input impedances 
are both 300 ohms. Then (1-262) becomes [13] 


E, (dByV/m) = 20 log /(MHz) — G(dB) + V, ,,(dBuV) — 37.6. (1-263) 


To be specific consider a typical FM broadcast receiver with a sensitivity of 
1 uV, that is, minimum satisfactory performance is produced when the value of 
Vin ame iS 1 АУ. or 0 dBuV. The most popular receiving antenna for FM receivers 
is the half-wave folded dipole (see Section 5.2) which has a real impedance 
of about 300 ohms and a gain of 2.15 dB. At a frequency of 100 MHz the 
incident field intensity required for minimum satisfactory performance from 
(1-263) is 0.25 dBuV/m or 1.03 иУ/т. 

If impedance or polarization mismatches are present in the field intensity 
measuring antenna, (1-262) is modified by including the terms — 10 log p and 
— 10 log q on the right-hand side, as well as replacing R, by the transmission 
line characteristic impedance R,. Gain loss due to mispointing can also be 
accounted for. If, for example, a 10-dB gain antenna is pointed such that the 
incoming wave approaches in a direction of the receiving antenna pattern where 
the gain is 4 dB below its maximum. then 6-dB gain is used in (1-262) rather 
than 10 dB. 
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PROBLEMS 


Q2 Use (1-6) in (1-1) to derive (1-7). 

12-2 Use (1-13) in (1-9) together with (1-11), (1-12). and (1-20) to derive (1-18). 

12-3 Assuming £ and и are real and M = 0, derive (1-28) through (1-33) using the 
wentity (А-19). 

(1-4 Write the complex power equation for a series RLC network driven by a voltage 
yenerater m a form analogous to the Poynting theorem. 

VV. Derive (1-47) starting with (1-18). 

1.2 (а) Show that y = Ce /”/г satisfies (1-52) at ай points except the origin. 

(5) By integrating (1-51) over a small volume containing the origin, substituting 
y = Ce "Jr, and letting r approach zero, show that С = (4x) ', thus proving (1-53). 
14-1 Show that (1-70) follows from (1-67). 

(4-2 The expression for the electric field intensity of an ideal dipole can be derived іп 
wo ways 

yt) Derive (1-70) using the magnetic ficld intensity expression (1-69) in (1-58) 

jp) Derive (1-70) using the vector potential expression (1-60) in (1-46) and г = ; 

(4-3 Vor à z-directed current element / Az in free space and located at the origin of a 
shertcal coordinate system: 

га) Calculate the complex Poynting vector in the general case, where ғ can be in the 
vat-felt region. Use the fields of (1-69) and (1-70). 

ib) Then find the expression for the time-average power flowing out through a sphere 
2 radius * enclosing the current element. Your answer will be that of (1-74), Why” 
144 Show that the electric field for the ideal dipole in (1-70) satisfies Maxwell's equation 
v9 

&1 Prove (1-90) by using (1-84) in (1-89) and retaining only l/r terms: that is. using 
eal 

we (torm line source. 

a) oM the half-power beamwidth of the uniform line source pattern factor | / (0)| of 

“10) Your answer should be in the form 


HP = KA/L for L® 4. 


* 


летот the constant К. Hint: First find the values ugs of u = (BL/2)cos 0 for which 
нгі = P 2. Then use the approximation соз” "(+ x) = 2/2 F x for x small. 
s} Cavulate the maximum side lobe level for the pattern in decibels relative to the 
at мат maximum. The side lobe maximum сап be located by differentiating / (u) with 
yin Уі Setting equal to zero, and solving for и. 
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(c) Suppose now that the current has a linear phase taper across it so that 
ЦЕ)--4,е 5. 


What is / (0) now? If we let fj, = — cos 0, where is the pattern maximum (main beam 
pointing direction)? This is how the scanned beams of Fig. 1-11 are generated. 
1.5-3 Equation (1-93) can be derived without initially assuming that the rays are parallel. 
Derive (1-93) by writing R = [(r — r’)- (r — r')]™?, expanding, factoring out an ғ, neglect- 
ing the smallest term, and using the first two terms of the binomial expansion. 
1.5-4 Using the inner boundary of the far-field to be rer = 212/4 for a linear antenna of 
length L, find re for the following three antennas: L = 54, а half-wave dipole (L = 4/2), 
and a short dipole (L = 0012). Is the far-field boundary you have computed valid for 
each of these; if not, why not? 
1.5-5 It can be shown that criteria for the far-field distance corresponding to (1-97) and 
(1-98) are more accurately given by r > 5D and r > 1.62. Using these together with (1-96) 
plot a single graph of r/4 (vertical axis) versus D/ for the far-field boundary. Indicate 
which region of the graph corresponds to the far field. 
1,5-6 A car radio antenna is 1 т long and operates at a frequency of | MHz, Use the 
graph of Prob. 1.5-5 to find the far-field distance 
1.6-1 Show that there are 4л sr in all of space by evaluating || 40 over a spherical surface. 
1.6-2 А source has a power pattern of |cos*@| for O « 0 < 1/2 and is zero for 
л/31«0« m. 

(a) Calculate the directivity for n = 1, 2, and 3. 

(b) Sketch the pattern in each case and comment on the general relationship between 
directivity and beamwidth. 

(c) By physical reasoning alone, state the directivity for the n — 0 case. Check your 
answer mathematically. 
1.6-3 An antenna has a far-field pattern which is independent of ф but which varies with 
0 as follows: 


F =| for 0° <0 < 30° 
Е = 0.5 for 60° <0 < 120° 
Е = 0.707 for 150° < 0 < 180° 
Е = 0 for 30° <0 < 60 

and 120* < 0 < 150° 


Find the directivity. Also find the directivity in the direction // = 90°. 
1.6-4 For a single-lobed pattern the beam solid angle is approximately given by 


О, = HP,HP, 


where HP, and HP,, are the half-power beamwidths in radians of the main beam in the E 
and H planes. Show that 


41,253 
цан HP, НР, 


where HP, and HP, are the E and H plane half-power beamwidths in degrees, 
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1.6-5 A horn antenna with low side lobes has half-power beamwidths of 29° in both 
principal planes. Use the approximate expression in Prob. 1.6-4 to compute the directivity 
. of the horn in decibels. 


1.6-6 A sector pattern has uniform radiation intensity over a specified angular region and 
is zero elsewhere. An example is 


(1 5 зөрчил +a 
F(0) = - 2 2 
0 сіземһеге 


Derive an expression for the directivity corresponding to this pattern. 

1.6-7 An airplane is flying parallel to the ground (in the z-direction). For a surface search 
radar an antenna is required which uniformly illuminates the ground over some region. 
The so-called cosecant pattern will do this. From the figure we see that 


л 
h= - — 
r оз(5 0) 
or 


Thus the radiation must travel farther to reach the ground as @ is decreased, The factor 
csc 0 expresses the increase in this distance. If the angular variation in the radiation 
pattern is 


F(0) — csc 0, 
this will just compensate for the 1/г field variation with distance. Further assume that the 


ф variation is a sector pattern of small angular extent ф,. The whole pattern is then, 


| esc 0 0 «ў б< < 
77 ә) =: 1 2 Фф Ф, 
lo elsewhere. 


Derive an expression for the directivity. 


“ 
“ 
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1.6-8 An antenna has a directivity of 20 and a radiation efficiency of 90%. Compute the 
gain of the antenna in decibels. 
1.7-1 Let sources J,, M,, Js, and M, all be of the same frequency in a linear medium. 
The following steps lead to the Lorentz reciprocity theorem: 

(a) Maxwell's equations for sources a аге 


VxE,— —japH, — M, 
V x Ha = joxE, + J,. 


Similar equations can be written for sources b. Manipulate these four equations and use 
the vector identity (A-19) to show that 


V. (E, x HL, E, x H)- E, Ja + HB- Mj-H," M, - E, Јь. 


(b) Integrate the above equation over a volume г enclosing all sources, employ the 
divergence theorem (A-23) for the left-hand side, and let the volume extend to infinity. 
Then the fields arriving at the surface of the volume behave like spherical waves, and the 
TEM wave relationships can be employed to show that the left-hand side is zero, leading 
to a proof of (1-159). 

1.7-2 Use the reciprocity theorem form of (1-160) to show that the distant field of any 
finite electric current distribution in free space can have no radial component. 

1.7-3 Since any two port network can be reduced to an equivalent T section, the general 
antenna system of Fig. 1-17a can be modeled as shown in the figure. First excite terminals 
a with a current source /, and find the open circuit output voltage V, |i,» o. Then excite 
terminals b with a current source J, and find the open circuit output voltage V| i, « o 
From these relationships find Z,, and 2,5: they will, of course, be equal. 


1.7-4 Write the voltage equations for the network representation of Prob. 1.7-3. and 

compare to (1-164) and (1-165) to show that the T network impedances are 

Zi = Ze — Zm 2 = Zw- Za and 2, = Z,. 

1.7-5 If antennas a and b are identical, how is the network of Probs. 1.7-3 and 1.7-4 

simplified ? 

1.7-6 Reciprocity can also be shown with voltage generators and short circuit currents: 
(a) Drive terminals a of the network in Prob. 1.7-3 with a voltage generator V, and 

short circuit terminals b. Find the expression of V, //,| „о in terms of Z,, Z and 2у. 

Then drive terminals b with voltage source V, while short circuiting terminals а, Find 

V, /la| v,» o. It should equal V, 7, | v,-o- 


76 ANTENNA FUNDAMENTALS AND DEFINITIONS 


(b) Find the same transfer impedance expressions in terms of 2... Zi. Zan. and Ziq 
from (1-164) and (1-165). Show that they are equal if Zas = Zsa- 

(c) Using 2, = Za — Zm, 2: = Zu — Zm, and 2, = 2, from Prob. 1.7-4, show that 
the transfer impedance expressions of (a) are the same as those of (b). 
1.8-1 A 2-m-long dipole made of 6.35-mm (0.25-in.) diameter aluminum is operated at 
500 KHz. Compute its radiation efficiency, assuming 

(a) the current is uniform 

(b) the current is triangular. 
1.8-2 A citizen's band radio at 27 MHz uses a half-wavelength long antenna that has a 
radiation resistance of 70 ohms. Compute the radiation efficiency if the antenna is made 
with 6.35-mm-diameter aluminum. As a rough approximation assume that the current is 
triangular. 
1.8-3 Use the ohmic resistance formula of (1-190) to verify the expression for К,ы for 

(a) a uniform current given by (1-184) 

(b) a triangular current given by (1-192). 
1.9-1 The instantaneous electric field components of an elliptically polarized wave are 
é, = E, cos(wt — Bz) and 4, = E; cos(wt — Bz + 5). Specify E,. Ez, and ô for the follow- 
ing polarizations: 

(a) Linear with E, #0 and E; #0. 

(b) Right circular. 

(c) Left circular. 

(d) Elliptical with Ё, = Ez. 

(e) Elliptical with 6 = 90°. 
1.9-2 Write the frequency domain form of the total vector electric fields given in 
Prob, 19-1, 
1.9-3 Start with (1-199) and prove (1-200). Use the fact that the magnitude of E follows 
from |E|? = Е · Е". Also note that y іп Fig. 1-22 is in a triangle with sides E, and E; and 
hypotenuse [Е |. 
1.10-1 Calculate the beam solid angle О, for ап ideal dipole in steradians (square rad- 
ians) and in square degrees. Use the fact that 4,,, = 0.1197? for an ideal dipole. 
1.10-2 A half-wavelength dipole has a directivity of 2.15 dB. Derive an expression for its 
maximum effective aperture in terms of wavelength squared. 
1.10-3 A certain parabolic reflector antenna 3.66 m (12 ft) in diameter has an effective 
aperture of 6.30 m?. Compute the gain in decibels at 11.7 GHz. 
1.10-4 A parabolic reflector antenna is circular with a diameter of 1.22 m (4 ft). If the 
effective aperture equals 55", of the physical aperture area, compute the gain of the 
antenna in decibels at 20 GHz. 
1.10-5 Suppose a transmitting antenna produces a maximum far-zone electric field in a 
certain direction given by 


where J is the peak value of the terminal current. The input resistance of the lossless 
antenna js 50 ohms. Find the maximum effective aperture of the antenna, A,m. Your 
answer will be a number times wavelength squared. 
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1.10-6 Derive the decibel form of the power transmission equation (1-224) from (1-223). 
1.10-7 Write a power transfer equation similar to (1-224) but with distance r in units of 
miles. 
1.10-8 Calculate the received power in watts for the ATS-6 system of Example 1-2 using 
(1-223). 
1.10-9 The CTS (Communications Technology Satellite) satellite had an 11.7-GHz trans- 
mitter on board which provided 200 mW to а 19.3-4В gain antenna. Use (1-224) to 
determine the received power (in watts) available from the terminals of a ground station 
antenna with 50.4-dB gain (3.66 m diameter parabolic reflector). The satellite is in synch- 
ronous orbit 36,941 km away from the ground station. 
1.10-10 A VHF transmitter at 150 MHz delivers 20 W into an antenna with 10-4В gain. 
Compute the power in watts available from a 3-dB gain receiving antenna 50 km away 
from the transmitter 
1.10-11 Let us compare the performance of the radio system of Prob. 1.10-10 to a trans- 
mission line. Suppose an RG-8 coaxial cable were used instead of the antenna. The 
attenuation is 0.1 48 т 

(a) Calculate the cable loss in decibels lor the 50 km distance 

(b) What is the net loss for the radio system of Prob. 1.10-10; that is. the net loss 
encountered between the transmit antenna input and the receive antenna output? 

(c) Would repeater amplifiers be necessary in the cable system’ 

(d) Repeat parts (a) and (b) for the case of a 500-m path length 

(e) Repeat (d) using a frequency of 300 MHz where the cable attenuation 15 0.14 dB/m. 
Assume the antenna gains are the same 

(f) Current fiber-optic cables have a loss of 1 dB/km. Compute the loss in decibels for 
the 50 km and 500-m paths 

(g) Tabulate results 
1.10-12 Derive a power transfer equation in a form involving the effective isotropically 
radiated power of the transmitter, the effective aperture of the receiving antenna and free 
space spreading loss. 1 4x77. Start with (1-223). 
1.10-13 The maximum radar cross section for a resonant halí-wavelength dipole is ap- 
proximately 0.8522 The frequency is 10 GHz, the range is 1000 m, the gain of the trans- 
mit and receive antennas із 20 dB. and the transmit power ts 1000 W. Compute the 
received power if the receiver is in the same location as the transmitter (L.¢., monostatic 
radar case). 
1.10-14 An FM broadcast radio station has a 2-dB gain antenna system and 100-kW 
transmit power, Calculate the effective isotropically radiated power in kilowatts, 
1.11-1 Suppose a transmitting antenna is not impedance matched to its input transmis- 
sion line. The radiation intensity. or equivalently the power density at à specified distance, 
will be reduced from the perfect impedance match case. Compute this reduction in dec- 
ibels. in a fixed direction. for the mismatch conditions which give voltage standing wave 
ratios on the transmission line of 1.01, 1.2. 2, and 10 
L.11-2 The magnitude of the axial ratio of a polarization ellipse is often given in decibels, 
where AR(dB) = 20 log ГАВ |. For a right-hand elliptically polarized wave with an axial 
ratio of 2 dB and a tilt angle т of 4S", find the complex unit vector ё. 
1.11-3 For the wave of Prob. 111-2 compute the polarization mismatch factor for the 
following receiving antennas 
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(a) Horizontal linear. 

(b) Vertical linear. 

(c) Right-hand circular. 

(d) Left-hand circular. 

(е) Right-hand elliptical with AR(dB) = 2 and tilt angle т = 45°. 

(f) Left-hand elliptical with AR(dB) = 2 and tilt angle т = 135°. 

1.11-4 Derive (1-261) from (1-260). 

1.11-5 To receive a certain FM radio station properly a terminal voltage of 200 nV 
(peak) is required at the receiver terminals. The input impedance of the FM receiver is 
300 ohms (pure real). The receiving antenna is a linearly polarized folded dipole whose 
directive gain in the direction of the station is 1.64. The input impedance of the folded 
dipole is 300 + /0 ohms. The radiation resistance of the folded dipole is 300 ohms. The 
FM receiver is connected to the folded dipole by a 300-ohm transmission line. 

(a) Determine the radiation efficiency e and q. 

(b) If the radio station transmitting antenna is circularly polarized, find the minimum 

electric field strength (peak) required for proper reception by the FM receiver at 
100 MHz. 
1.11-6 Justify the complex conjugate which appears in (1-242). To do this recall that the 
polarization state of an antenna is the polarization of the wave radiated by the antenna 
when transmitting. Set up a fixed xy-coordinate system with z directed toward the 
antenna, Refer h and E to those x- and y-axes. 


SOME SIMPLE 
RADIATING SYSTEMS 


In this chapter we consider a few simple radiating systems such as electrically 
small dipoles, the half-wave dipole, and small loop antennas. Also we show how 
the presence of a perfect ground plane affects the performance of an antenna. 

These simple antennas are introduced here so that the treatment of arrays in 
the next chapter will be more meaningful. In Chapter 5 we return to the analysis 
and design of antenna structures. 


2.1 ELECTRICALLY SMALL DIPOLES 


An antenna whose dimensions are much smaller than a wavelength is referred to 
as an electrically small antenna. One possible definition for electrically small is 
that the antenna must fit inside a “ radiansphere" (i.e. а sphere whose diameter 
is 2/27, or about one-sixth of a wavelength) [1, 2]. Such antennas are inherently 
inefficient. However, considerations of size, weight, cost, and mobility frequently 
require that an antenna be physically small, For low frequencies this means that 
the antenna will be electrically small as well. The simplest of the electrically 
small antennas are the electrically small dipoles. In Section 1.4 we discussed the 
ideal dipole which is a small linear piece of uniform current. The ideal dipole 
does not exist but can be approximated in practice. 
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Figure 2-1 Shortdipole. Az = 7. (а) Currentontheantenna and the electric fields 
surrounding it. (b) Current and charge distributions. 


First consider an (actual) short dipole shown in Fig. 2-1а. In this real antenna 
the current must smoothly go to zero at the ends of the wire as indicated in 
Fig. 2-15. For а thin wire (diameter < 2) this current distribution is approxi- 
mately sinusoidal. The decreasing current toward the wire ends requires that 
charges peel off and appear on the wire surface as shown in Fig. 2-la. This 
charge accumulation leads to a displacement current density jozE in the space 
surrounding the dipole. The displacement current density in turn gives rise to an 
electromagnetic wave which propagates outward from the source. This is one 
visualization of the phenomena of radiation. Displacement current in space 
couples à transmitting antenna to a receiving antenna, much as a conduction 
current provides coupling between lumped elements in a circuit. 

The current and charge distributions shown in Fig. 2-15 are for an instant of 
time when the input current at the dipole terminals is maximum. Since the input 
current is changing sinusoidally with time, the current and charge distributions 
on the dipole will also. As Az becomes extremely small the sinusoidal type 
current distribution is well approximated by the triangular distribution of 


Fig. 1-20b. The radiation resistance using the triangular current distribution is 
from (1-189) 


Az y 
К, = 20652) ohms (short dipole). (2-1) 


The input reactance of the actual short dipole is capacitive. This can be seen 
by visualizing the antenna as an open circuited transmission line. The distance 


orminn beeen ieee 
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Az/2 from the end of the antenna to the feed point is much less than a quarter 
wavelength and thus the input impedance is capacitive. (Recall from transmission 
line theory that the impedance a distance s from an open circuit termination is 
—/Z, cot Bs. Loading coils are frequently used to tune out this capacitance. They 
are sometimes seen on automobile radio antennas. A more complete discussion 
of dipole impedance will be presented in Chapter 5.) 

In the ideal dipole all charge accumulates at the ends of the antenna. In fact, 
the ideal dipole may be analyzed as either a uniform current or two point 
charges (sce Prob. 2.1-1), all oscillating at radian frequency с). See Fig, 2-2. The 
charge dipole model shows that charge accumulates at the ends of the antenna. 
Thus to realize a uniform current distribution in practice a mechanism must be 
provided for charge storage at the ends of the short wire. One method of accom- 
plishing this is to place metal plates at the ends of the wire. This is called a 
capacitor-plate antenna, or top-hat-loaded dipole antenna. Figure 2-3 shows the 
construction of the antenna and the current and charges on it. If Az < å the 
radial currents on the plates will produce fields that almost cancel in the far field, 
since the currents are opposite directed and the phase difference due to separa- 
tion is small (f Az < 2x). If, in addition, Az < Ar the plates will provide for 
charge storage such that the current on the wire is constant. The capacitor-plate 
antenna then closely approximates the uniform current ideal dipole model. 
Frequently in practice radial wires are used for the top loading in place of the 
solid plates. 

Another small antenna used to approximate the ideal dipole is the transmis- 
sion line loaded antenna as shown in Fig. 2-4a. The results of transmission line 
theory can be borrowed to determine the current distribution. The current is 
essentially sinusoidal along the wire with a zero at the ends. This current distri- 
bution is sketched in Fig. 2-4b for L < 4/4. If Az < 7 the fields from the currents 
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Figure 2-2 Ideal dipole models. (а) Uniform 
current model. (b) Charge dipole model 
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Figure 2-3 Capacitor-plate antenna. The arrows on the 
antenna indicate current. The charges on the plates are also 
shown. 


on the horizontal wires will almost cancel in the far field. If also Az < L, the 
horizontal wires will provide an effective place for the charge to be stored and 
the current on the vertical section will be nearly constant as illustrated in the 
Fig. 2-4b. Then most radiation comes from a short section over which the current 
is nearly constant and the antenna approximates an ideal dipole. 

Transmission line loading ideas may be extended and several horizontal wires 
can be attached to the ends of the short vertical section. If the transmission lines 
of Fig.2-4a are extended in opposite directions the reactance is one-half its 
former value (by paralleling identical capacitive elements). As more wires are 
added the reactance is further reduced and the structure approaches that of a 
capacitor-plate antenna. 

For the small dipoles discussed in this section, if the current on the vertical 
wire is nearly uniform the radiation resistance is given approximately by (1-180), 
or 


-12 
Pion soe (^) ohms (2:2) 


where Az is the length of uniform current section. The input reactance is capaci- 
tive. If end loading is added this reactance is reduced as the loading (in the 
form of wires or plates) is increased. This is because the distance from the open 
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Figure 2-4 The transmission line loaded antenna. (a) The 
antenna structure. Arrows indicate the current. (6) Current 
distribution on the antenna if imagined to be bent back straight. 
The solid line is the current on vertical section of (a) and the 
dashed line is the current on the horizontal transmission line 
section. 
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circuit in the transmission line analog is increased. (See Prob. 2.1-3.) The radia- 
tion pattern of all forms of the small dipole is that of the ideal dipole shown in 
Fig. 1-4. 

At different portions of the frequency spectrum electrically small antennas are 
used for different reasons. For instance, in the VLF region where wavelength is 
very large, an electrically short vertical radiator is used with a large top hat load. 
The top hat loading makes the antenna appear like the capacitor-plate antenna 
of Fig. 2-3. Further up the spectrum, such as in the AM broadcast band, receiv- 
ing antennas are usually small electrically, as we saw in Section 1.8. The trans- 
mitting antennas are not small, but are of resonant size as discussed in the next 
section. At VHF frequencies and above, electrically small antennas are only used 
in special situations. 


2.2 THE HALF-WAVE DIPOLE 


A very widely used antenna is the half-wave dipole antenna. It is a linear current 
whose amplitude varies as one-half of a sine wave with a maximum at the center. 
For simplicity we will assume this to be a filament of current. Also it could be 
imagined to flow on an infinitely thin, perfectly conducting, half-wavelength long 
wire, This is a good approximation to a wire half-wave dipole which has a 
diameter much smaller than its length. The advantage of a half-wave dipole is 
that it can be made to resonate and present a zero input reactance, thus eliminat- 
ing the need for tuning to achieve a conjugate impedance match. Input im- 
pedance of dipole antennas is discussed in detail in Section 5.1, but for now we 
will just say that to obtain a resonant condition for a half-wave dipole the 
physical length must be somewhat shorter than a free space half-wavelength and 
as the antenna wire thickness is increased the length must be reduced more to 
achieve resonance. 

As usual the current distribution is placed along the z-axis and lor the half- 
sine wave current on the half-wave dipole the current distribution is written as 


(oia) 


Recall that f) = 27/4. This current goes to zero at the ends (for = = +4/4) and its 
maximum value /,, occurs at the center (z — 0) as shown in Fig. 2-5a. From this 
current we can calculate the radiation pattern. Since it is a z-directed line source 
we can use (1-101) in (1-104) to find the electric field as 


I(z) = |, sin 12| <£ (2-3) 


E i. a 
E, = јоу sin d] I(z)e! dz. (2-4) 
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Figure2-5 The half-wave dipole. (а) Current distribution (с). (b) 
Radiation pattern FIO). 


Substituting (2-3) into the integral of (2-4) and evaluating, 
. З E ie 222) 
"| Meyer аг | 1, sin(5 4 1% т нені 
: Мн” 


0 " Р” E | 
= . З 74 pz cond z » Ж 5 elt: — dz 2-5 
i| (5+8 5 d + In| ШЕ B | (2-5) 


where f,,, is the unnormalized pattern factor. Using the integral (F-5) 


| sin(a + Бх)е“ dx = ыса (с sin(a + bx) — b соѕ(а + bx)] (2-6) 
in (2-5) we have 


ifl cos 0 «(5 +6: )- В cos( = Р в) 


ет “сох 9 о 


Jun = Б, B? — В cos? 0 
ей cos 8 
"f? — В cos? 0 


-414 


» ТЕНДЕРДІ 


= ГІТ cos 0 — e А206 8) + eh 20% (8) - jp cos 0) 
In 
= В sin? 


22 cos( 5 cos 0 | (2-1) 
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Substituting this into (2-4) gives 


21, er 


B 4лг 


In this expression we can identify the element factor g(0) — sin 0 and the nor- 
malized pattern factor 


cos[(x/2)cos 8]. T 


— sin? 0 


E, = јоу 


cos[(x/2)cos 0). 


sin? 0 


f(0) = (2-9) 


Both g(0) and /(0) are maximum for 0 = л/2 and have a value of unity there. 
The complete (normalized) far-field pattern is then, see (1-113), 


F(0) = 9(0)/(0) = өх х А (haltwave dipoli): (240) 


This pattern is plotted in Fig. 2-5b in linear, polar form. The half-power beam- 
width is 78°, For comparison, the half-power beamwidth of an ideal dipole 
pattern is 90*; see Fig. 1-45. Thus, there is a small increase in the directivity of 
the half-wave dipole over the short dipole. In fact, the directivity for a short 
dipole is 1.5; see (1-145). We shall show in Section 5.1 that it is 1.64 for a 
half-wave dipole. The input impedance of an infinitely thin half-wavelength long 
dipole is 73 + j42.5 ohms. If it is slightly reduced in length to achieve resonance, 
the input impedance is about 70 + /0 ohms. 

In Section 2.1 we briefly discussed one viewpoint on the phenomena of radia- 
tion. We are now ready to discuss another viewpoint in which the fields in space 
are considered to be produced by currents and charges on the antenna as 
sources, We know that in a complete system there must at any instant of time be 
equal numbers of positive and negative charges, and, if these were static fields 
(ie., zero frequency and infinite wavelength), then the fields at a great distance 
from the positive and negative sources would practically cancel. However, when 
the distance between positive and negative sources becomes comparable with 
wavelength, the phase shift (or retardation) due to different path lengths from 
positive and negative sources to an observation point may keep the effects from 
canceling. In the case of the half-wave dipole when the current is essentially in 
phase (either positive or negative), this means that radiation will be strongest in a 
direction normal to the dipole and weakest along the axis of the dipole. For 
longer dipoles (e.g., see Section 5.1), where the current is not in phase along the 
entire length of the dipole, the phase shift between sources due to distance will 
cause the radiation from the various sources (1.е., different parts of the dipole) to 
add in certain directions and cancel in others, depending on whether the dis- 
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tances between plus and minus sources is an odd or even multiple of a half- 
wavelength, respectively. This picture of radiation suggests why practical 
antennas are comparable with a wavelength in size. It also tells us something 
about the shape of the far-field pattern and will be useful to us in qualitative 
thinking about arrays in the next chapter. 


2.3 ANTENNAS ABOVE A PERFECT GROUND PLANE 


Antennas are frequently operated in the presence of other structures. One such 
structure that is commonly encountered is a ground plane. A ground plane in its 
ideal form is infinite in extent and perfectly conducting, often referred to as a 
perfect ground plane. A solid metal sheet or a planar wire grid system that is 
large compared to the antenna size is, in most cases, well approximated as a 
perfect ground plane. In this section we discuss the effect of a perfect ground 
plane on some simple antennas. The problem is most easily solved by employing 
image theory, which will be discussed first. Antennas over a real earth ground 
are covered in Section 5.5. 


2.3.1 Image Theory 


Most of the theory developed thus far is for antennas in a homogeneous 
medium characterized by ғ and и. In other words, no other objects are present. 
This is often a poor approximation to reality. But, by using image theory the 
fields of an antenna operating in the presence of materials of simple geometric 
shape may be determined. 

Consider first an ideal dipole in front of an infinite plane perfect conductor 
and oriented perpendicular to the plane as shown in Fig. 2-6. We wish to find 
the fields E and H above the plane PP'. By the uniqueness of the solution to a 
differential equation (the wave equation) plus its boundary conditions, we may 
introduce an equivalent system that is different below РР” but satisfies the same 
boundary conditions on PP’ and has the same sources above РР” Such an 
equivalent system, which produces the same fields above PP' as the original 
system, has an image source the same distance below the plane PP' and similarly 
directed. In this case, the image source is another ideal dipole as shown in 
Fig. 2-6b. It is a simple matter to prove that the boundary condition of zero 
tangential electric field along plane PP' is satisfied by this source configuration. 
To do this we examine the electric field expression for an ideal dipole given by 
(1-70). The complete expression must be used because the ground plane can be, 
and usually is, in the near field of the antenna. The radial component varies as 
cos 0 and the 0-component varies as sin 0, where 0 is the angle from the axis 
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qb 


7a =% 24 


(a) 


Figure 2-6 Ideal dipole above and perpendicular to a 
perfectly conducting ground plane. (a) Physical model. 
(5) Equivalent model using image theory. 


along the direction of the current element. Let 0, and 0, be the angles from the 
line of the current elements to a point on the plane PP’ for the primary source 
and its image, respectively. The radial components from the sources are then 
E,, — C cos 0, (2-11) 
E,, = C cos 03. (2-12) 
The constant C is the same for each field component since the amplitude of the 


sources is the same and points on the boundary are equidistant from the current 
elements, From Fig. 2-7a we see that 


0, + 0, = 180°. (2-13) 
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Figure 2-7 The ideal dipole and its image in a ground 
plane as in Fig. 2-6. The source and its image acting 
together give zero tangential electric field intensity along 
the plane PP’ where the original perfect ground plane was 
located. (а) Radial components. (5) Theta components. 


So 
E,, = С cos(180* - 0,) = —C cos 0,. (2-14) 
Comparing this to (2-12) we see that 
E,, = -E, along boundary. (2-15) 


Thus along the plane PP’ the radial components are equal in magnitude and 
opposite in phase. E,, is directed radially out from the image source since 0, is 
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less than 90°, and then cos 0, is positive. On the other hand, E,, is radially 
inward toward the primary source since (2-14) is negative. Figure 2-7a illustrates 
this and shows that the projections of each along PP’ will cancel. A similar line 
of reasoning for the 0-components leads to 


E,, = D sin 0, = D sin 0; (2-16) 
E,; = D sin 0; (2-17) 
where 0 is a constant and thus 


Ey, = Е, along boundary. (2-18) 


Figure 2-7b demonstrates that the net projection of these 0-сотропепіѕ along 
plane PP' is zero. 

We have shown that the total tangential electric field intensity is zero along 
the image plane PP' for an ideal dipole perpendicular to the plane and its image 
acting together. Therefore, since the source configuration above the plane and 
the boundary conditions were not altered, the system of Fig. 2-6b is equivalent 
to the original problem of Fig. 2-6a. The systems are equivalent in the sense that 
the fields above the plane PP' are identical. The above derivation may be 
reversed by starting with the two sources of Fig. 2-6b and then introducing a 
perfect ground plane with its surface along plane PP', thus arriving at Fig. 2-6a. 
The essential feature to remember is that the fields above a perfect ground plane 
from a primary source acting in the presence of the perfect ground plane are 
found by summing the contributions of the primary source and its image, each 
acting in free space. 

An ideal dipole oriented parallel to a perfect ground plane has an image that 
again is equidistant below the image plane, but in this case the image is oppo- 
sitely directed as shown in Fig. 2-8. The equivalent model of Fig. 2-85, which 
gives the same fields above plane PP' as the physical model of Fig. 2-8a, may be 
proven by simple sketches similar to those of Fig. 2-7. 

The image of a current element oriented in any direction with respect to a 
perfect ground plane may be found by decomposing it into perpendicular and 
parallel components, forming the images of the components, and constructing 
the image from these image components. An example is shown in Fig. 2-9, The 
image of an arbitrary current distribution is obtained in a similar fashion. The 
current is decomposed into perpendicular and parallel current elements whose 
images are readily found. The image current distribution is then the vector sum 
of these image current elements. 

The perfectly-conducting infinite ground plane is, of course, an idealization. 
The perfectly conducting assumption is valid when good conductors such as 
aluminum or copper are used. The infinitely large assumption is more severe, 
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142 


(b) 
Figure 2-8 Ideal dipole above and parallel to а perfect 
ground plane. (a) Physical model. (5) Equivalent 
model using image theory 


however. It is difficult to give specific rules as to when this assumption is good. 
Generally speaking, though, if the conducting plane extends beyond the source 
by several times the length of the source and if the source is not too far away 
from the conducting plane, this assumption is also valid. 


Figure 2-9 Ideal dipole above and obliquely 
oriented relative to a perfect ground plane. (a) 
Physical model. (b) Equivalent model! using 
image theory. 
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2.3.2 Monopoles 


The principles of image theory are illustrated in this section with several forms 
of the monopole antenna. A monopole is a dipole divided in half at its center feed 
point and fed against a ground plane. Three monopoles and their images in a 
perfect ground plane are shown in Fig. 2-10. High-frequency monopoles are 
often fed from coaxial cables behind the ground plane as shown in Fig. 2-11. 


l———— 


te) 


Figure 2-10 Monopole antennas over perfect ground 
planes with their images (dashed). (а) Monopole 
antenna. (6) Capacitor plate monopole. (c) Transmission 
line monopole 
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Figure 2-11 Monopole antenna fed from a coaxial cable. 


The currents and charges on a monopole are the same as on the upper half of 
its dipole counterpart, but the terminal voltage is only half that of the dipole. 
The voltage is half because the gap width of the input terminals is half that of the 
dipole, and the same electric field over half the distance gives half the voltage. 
The input impedance for a monopole is therefore half that of its dipole counter- 
part, or 
Vin, mone = 2%. Фрее z : Zia. dipole (2-19) 
1. mone Sie. dipole 2 


Zia. mono = 


This is easily demonstrated for the radiation resistance. Since the ficlds only 
extend over a hemisphere the power radiated is only half that of a dipole with 
the same current. Therefore, the radiation resistance of a monopole is given by 


Р 24: това он ELA dipole l R (2-20) 


Romo = = = 3 "ir. dipole * 
, i Lm au 4 | 16. dipolc g 2 Эрэ 


For example, the radiation resistance of an ideal monopole is from (2-2) 


Шұ hy қ 
К, ess, 160х (| «1600 | fr h<i (2-21) 


where h is the length of the monopole and Az = 2h. 

The radiation pattern of a monopole above a perfect ground plane, as in 
Fig. 2-11, is the same as that of a dipole similarly positioned in free space since 
the fields above the image plane are the same. Therefore, a monopole above a 
perfect ground plane radiates one-half the total power of a similar dipole in free 
space because the power is distributed in the same fashion but only over half as 
much space. Equivalently, the beam solid angle of a monopole above a perfect 
ground plane is one-half that of a similar dipole in free space. This leads to the 
fact that the directivity doubles for a monopole since 


D хал 4л " 4л . 
тр о, meno in, dipole 


= (2-22) 
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This can be shown in another way. lf a dipole in free space has a maximum 
radiation intensity of U,,, a monopole of half the length above a perfect ground 
plane with the same current will have same value of U,, since the fields are the 
same. The total radiated power for the dipole is P,, so the power radiated from 
the monopole is 4P,. The directivity from (1-142) for the two antennas is 


U,, эн 
Daipoie = ü. € Р,/4л (2-23) 
and 
и, 


Тһе directivity increase does not come from an increase іп the radiation intensity 
(and, hence, field intensity) but rather from a decrease in average radiation 
intensity. This, in turn, comes about because only half the power radiated by a 
dipole is radiated by a monopole. The directivity of a short monopole, for 
example, is 2(1.5) = 3. 

At low frequencies a monopole that is a quarter wavelength long or less may 
be rather large physically. For example, in the standard AM broadcast band (say 
1 MHz) the wavelength is 300 m, so a quarter-wave monopole would be 75 m 
tall. Such a large structure is usually not self-supporting, and guy wires are 
employed for support. Currents may exist in these guy wires in a downward 
direction tending to cancel the effect of the vertical element. Insulators are added 
to break up these currents, as in Fig. 2-12a. 

If currents are allowed to continue from the monopole out onto the guys. a 
partial top-loading effect for towers shorter than a quarter wavelength may be 
achieved, thereby increasing the radiation resistance. See Fig. 2-125. The loading 
is usually not enough to give uniform current on the vertical member. Secondly. 
the downward angle of the guys gives a slight canceling of the fields from the 
vertical current. For a comparable length monopole the umbrella loaded version 
has a lower radiation resistance than the capacitor-plate monopole. Experimen- 
tal data are available in the literature for umbrella-loaded monopoles (3]. 


(a) (b) 


Figure2-12 Monopoles with supporting guy wires. (a) Insulators added 
to reduce currents in guys. (5) Umbrella-loaded monopole. 
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2.4 SMALL LOOP ANTENNAS 


A closed loop of current whose maximum dimension is less than about a tenth of 
a wavelength is called a small loop antenna. So again small is to be interpreted as 
meaning electrically small, or small compared to a wavelength. In this section we 
will use two methods to solve for the radiation properties of small loop 
antennas. First we will show that the small loop is the dual of an ideal dipole, 
and by observing the duality contained in Maxwell's equations we can use the 
results previously derived for the ideal dipole to write the fields of a small loop. 
Next we will derive the fields of a small loop directly and show that the results 
arc the same as obtained using duality. 


2.4.1 Duality 


Frequently an antenna problem arises for which the structure is the dual of an 
antenna whose solution is known. If antenna structures are duals it is possible to 
write the fields for one antenna from the field expressions of the other by inter- 
changing parameters using the principle of duality. Before examining the small 
loop we will discuss the general principle of duality as applied to antennas. 

Dual antenna structures are similar to dual networks. For example, consider a 
simple network of a voltage source applied to a series connection of a resistor R 
and an inductor L as in Fig. 2-13a. The dual network of Fig. 2-13b is a current 
source | (=) V applied to the parallel combination of conductance G (=) R and 
capacitance С (=) L.' Since the networks are duals the solutions are duals. In 
this example the original series network can be described by the mesh equation 


V = RI + joLI. (2-25) 
rA) С) с 


(4) (bi 


Figure2-13 Dual networks: /( =) V, G( =) А, C( =) L. (а) Original network. 
(5) Dual network. 


! In discussions of duality the symbol “(=)” means replace the quantity on the left with the quantity 
on the right. much as the equal sign in a computer program statement 
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The dual to this mesh equation is a node equation obtained by replacing V by 1, 
R by G, and L by C. The node equation for the dual parallel network is then 


I= GV + joCV. (2-26) 
Returning to the antenna problem, suppose we have an electric current source 


with current density J, and boundary conditions on materials present (c, jt. 
a). Maxwell's equations for this system from (1-16) and (1-17) are 


Vx E, = —jou,H, (2-27) 
V x H, = joc,E, +J, (2-28) 
where E, and Н, are the fields generated by J, with materials (ғ), ш, 6) 
present. Now suppose a fictitious magnetic current source with magnetic current 


density M, exists with materials (£3, и, с) present. Maxwell's equations for 
this system from (1-17) and (1-21) are 
| Vx H, = јоєЕ, (2-29) 
Vx Е, = —jou;H; – М, (2-30) 
where E; and Н, are the fields arising from М, . 

The electric and magnetic systems are duals if the procedure in Table 2-1 can 
be performed. This is easy to demonstrate. To see if (2-29) and (2-30) are the 
duals of (2-27) and (2-28) we substitute the quantities in left-hand column of 
Table 2-1 into (2-29) and (2-30) for the corresponding quantities of the right- 
hand column. This yields 

V x E, = joy, (—H;) (2-31) 
V x (CH) = -jw E, – Jy. (2-32) 


These equations are (2-27) and (2-28) In other words, using the parameter 
substitutions of Table 2-1, the equations of the electric system, (2-27) and (2-28). 


Table 2-1 Dual Radiating Systems. 
Radiating system #1 with electric cur- 
rents and system #2 with magnetic 
currents are duals if one can: 


Replace the following By the following 


in system #2 in system ж! 
M, J, 
f, Hi 
йз a 
Е, -H, 
н, Е, 
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are dual to the equations of the magnetic system, (2-29) and (2-30), just as (2-25) 
and (2-26) are dual equations. Since the equations of the systems are dual, the 
solutions will be also. Before illustrating this we will summarize the principle of 


duality. 
If the sources of two systems are duals, that is, 
М, (=) J, (2-33) 
and if the boundary coaditions are also dual? that is, 
и (=) — &(-)n. (2-34) 


then the fields of system #2 can be found from the solution of system #1 by the 
substitutions 


E; (=) -H, H; (=) E, (2-35) 


in the field expressions for system #1 along with the substitutions in (2-34). 

Now we will use duality to find the fields of a small current loop from a 
knowledge of the fields of an ideal electric dipole. A current loop may be repre- 
sented as a fictitious (ideal) magnetic dipole with uniform magnetic current /" 
and length Az. The sources are duals 2s required by (2-33) if we let 


1" (z)r (2-36) 
where I“ is the current of an ideal electric dipole of length Az. Since no materials 


are present there are no boundary conditions. The ideal electric dipole has field 
solutions of the form 


E, = Е,.0 + Е, (2-37) 
H, = H,,6. (2-38) 
The fields of the dual magnetic dipole are then found from (2-35) as 
Е, (=) -H, = -Н,,ф (2-39) 
Н, (=) Е, = E;Ó + Е, (2-40) 


if we make the substitutions 
и = р (=) =e and г = (=) = и (2-41) 


which follow from (2-34) and the fact that in both systems the surrounding 
medium is a homogeneous material of и and £. Note that Й remains the same 
since replacing и by © and г by џи in ю./ис yields 7527 Now, using (2-36) and 


? Note that i, = e, — Ae, 4u). Hf magnetic conductors of magnetic conductivity 07 were assumed to 
exist in system #2, then и; would become ji = ji; — 07 /«) in the equations above, Thus + is 
replaced by и), or equivalently с, 15 replaced by 27. 
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(2-41) in the ideal electric dipole field expressions of (1-69) and (1-70) together 
with (2-39) and (2-40) give 


Ғ Az. 1 үес. 
E; - - ёс jp tah sin өф (2-42) 
itm T NONE BN а 00 
ийн” ж г” " sin 
5 Az ae 
+ 1 cos Or. 2-43 
ын 2019 | цан 


These are the complete field expressions (valid in the near-field region) for a 
small loop of electric current. The far-field components are obtained by retaining 
only those terms that vary ав” ", giving 


e ir 

E, = —I" Azjfi зіп 06 (2-44) 
Ж. 

н, = [" Azjwe ет sin 00 (2-45) 


These radiation fields as well as those of the ideal electric dipole are shown in 
Fig. 2-14. Both antennas have the same radiation pattern, sin 0. The magnetic 
field component H, of the ideal electric dipole is easily remembered by use of the 
right-hand rule. Place the thumb of your right hand along the current of the 
dipole and pointing in the direction of current flow. Your fingers will then curl in 
the direction of the magnetic field. This statement is implicit in Ampere's law of 


—— c 
~ 
= 


(ы 


Figure 2-14 Radiation field components of ideal 
magnetic and electric dipoles. (а) Small currentloop 
and equivalent magnetic dipole. ( b) Ideal electric 
dipole 
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(2-28). A similar relationship holds for the magnetic dipole, except the left-hand 
rule is used and the field obtained is the electric field component — E,. This 
follows from (2-30). 


2.4.2 The Small Loop Antenna 


Using duality we found the field expressions for a small loop of uniform 
current. However, these expressions contain the equivalent magnetic dipole cur- 
rent amplitude /^. By solving the small loop problem directly we can establish 
the relationship between the current / in the loop and /". This can be accom- 
plished by dealing only with the far-field region. 

It turns out that the radiation fields of small loops are independent of the 
shape of the loop and depend only on the area of the loop. Therefore we will 
select a square loop as shown in Fig. 2-15 to simplify the mathematics. The 
current has constant amplitude / and zero phase around the loop. Each side of 
the square loop is a short uniform electric current segment which is modeled as 
an ideal dipole. The two sides parallel to the x-axis have a total vector potential 
which is x-directed and is given by 


I/ je HOR le 


(2-46) 


Am aa R К, 


Figure 2-15 Geometry for calculating the radiation fields 
from a small square loop antenna. 
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which follows from (1-60). The minus sign in the second term arises because the 
current in side 3 is negative x-directed. Similarly for sides 2 and 4 we find 


1/ (e ?**: | 


4n R; R; 
The far-field approximation. is that e distances used for amplitude variations 
are nearly equal (ie, R, = А, = А, =R, =r) and the phase differences аге 


found from assuming parallel rays н eres i from each side. By comparing the 
parallel path lengths we find from geometrical considerations that 


(2-47) 


"m : 
Ry =r * 5sin 0 біп ф, R: =r — É sin 0 cos ó 
(2-48) 


R, =r +É sin 0 cos ¢. 


Substituting these into the exponents and r into the denominators of (2-46) and 
(2-47) we have 


/ 
Ку= ғ – > sin 0 sin $, 


їе 
(e^ ін/імабчае | e * I2 bin 0 sin M 


pr 
(etim 25inécoó — EIRA piate) 


or 


T 


A,= -2/) — sin( EY sin 0 sin 2 


-- (2-49) 
А,-2) ан 


- sn sin 0 cos 2 


Since the loop is small compared to a wavelength, 8/ = 22// is also small and 
the sine functions in (2-49) may be replaced by their arguments giving 


NM. uou RR 
Ме" sin 0 sin ф 


2 6 (2-50) 
A, xj -— sin 0 cos ф. 
Combining components to form the total vector potential gives 
- jhe 
А = А, + 4,9 = ве" sin 0(—ѕіп фХ + cos фу). (2-51) 


—5 d s o ern aA See eT ae Orr ee eins ч 


24 SMALL LOOP ANTENNAS 101 


The term in parentheses is the unit vector а іп (А-6), so 


Pm Ab (2-52) 


= 81% 


where S is the area of the loop. АП of А is transverse to the direction of 
propagation, so the radiation electric field from (1-102) is —japA giving 


-jp 
Е = nf?S r — sin 0$ (2-53) 


since wuh = wu Гис = ./u/ew* we = nf. The radiation magnetic field is 


e 
- sin 60. (2-54) 


Comparing (2-53) or (2-54) to the magnetic dipole radiation fields of (2-44) or 
(2-45) we find that 


I* Az = још. (2-55) 


This completes the relationship between the small current loop and its equiva- 
lent magnetic dipole. The complete field expressions for a small loop of magnetic 
moment IS are found from (2-42) and (2-43) using (2-55). The fields depend only 
on the magnetic moment (current and area) and not the loop shape. And the 
radiation pattern for a small loop, independent of its shape, equals that of an ideal 
electric dipole. Thus if the small current loop is in the x y-plane its pattern is sin 0. 
The radiation fields from a large loop are derived in Section 5.7. 

The impedance of a small loop antenna is quite different from its ideal dipole 
dual. While the ideal dipole is capacitive, the small loop is inductive, But first we 
will discuss the input resistance. The radiation resistance is found by calculating 
the power radiated using the small loop radiation fields with (1-125) which yieias 


P, = 10P (f? Sy. (2-56) 
The radiation resistance is then 


2 
К, = +. * = WPS} = 31,200( 5 | ohms. (2-57) 


This result provides a reasonable approximation to the radiation resistance of an 
actual small loop antenna for a loop perimeter less than about three-tenths of a 
wavelength, 
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The radiation resistance of a loop antenna may be increased significantly by 
using several turns. The magnetic moment of an n turn loop is n/S where S is the 
area of a single turn. The radiation resistance is then 


2n amd a зү 
R, = 20(8 18) хз) ohms. (2-58) 


The radiation resistance thus goes up as n^. Another way to enhance the radia- 
tion resistance is to wind the loop turns around a ferrite core. For a ferrite core 
of effective relative permeability j4,,, rays from different parts of the loop, as in 
Fig. 2-15, encounter a phase constant of f= wpe =OS Hs £s S her = 
(27/A),/ Herr Where A is the free-space wavelength. The relative effective 
permeability? depends on the core size and shape and is usually less than the 
relative permeability of the core material. The radiation resistance of a coil of n 
turns wound on a ferrite core is then 


5 2 
R, = 31,200( шаға) ohms. (2-59) 


A ferrite core multiturn loop antenna is often referred to as a loop-stick antenna. 
It is a commonly used low-frequency receiving antenna. For example, it is used 
with most AM broadcast receivers, 


Small loop antennas also have considerable ohmic resistance. For a rectangu- 
lar loop of wire /, by /; the ohmic resistance is given approximately by 
2515 | 1 1 | 
Risse 21213 38 бэр эмэн шэвэн 
өөс” а Md — 1? * ((:48-117| 
where d is the wire diameter and R, is the surface resistance of (1-185). If /, and 
fa are much larger than d (i.e., the wire is thin) then (2-60) reduces to 


_ 2(¢, + 42) 
“a R 


Кы E 


(2-60) 


" (2-61) 


This formula may be generalized to loops of arbitrary shape as follows 
/ 

К.е = 5) К, (2-62) 
where / is the mean length of the wire loop and w is the perimeter of the wire 
cross section, For a circular loop this becomes 

2nb 2b 


Rosi = 5-75. (circular loop) (2-63) 


where b is the mean loop radius and d is the wire diameter. 


* Sec [4] for a discussion of relative effective permeability. 
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As mentioned previously, the small loop antenna is inherently inductive. The 
inductance of a small /, by f» rectangular loop is given by 


2 


QH -а” -1 
= P^, cosh d + /, cosh d 


(2-64) 


where d is the wire diameter. For a small circular loop of radius b the inductance 
is [5] 


L= bu 


«(| 9 1%) (circular loop) (2-65) 


for d <b. 


Example 2-1. A Small Circular Loop Antenna 


To illustrate the impedance calculations for small loop antennas, consider a circular loop 
with a mean loop circumference of 0.24 and a wire radius of 0.0017. Then b = 0.14/л and 
d = 00024 in (2-57) yields the radiation resistance as 


2 (2 2 
ёр 31.200(" | " 12%(9%) | - 0.316 ohm. (2-66) 


The reactance from (2-65) is 


Xas оі 2x5 bu 254 5 us| (2-67) 
where c is the velocity of light. For an air-filled loop и = jt and then 
3 x 107014 so 16 қ 
Ху = E Зээ x 1077 jin inu ^ us 285.8 ohms, (2-68) 


To determine the ohmic resistance a frequency must be specified; suppose it is 1 MHz. 
Further suppose the wire is copper. and then и = ji, and g = 5.7 х 10? mhos/m in (1-185) 
gives 


НЭГ: ЮМ 4x x 107" -2z x 10° _ e к 
i DE - 3-335149 = 2:83 х 10^* ohm. (2-69) 
And from (2-63) 
2b 02 
= -- = ——— 3 "4 = 8. -3 М è 
Ronnie d R, 00024 2:6: x 10 8.38 x 1077 ohm (2-70) 
Adding this to (2-66) gives the total input resistance 
Rin = R, + Ronmic = 0.324 ohm. (2-71) 
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The input impedance is thus 


Zin = Rin + JX ia = 0.324 + j285.8 ohms. (2-72) 
The radiation efficiency of this loop is 
R, 0316 ” 
ez R. - 0324 - 97,5 “өг (2-73) 


2.5 SOME PRACTICAL CONSIDERATIONS 


In this chapter we have examined several simple but basic radiators. Some of 
these were electrically small radiators while one (the half-wave dipole) was of 
resonant size. We say more about resonant antennas in Chapter 5 and 6 but not 
much more will be said about electrically small antennas. Thus, it is appropriate 
at this point to consider the practical limitations of electrically small antennas. 

Recall that an electrically small antenna is one that is smaller than a radian- 
sphere. It is characterized by a radiation resistance that is much less than its 
self-reactance and by a far-field pattern that is independent of the antenna size. 
An electrically small antenna is usually a simple electric or magnetic dipole. The 
electric dipole is physically realizable, while the magnetic dipole is a flux element 
simulated by a current loop. While the radiation pattern and the directivity of a 
small antenna are independent of size or frequency, the radiation resistance and 
especially the self-reactance are not. This makes it difficult to transfer power 
from the antenna to a load or from a generator to the antenna as the frequency 
changes. An antenna with this characteristic is said to have a high Q. We can 
define antenna Q as 2л/ times the peak energy stored/average power radiated, 
but conceptually a high Q means that the input impedance is very sensitive to 
small changes in frequency. 

The О of an ideal (lossless) antenna is shown in Fig. 2-16 versus Ba, where a is 
the radius of a sphere that would enclose the antenna [2]. While the Q of a 
practical electrically small antenna may be less than this, the curve does serve to 
show rather clearly what happens to the Q as the antenna size diminishes. The 
increasing Q with diminishing size in turn implies a fundamental limitation on 
the usable bandwidth of an electrically small antenna. The concept of bandwidth 
will be considered more formally in Chapter 5, but for our purposes here let it 
simply be the frequency range over which the antenna is usable without retuning 
to a resonant condition (i.e. tuning out the self-reactance). Thus. the higher the 
Q, the smaller the bandwidth. To reduce the Q, damping (resistance) can be 
added to the antenna at the expense of efficiency. High Q and small bandwidth 
are characteristic limitations of electrically small antennas [6. 7]. 
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Figure 2-16 The Q of an ideal (lossless) antenna as a function of fa, 
where a is the radius of a sphere enclosing the antenna. 
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PROBLEMS 


21-1 Use the oscillating charge model for an ideal dipole as shown in Fig. 2-2b to derive 


the electric field expressions of (1-70). Hints: The far-field scalar potential function for this 
problem is 


q e н? ~ (Az 2)cos 0] e іи + (2212 0) 
4лг, |r — (Az/2 os ð r + (А:/2)соѕ 0 


where the parallel ray approximation was used and the e^* time dependence was sup- 
pressed. Use ғ > Az, 4 ® Az, and 1 = jwq to show that 


Ф- 


Жай | Ас 
fe j 
Jar |". + jfir)cos 0. 
Then make use of (1-39) 


2.1-2 The current density on an actual short dipole antenna of Fig. 2-1 can be written as 
A: 
42-і) 


Find an expression for the associated charge density. The relative variation of your 
answer is indicated in Fig. 2-15. 

21-3 Show that the capacitance of the capacitor of the capacitor-plate antenna of 
Fig. 2-3 is given by 


J — £J, sin 


5 (Ағ)? е, 


с 
A: 


Assume that capacitance is entirely due to the end plates and neglect fringing, 
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2.1-4 (a) Using the capacitance formula im Prob. 2.1-3 calculate the capacitive reactance 
of a capacitor-plate dipole for which Ar = 0.014 and Az = 0.022. 

(b) Calculate the radiation resistance of this antenna. 
2.2-1 Sketch the current distribution on a half-wave dipole for various instants during the 
cycle of the current oscillation. 
2.2-2 Show that the pattern factor for half-wave dipole in (2-9) is normalized to unity at 
0 = 2/2. 
2.2-3 Calculate and plot the radiation pattern F(0) for a half-wave dipole in (2-10) for 
0 < 0 < 180°. Plot in linear. polar form as shown in Fig. 2-5b. 
22-4 (a) Show that the ohmic resistance of a half-wave dipole from (1-190) is given by 


R, 2 
72224 

(b) Compare this to the result one would obtain if the current were assumed to be 
uniform on the half-wave dipole. 
2.2-5 Use the results of Prob. 22-4(a) to calculate the radiation efficiency of a half-wave 
dipole at 100 MHz if it is made of aluminum wire 6.35 mm (0.25 in.) in diameter. Assume 
the radiation resistance to be 70 ohms. 
2.3-1 Show that the image theory model of Fig. 2-8b for an ideal dipole parallel to a 
perfect ground plane yields zero tangential electric field along plane PP". 
2.3-2 If a thin monopole as shown in Fig. 2-11 is a quarter wavelength long: 

(a) Rough sketch the radiation pattern in polar form as a function of 0, if the mono- 
pole is along the z-axis. 

(b) What is the directivity? 

(c) What ts the input impedance? 
2.4-1 Use (1-93) to derive the far-field distance expressions (2-48) for the small square 
loop. 
2.4-2 Verify that the power radiated from a small loop is given by (2-56) 
2.4-3 Show that (2-61) follows from (2-60). 
2.4-4 Compute the radiation efficiency of a small single turn loop antenna at 1 MHz if it 
is made of No. 20 AWG copper wire and has a loop radius of 0.2 m. 
2.4-5 Compute the inductance of the loop antenna in Prob. 2.4-4. 
2.4-6 ^ single turn circular loop 15 cm in radius is made of 3-mm-diameter copper wire. 
Calculate the radiation resistance, ohmic resistance. input impedance. and radiation 
efficiency at 1 MHz 
2.4-7 ^ ferrite core loop antenna is 20 cm long and 1 cm in diameter. It has 22 turns of 
wire and an effective relative permeability of 38. Compute its radiation resistance at a 
frequency of 1 MHz 
2.4-8 A single turn square loop antenna that is 1 m on a side operates at 30 MHz. The 
wire is aluminum with a diameter of 2 cm. Compute (a) the radiation resistance, (b) the 
input reactance, and (c) the radiation efficiency. 


Ros 


Several antennas can be arranged in space and interconnected to produce a 
directional radiation pattern. Such a configuration of multiple radiating elements 
is referred to as an array antenna, or simply, an array. The introduction of 
shortwave radio equipment in the 1920s made possible the use of reasonably 
sized antenna arrays, thereby providing a convenient way to achieve a directive 
radiation pattern for radio communications. During World War Il UHF and 
microwave array antennas were introduced for use in radar systems. Today 
arrays at microwave frequencies and above are used extensively in satellite com- 
munication systems. 

Many small antennas can be used in an array to obtain a level of performance 
similar to that of a single large antenna. The mechanical problems associated 
with a single large antenna are traded for the electrical problems of feeding 
several small antennas. With the advancements in solid state technology, the feed 
network required for array excitation is of improved quality and reduced cost. 
Arrays offer the unique capability of electronic scanning of the main beam. By 
changing the phase of the exciting currents in each element antenna of the array. 
the radiation pattern can be scanned through space. The array is then called a 
phased array. Phased arrays have many applications, particularly in radar. 

Arrays are found in many geometrical configurations. The most elementary is 
that of a linear array in which the array element centers lie along a straight line. 
The elements may be equally or unequally spaced. When the array element 
centers are located in a planc it is said to be a planar array. Examples of planar 
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arrays are circular and rectangular arrays in which the element centers are 
disposed on a circle, or are contained within a rectangular area, respectively. A 
class of arrays which is just emerging is that of conformal arrays. In this applica- 
tion the array element locations must conform to some nonplanar surface such 
as found on an aircraft or missile. 

The radiation pattern of an array is determined by the type of individual 
elements used, their orientations, their positions in space, and the amplitude and 
phase of the currents feeding them. To simplify our discussion of arrays we will 
begin by letting each element of the array be an isotropic point source. The 
resulting radiation pattern is called the array factor. In this chapter the array 
factors for several simple arrays will be examined before considering general 
uniformly excited linear arrays. The principle of pattern multiplication will then 
be introduced in Section 3.3 for the purpose of including the effect of the array 
element type. Array directivity is discussed in Section 3.4. By controlling the 
current amplitudes in an array, the pattern can be shaped for special applica- 
tions. The relationship between the radiation pattern of an array and its element 
current amplitudes is illustrated by severa! linear array examples in Section 3.5. 
The effects of mutual coupling between elements of a real array on impedance 
are detailed in Section 36. The scanning of the array pattern by element phase 
control is discussed in Section 3.7. The chapter is closed with a perspective 
discussion in Section 3.8. 


3.1 THE ARRAY FACTOR FOR LINEAR ARRAYS 


A typical linear array composed of similar element antennas ts shown in Fig. 3-1. 
The output of each array element may be controlled in amplitude and phase as 
indicated by the phase shifters and attenuators. In addition to the amplitude and 
phase control imposed on each element represented by /,, there is relative phase 
shift between the waves arriving at the antenna elements due to their positions in 
space and the angle of arrival of the wave. Furthermore, the pattern of each 
element leads to a response that varies with the arrival angle of the incoming 
plane wave. If it is the same for each element, the principle of pattern multiplica- 
tion allows us to consider it as one multiplicative factor in the total pattern. This 
is discussed in detail in Section 3.3. The remaining angular dependence of the 
pattern is called the array factor, and it ts determined solely by the element 
positions and their amplitudes and phases represented by /,. The array of 
Fig. 3-1 is shown as a receiving array: however, the receiving pattern is the same 
as the transmitting pattern by reciprocity. [n our discussions of arrays either the 
receiving or transmitting viewpoint will be used depending upon which is more 
convenient. 
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Figure3-1 A typical linear array. The symbols апа Ў 
indicate variable phase shifters and attenuators. The 
output currents are summed in a summing device before 
entering the receiver. 


Since the pattern of an array obtained by neglecting the patterns of the indivi- 
dual elements of the array is the array factor, if we replace each element of the 
array (without disturbing the relative currents or the positions) with an isotropic 
point source, the resulting pattern is the array factor. An isotropic point source 
is a hypothetical antenna occupying just a point in space and radiating uniformly 
in all directions. It is referred to frequently as a point source. The radiation fields 


of a point source at the origin of a spherical coordinate system are proportional 
to 


"n 
n (3-1) 
where 10 is the current of the point source. This can be seen by examining the 
radiation field expressions, (1-71) and (1-72), for an ideal dipole and dropping 
the angular dependence. The far-field pattern is obtained from the angular 
dependence (i.e., at constant r) of the radiation fields, thus the pattern of a point 
source, from (3-1), is constant and is given by 


AF = lo (3-2) 


where AF is the array factor for this “array” of only one point source. Since /, 
is constant the array factor in (3-2) could have been written as unity, but as 
elements are added to the array, each with a different current, it is necessary to 
account for their relative field strengths as determined by their element currents. 
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Figure 3-2 Equivalent configuration 
of the array in Fig. 3-1 for determining 
the array factor. The elements of the 
array are replaced by isotropic point 
Array factor sources. 


The array factor for the array of Fig. 3-1 is found from the array of Fig. 3-2 
which has point sources for array elements in place of the actual elements. The 
array factor for this receiving array is then the sum of the point source receiving 
antenna responses [e/*, е, ...| weighted by the amplitude and phase shift 
fo, I3, ...] introduced in the transmission line connected to each element. The 
array factor of the array shown in Fig. 3-2 is thus 


AF = Io 89 + Le + he + (3-3) 


where 20, £,, ... are the phases of an incoming plane wave at the clement 
locations designated 0, 1, ... . Usually these phases are relative to the coordinate 
origin, that is, the phase of the wave arriving at nth element leads the phase of 
the wave arriving at the origin by &,. 

Before going any further with general expressions such as (3-3), some specific 
examples are in order to get a feel for what pattern eflects can be achieved 
through the use of arrays. These examples will be kept simple so that a rough 
pattern can be obtained by inspection. 


Example 3-1. Two Isotropic Point Sources with Identical Amplitude and 
Phase Currents, and Spaced One-Half Wavelength Apart (Fig. 3-3) 


Figure 3-3a shows how the pattern of this example may be approximated by inspection. It is 
easier in the inspection method to consider the array to be transmitting. At points (in the 
far field) along the perpendicular bisector of the line joining the point sources (x-axis), 
path lengths from each point source are equal. Since the amplitudes and phases of cach 
source are also equal, the waves arrive in phase and equal in amplitude in the far field 


x 
= doubie 


Cancel: zero 
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Figure 3-3 Two isotropic point sources with identical amplitude and phase 
currents, and spaced one-half wavelength apart (Example 3-1). (a) Inspection 
method. (b) Polar plot of the array factor f (0) = cos((/2) cos 0]. (c) Calculation 
method 
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along the x-axis, and the total field is double that for one source. The situation is different 
along the axis of the array (z-axis). Looking to the right along the + z-axis, waves coming 
from the left source must travel one-half wavelength before reaching the source on the 
right. This amounts to a 180* phase lag. The waves then continue traveling to the right 
along the +=-axis and maintain this same phase relationship on out to the far field. Thus, 
in the far field, waves from the two sources traveling іп + z-direction arrive 180° out-of- 
phase (due to the one-half wavelength separation of the sources) and are equal in ampli- 
tude (since the sources are). Therefore, there is perfect cancellation and the total field is 
zero. The same reasoning can be used to see the effect in the —z-direction. The total 
pattern has a relative value of two in the + x-directions, zero in the  z-directions, and a 
smooth variation in between (because the phase difference between waves from two sources 
changes smoothly from 0 to 180* as the observer moves from the broadside direction to 
the axial direction along a constant radius from the array center). This pattern is sketched 
in Fig. 3-3b. The pattern in three dimensions can be imagined by holding the z-axis in 
your finger tips and spinning the pattern shown to sweep out the total pattern. 

We can also calculate the array factor exactly. Using phases corresponding to the path 
length differences shown m Fig. 3-3c in (3-3) the array factor is 


AF e 12700280 a, елеме 2 сод| BS cos o) (3-4) 
The distance between the elements 15 d = 4/2, so 4/2 = x/2 and (3-4) becomes 
AF =2 cos(5 cos 0 | (3-5) 
Normalizing the array factor for a maximum value of unity gives 
(0) = cos (5 cos 0 } (3-6) 


This is maximum for )-л/2 since со5(5/2):0|-1 and zero for 0-0 since 
cos[(1:2) · 1] = 0. This result agrees with the inspection method that leads to Fig. 3-35. 


Example 3-2. Two Isotropic Point Sources with Identical Amplitudes and 
Opposite Phases, and Spaced One-Half Wavelength Apart (Fig. 3-4) 


If we consider the array to be transmitting the gross features of the pattern may be 
determined by inspection as shown in Fig. 3-4a. The path lengths from each point source 
lo à point on the x-axis are the same. But the left source is 180* out-of-phase with respect 
to the right source, thus, waves arriving at points on the x-axis are 180* out-of-phase and 
equal in amplitude giving a zero field. Along the z-axis (in both directions) the 180" 
phase difference in the currents is compensated for by the half-wavelength path diflerence 
between waves from the two sources. Гог example, in the  z-direction the waves from 
left source arrive at the location of the right source lagging the phase of waves from the 
right source by 360° (180° from distance traveled and 180° from excitation lag). This is an 
in-phase condition and thus the waves add in the far field giving a relative maximum. 
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Figure3-4 Twoisotropic point sources with identical amplitudes and opposite 
phases, and spaced one-half wavelength apart (Example 3-2). (a) Inspection 
method. (b) Polar plot of the апау factor magnitude |/(0)| = 
| sin[(1/2) cos U] | . 


From these few pattern values the entire pattern can be sketched yielding a plot similar to 


that of Fig. 3-4b. 
We calculate the array factor exactly using (3-3) and Fig. 3-3c as 


AF = o— de Iwe 4 qui Dem әј sin( 45 cos o} (3-7) 
Using d 4/2 and normalizing we have 
fq) = sin(5 cos o) (3-8) 


Plotting this pattern we obtain the same result as with the inspection method (see 
Fig. 3-4b). 
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Example 3-3. Two isotropic Point Sources with Identical Amplitudes and 
90° Out-of-Phase, and Spaced a Quarter-Wavelength Apart (Fig. 3-5) 


Waves leaving the left source of the transmitting array in Fig. 3-5 and traveling in the 

z-direction arrive at the right source delayed by 90° due to the quarter-wavelength 
path, But the excitation of the right source lags the left source by 90° so waves in the 
+ z-direction are in step and add in the far field. For waves leaving the right-hand source 
and traveling in the —z-direction, the phase at the location of the left source is 180° 
lagging with respect to the wave from the left source (90° from path difference and 90° 
from excitation). See Fig. 3-55. At angles between 0 = 0° (--z-direction) and 180° 
(— z-direction) there is a smooth pattern variation from two (perfect addition) to zero 
(perfect cancellation). This pattern is shown in Fig. 3-5c and is the so-called cardioid 


Cancel 
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Figure 3-5 Twoisotropic point sources with identical amplitudes andthe 
right element lagging the left by 90 , and spaced a quarter-wavelength 
apart (Example 3-3). (а) Array configuration. ( b) Inspection method. ( c) 
Polar plot of the array factor f (0) = соз (ғ 4ҚХсов 0 — 1)]. This pattern 
shape is called a cardioid pattern. 
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pattern. It is used frequently in the area of acoustics for microphone patterns. The rc- 
sponse is strong in the direction of the microphone input and weak in the direction where 
the speakers are aimed to reduce feedback. 

Using these excitations in (3-3) and Fig. 3-3c we can calculate the array factor expres- 
sion as follows 


AF = le 1744/2 ком n + 1е "7210/4412 соз 9 


- e Xe ~ AME 2 cos 8— «41 + eh M4!2 cos 8 - — 
? Ва я 
ex Ax its ese - 
e 92со(7) cos 0 3) (3-9) 
Substituting d — 4/4 and normalizing gives 
f(0) = cos |= (cos 0 — n| (3-10) 


This function has a maximum value of unity for 0 = 0°, 1/,/2 for 0 = 90°, and zero Гог 
0 = 180°. Again, this agrees with the pattern of Fig. 3-5c obtained by inspection. 


Example 3-4. Two Identical Isotropic Point Sources Spaced One Wave- 
length Apart (Fig. 3-6) 


Since the currents аге in phase the fields of each element add perfectly (1е., double) in the 
tx-directions. Also. since the phase lag of the field from one element is 360° (one 
wavelength additional path length) with respect to the other in either the +2 or ~z 
direction, their effects add perfectly in the far field. However, with the one-wavelength 
spacing there are directions of perfect cancellation as indicated in Fig. 3-65. To determine 
these directions we reason as follows. For perfect cancellation the waves from the two 
sources must be 180° out-of-phase. This means a path length difference of one-half 
wavelength, Since the path length difference as a function of б is 2 cos 0 (see Fig. 3-3c) we 
must solve for the values of @ such that 


(3-11) 


I" 


7 cos 0 = +5 or cos@= + 


The solutions are 60° and 120°. By filling in smooth variations between the maxima and 
zeros indicated in Fig. 3-6b, the pattern of Fig. 3-6c results. 

The exact array factor calculation parallels that of Example 3-1 except that with d = 4 
in (3-4) 


AF = 2 cos( p$ cos 0] = 2 соѕ(л cos 0). (3-12) 


The normalized array factor is 


f (0) = cos(x cos 0). (3-13) 
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Figure 3-6 Two isotropic point sources with identical amplitude and phase 
currents, and spaced one wavelength apart (Example 3-4). (а) Array 
configuration. (b) Inspection method. (c) Polar plot of array factor 
magnitude | f (4) | = | costz cos 0) | 
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Note that | /(0)| has а maximum value of unity for Ө = 0°, 90°, and 180° and is zero for 
0 = 60° and 120°. These are the same results we obtained by inspection in Fig. 3-6c. This 
example illustrates the fact that multiple lobes will appear for spacings greater than a 
half-wavelength. 


The inspection method is difficult to use in all but the simplest arrays. There- 
fore, we shall examine the general array factor given by (3-3) for the case of 
equally spaced arrays. We will study its properties and develop a method to 
obtain a quick sketch of the radiation pattern. 

Suppose we have a linear array of several elements. If the elements are equally 
spaced as shown in Fig. 3-7, the array factor expression (3-3) may be simplified. 
The angle 0 is that of an incoming plane wave relative to the axis of the recciving 
array. The isotropic sources respond equally in all directions but when their 
outputs are added together (cach weighted according to /,), a directional re- 
sponse is obtained. The phase of the wave arriving at the origin is set arbitrarily 
to zero, so £o = 0. The incoming waves at element 1 arrive before those at the 
origin since the distance is shorter by an amount d cos 0. The corresponding 
phase lead of waves at element 1 relative those at 0 is č, = fid cos 0. This process 
continues and (3-3) becomes 


N-1 
АР wd t а Ға а-ә а (3-14) 
n0 
Now consider the array to be transmitting. If the current has a linear phase 
progression (ie. relative phase between adjacent elements is the same), we will 
separate out this phase explicitly as 


1, A,e" (3-15) 


Figure 3-7 Equally spaced linear array of isotropic point sources. 
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where the n+ lth element leads the nth element in phase by a. Then (3-14) 
becomes 


N-1 
AF = > A, cM ett лэ (3-16) 
то 
Define 
y = Bdcost + x. (3-17) 
Then 
N-1 
AF — Ж A, e^. (3-18) 
п= 0 


This array factor is a function of y and may be recognized as a Fourier series. 
This form is convenient for calculations, but we usually want field plots in terms 
of the polar angle 0. The nonlinear transformation from ij to 0 given by (3-17) 
can be accomplished graphically. 

For example, consider two elements spaced one-half wavelength apart and 
with identical currents as in Example 3-1. We found the normalized array factor 
in (3-6) to be / (0) = cos[(r/2)cos 0]. In this case v from (3-17) is 


V = Ва cos 0 + x = л cos 0 (3-19) 
since d = 4/2 and х = 0. Now f may be expressed in terms of y as 


Гр) = eos У. (3-20) 


This is a rather simple function to plot. From it we wish to obtain a plot of | / | 
as a function of 0. To do this first plot |/(%)) from (3-20) as shown іп 
Fig. 3-8. Then draw a circle of radius ф = л below it as shown, since (3-19) is a 
polar equation of a circle. For an arbitrary value of ў. say y. drop a line 
straight down until it intersects the circle. The values of 0 = 6, and | f| = f, 
corresponding to d = y, are indicated on the figure. Locating several. points 
taken in this fashion will lead to the desired sketch. Note that as 0 ranges from 0 
lo д, 4 goes from л to —z in this case. The resulting polar plot is shown in 
Fig. 3-105. It is the same as the result obtained using inspection in Fig, 3-3. 
Before proceeding with more specific examples. let us consider a general array 
factor and how a polar pattern is obtained from it. The magnitude of a typical 
array factor is plotted as a function of v in Fig. 3-9. Below it a circle is con- 
structed with a radius equal to fid and its center located at i = 2. The angle 0) is 
as shown, It is very simple to usc this plot. For a given value of () locate the 
intersection of a radial line from the origin of the circle and the perimeter, point 
а. The corresponding value of i, at point b. is on a vertical line from a. The array 
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(Нән = ieos Ў, 


Figure 3-8 Procedure for obtaining the polar plot of the array factor of two 
elements spaced one-half wavelength apart with identical currents. 


factor value corresponding to these values of ij and 0 is then point c, also on the 
vertical line from a. Notice that the distance from the y = 0 axis to a point, say 
at a, can be written as y = x + Bd cos 0, which is (3-17). 

To illustrate the procedure further we will find the polar plots of the array 
factors for some two element arrays with equal current amplitudes which were 
discussed earlier in this section. The array factor as a function of y, from (3-18) 
with N = 2, is 


AF = 14-09 um е2 92) um 3) us elo 2 cos V (3-21) 
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Figure 3-9 Construction technique for finding the array factor as a function 
of polar angle 0. 


where A, = A, = 1. Taking the magnitude eliminates the exponential factor and 
normalization removes the factor of two. The normalized array factor magnitude 
is 


ТІСІН соз 4 (3-22) 


which also follows from (3-20). The array factor | /(ш)| is the same for all two 
element arrays with the same current amplitudes, and is plotted in Fig. 3-10a, Of 
course, / changes with element spacing and phasing. For example, if the spacing 
is a half-wavelength and the phases of each element are zero (x = 0), the pattern 
is obtained as shown in Fig. 3-8 with the resulting pattern plotted in Fig. 3-105. 
This is Example 3-1 discussed earlier. For Example 3-2, d = 4/2 and х = n. The 
resulting polar plot of the array factor using the procedures of Fig. 3-9 is shown 
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Figure 3-10 Array factors for two-element arrays with equal 
amplitude currents. (а) Universal array factor. (b) Polar plot for 
d = 2/2, Bd = z.z = 0 (Example3-1). (c) Polarplotford = 7/2, fid = n, 
а = п (Example 3-2). (d) Polar plot d = 2/4, fd = л/2, 1 = —n/2 
(Example 3-3) 
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in Fig. 3-10с. The array factor for Exampie 3-3 with d = 2/4 and х = —7/2 is 
shown in Fig. 3-104. 

By examining the general array factor expression in (3-18) some general 
properties may be derived which aid in the construction of pattern plots. First, 
the array factor is periodic in the variable iy with period 27. This is easily shown 
as follows. 


AF( + 2л) = У демен У денем» = Y A e" = АЕ(р), (3-23) 


The array factor of a linear array along the z-axis is a function of 0 but not of $ 
(the element pattern may be though). In other words, the array factor is a 
pattern that has rotational symmetry about the line of the array. Therefore, its 
complete structure is determined by its values for 


0 «0 — n. (3-24) 


This is called the visible region. This corresponds to —1 «cos 0 «1 or 
— fid < Bd cos 0 < Bd or 


х — fd < V <a + Ва. (3-25) 


Hence, the visible region in terms of 0 and y are given by (3-24) and (3-25), 
respectively. The element spacing of the array in terms of a wavelength, d/A, 
determines the size of the circle in Fig. 3-9 and thus how much of the array 
factor appears in the visible region. The visible region in the variable y is of 
length 204, as seen from (3-25). This is the diameter of the circle in Fig. 3-9. 
Suppose that exactly one period appears in the visible region. Since the period is 
2n we have 2л = 2fid = 2(2л/2/4 or а/2 = $. Thus, exactly one period of the array 


factor appears in the visible region when the element spacing is one-half wavelength. 


Less than one period is visible if 28d < 2x which corresponds to 4/2 < 1, that is, 
for spacings less than one-half wavelength. For spacings greater than one-half 
wavelength more than one period will be visible. For one-wavelength spacings 
two periods will be visible. For spacings larger than a half-wavelength there may 
be more than one major lobe in the visible region, depending on the element 
phasings. Additional major lobes which rise to an intensity equal to that of the 
main lobe are called grating lobes. In the one-wavelength spaced, two-element 
array factor of Fig. 3-6c there are grating lobes at 0 — 0 and 180*, assuming that 
the lobe in the 0 — 90* direction is the desired lobe. In most situations, it is 
undesirable to have grating lobes. As a result, most arrays are designed such that 
the element spacing is less than one wavelength, usually close to a 
half-wavelength. 
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3.2 UNIFORMLY EXCITED, EQUALLY SPACED LINEAR ARRAYS 


3.2.1 The Array Factor Expression 


A very important special case of equally spaced linear arrays is that of the 
uniformly excited array. This is an array whose element current amplitudes are 
identical, so 


А-А, Apa. (3-26) 


In this section we will consider only element phasings of a linear form accounted 
for by interelement phase shift «. The array factor from (3-18) is then 


N-1 
AF = Ao У ет = Ад1--е" +" + е 1). (3-27) 
п=0 


Only a few short steps are required to sum this geometric series. First multiply 
(3-27) by е” to obtain 


AFe* = Aole” + e? + e), (3-28) 
Subtracting this from (3-27) gives 
AF(1 — e*) = А41- e^") 


or 


| — e^* 


This may be rewritten in a more convenient form as follows. 


e^* — 1 "Р ЛЭЛТ: 

AF = Ao gp p 40 ger ete hE 
= К – i, asin(NV/2) 3-30 
гр вн(9/2) | (3-30) 


The phase factor ей^-1%'2 is not important (unless one is going to further 


combine the array output signal with the output from another antenna). In fact. 


if the array were centered about the origin, the phase factor would not be present 
since it represents the phase shift of the array phase center relative to the origin. 
Neglecting the phase factor in (3-30) gives 
sin(Nw/2) 
AF = Ag9—— - 3-31 
9 4 (07) 


32 UNIFORMLY EXCITED, EQUALLY SPACED LINEAR ARRAYS 125 


This expression is maximum for i = 0 and has a maximum value most easily 
seen from (3-27) as 


АҒ(у =0) = Ao(1 + 1 +--+ 1) = Ao N. (3-32) 
Dividing this into (3-31) gives the normalized array factor 
. sin(Ny/2) 
V= N sinon) 100072): (3-33) 


This is the normalized array factor for an N clement, uniformly excited, equally 
spaced array which is centered about the coordinate origin. This function is 
similar to a (sin u)/u function with a major difference that the side lobes do not 
die off without limit for increasing argument. In fact, the function (3-33) is 
periodic in 2л, which is true in general as we showed іп (3-23). 

In Fig. 3-11 are sketched the array factors for three values of N.! A number of 
trends can be seen by examining the plots in Fig. 3-11. 


1. As М increases the main lobe narrows. 

2. As М increases there are more side lobes in one period of f(y). In fact, the 
number of full lobes (one main lobe and the side lobes) in one period of f(y) 
equals N — 1. Thus there will be N — 2 side lobes and one main lobe in each 
period. 

3. The minor lobes are of width 2л/М in the variable ф and the major lobes 
(main and grating) are twice this width. 

4, The side lobe peaks decrease with increasing N. A measure of the side lobe 
peaks is the side lobe level which we have defined as 


| maximum value of largest side lobe | 
Шы nem lt 
| maximum value of main lobe | 


(3-34) 


and it is often expressed in decibels. The side lobe level of the array factor for 
N =5 is —12 dB and it is —13 dB for N = 20. It approaches the value of a 
uniform line source, —13.3 dB, as N is increased. 


5. | f(W)| is symmetric about л. It is left as an exercise to show this. 


The radiation field polar plots in the variable 0 can be obtained from / (i) as 
discussed in Section 3.1. For example, consider the two-element case. Then 
(3-33) becomes 


sin y 
2 sin(j/2) 


Г) = (5-35) 


ҒА comprehensive set of array factor plots for many values of N is found in [1] 


0 04- 0.8: 12r 1.6: 2: 
tb) 


% O2e0 4062082 © 122142162182 2: 
(с) 

Figure 3-11 Array factor of an equally spaced, 

uniformly excited linear array for a few array 

numbers. (2) Three elements. ( 5) Five elements. 

(c) Ten elements 
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This is a universal pattern function for all equal amplitude two element arrays ` 
and is plotted in Fig. 3-10a. Note that by the techniques used in Section 3.1 we 
found that the array factor for a two element array was со(/2); see (3-20). It 
can be shown that this is identical to (3-35). 

The universal array factor for a four-element, uniformly excited, equally 
spaced array is plotted in Fig. 3-12b. Let us find the array factor polar plot for 


. . . — "JA € 
т te” 16/92 


(a) 


(b) 


he) 
Figure 3-12 Array factor for a four-element, uniformly excited, 


equally spaced phased array. (а) The array excitations (b) 
Universal pattern for У = 4. (с) Polar plot for = 2/2 and 2 = 12. 
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the special case of halí-wavelength spacing and 90° interelement phasing (i.e., 
x = n/2). The array excitations are shown in Fig. 3-12a. The pattern plot can be 
sketched quickly by locating prominent features such as maxima and zeros. 
Then vertical lines are dropped down from these points to the circle below. 
From the intersection points with the circle. straight lines are drawn in to the 
center of the circle. The perimeter of the circle has a pattern value of unity and 
the center a value of zero. For linear polar plots such as this onc, the magnitude 
of the pattern factor is linearly proportional to the distance from the origin. For 
example, if the circle radius is 4 cm and the pattern value to be plotted is 0.25, 
the pattern point is 1 em from the origin along a radial line at the appropriate 
angle 0. After locating the relative maxima and the zeros a smooth curve is 
drawn joining these points. The complete polar plot is shown in Fig. 3-12c. Note 
that a polar plot can be made larger or smaller by expanding or contracting the 
construction circle. 


3.2.2 Main Beam Scanning and Beamwidth 


A maximum of an array factor occurs for i = 0. Let 0, be the corresponding 
value of () for which the array factor is maximum. Then from (3-17) we have 
0 = fid cos 0, + x, oF 


х = -а cos 0, (3-36) 


This is the element-to-element phase shift in the excitation currents required to 
produce an array factor main beam maximum in a direction 0, relative to the 
line along which the array elements are disposed. Thus, if we want an array 
factor maximum in the 0 = 0, direction, the required element currents from 
(3-15) with (3-36) are 


I M nd cos hy (3-37) 


for a uniformly excited, equally spaced linear array. For the broadside case 
(0, = 90°) x = 0. For the endfire case (0, = 0° or 180°) х = — fd or jid. In the 
example illustrated in Fig. 3-12. 3 = л 2 and d= 22 so 0, = соѕ '(—x'fd) = 
cos !(—1) = 120°. This main beam scanning by phase control feature сап be 
explicitly incorporated into ij by substituting (3-36) into (3-17) giving 


v = fid(cos 0 — cos ü) (3-38) 


Scanning is discussed further in Section 3.7. 

A measure of the width of the main beam of a uniformly excited, equally 
spaced linear array is given by the beamwidth between first nulls, BWFEN, which is 
illustrated in Fig. 1-9 for a general pattern. The main beam nulls are where the 
array factor (3-33) first goes to zero in a plane containing the linear array. The 
zeros of the numerator of (3-33) occur for Nui, 4 2 = + пт. When the denomina- 
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tor also goes to zero (fýrs = +пл) the pattern factor is unity, corresponding to 
the main beam (n = 0) and grating lobes. The first nulls associated with the main 
beam occur for Niygx/2 = л. For a broadside array (x = 0°) v = fid cos 0, so 
the angles 0 for the first nulls are found from 


+x = яв d cos бу (3-39) 
Ж” Ж 
or 
we xi) 
бух = cos (+) (3-40) 


The BWFN is then 
BWFN = ЦЭН?” == Orn “мі (3-41) 


мал -u- na xil 4 
= es | aul bul (3-42) 
For long arrays (length L = Nd > 2) we can approximate (3-42) as follows 


5 E xd - (5 - 43) - x (near broadside). (3-43) 
For an endfire array (a typical endfire pattern is shown in Fig. 1-11c) the beam- 
width between first nulls is twice that from the main beam maximum to the first 
null. It is given approximately by 


BWEN = 


"N 2 3-44 
BWFN 2j Nd (endfire) (3-44) 


for long arrays. 

The half-power beamwidth (HP) is perhaps a more popular measure of the 
main beam size than is BWFN. Both depend on the array length Nd and main 
beam pointing angle /,. For a long (Nd > 2) uniformly excited linear array the 
HP is approximately [2] 


HP = 0.886 < 15% (near broadside) (3-45) 
апа 
HP = 2 /O0886 ^. (endfire). (3-46) 
y Nd 


By comparing the formulas for HP and BWFN it is seen that HP is roughly 
one-half of the corresponding BWFN value for long. uniformly excited linear 
arrays, 
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3.2.3 The Ordinary Endfire Array 


In many applications antennas are required to produce a single pencil beam. 
The array factor for a broadside array produces a fan beam, although proper 
selection of array elements may yield a total pattern that has a single pencil 
beam. Another way to achieve a single pencil beam is by proper design of an 
endfire array. We have said that an endfire condition results when 0, — 0* or 
180°, which corresponds to х = — fid or 404. Such arrays for which a= t fid 
are referred to as ordinary endfire arrays. If the spacing d is a half-wavelength 
there will be two identical endfire lobes (see Fig. 3-10c, for example). There are 
several ways to eliminate one of these lobes, thus leaving a single pencil beam. 
The most obvious way is to reduce the spacing below a half-wavelength. The 
visible region 18 24 wide in the variable y, and to eliminate the unwanted major 
lobe (grating lobe) we should reduce the visible region (and thus the spacing d) 
below the half-wavelength spacing value of 2x. Since the grating lobe half- 
width.(maximum to null) is 2л/М, we can eliminate most of it by reducing 
the visible region by at least л/М, that is, 


2Bd < 2л ~ x (ordinary endfire). (3-47) 
Dividing this by 2f gives the condition on the spacings as 
4 1 А 
d < 3! - xl (ordinary endfire). (3-48) 


An ordinary endfire array with spacing d satisfying (3-48) will produce a single 
endfire beam at 0 = 0° for х = — fld or at 0 = 180° for х = fid. A five-element 
array example is shown in Fig. 3-13. From (3-48) we must have d< 
(4/2)(1 — 1/10) = 0.454. Selecting d = 0.454 with a main beam direction 0, = 
180°, the required element-to-clement phase shift is «= — fid cos 0, = fid = 
(21/A)(0.457) = 0.92. 


3.2.4 The Hansen—Woodyard Endfire Array 


In the ordinary endfire case the interclement excitation phase, x= + fid, 
exactly equals the spatial phase delay of waves in the endfire direction. It is 
possible to make the main beam narrower and thus increase directivity by 
increasing the interelement phase shift. thereby moving some of the main beam 
outside of the visible region. If the phase shift is increased over the ordinary 
endfire case such that 


х= + (ва + 3 (Hansen- Woodyard) (3-49) 
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е) 


Figure 3-13 Asingle main beam ordinary endfire array of five elements that are 
uniformly excited, equally spaced with d = 0.454, and phased with x = 0.97. 
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it is called the Hansen-Woodyard condition for increased directivity [3]. This 
condition was obtained by studying several long line sources, but also applies to 
long arrays. 

To illustrate the Hansen- Woodyard condition, return to Fig. 3-13 and notice 
that as о is increased the circle will move to the right but the radius of the circle 
will remain the same for fid unchanged. This will cause the main beam to narrow 
since part of the main lobe of the | /(0)| plot does not appear in the visible 
region. However, the side lobes will become larger relative to the main beam 
and the back lobe will increase in magnitude. To prevent the back lobe from 


ТАС) 
Ordinary endfire - 


m Handsen-Woodyard єгнє -= 


Figure 3-14 Single endfire beam for a five- element 
Hansen-Woodyard increased directivity array with 
х= 0.92 and d = 0.354. 
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becoming equal to or larger than the main beam it is necessary that the phase « 
be less than л. Using this fact with (3-49) yields 


к= В+ <x (3-50) 


or 
d< 2! - x) (Hansen- Woodyard). (3-51) 


Therefore, to achieve a single main beam in the Hansen- Woodyard case, it is 
necessary that the elements be more closely spaced than for the ordinary endfire 
condition of (3-48). 

An example of a Hansen- Woodyard increased directivity array is shown in 
Fig. 3-14. Тһе array has five elements, so from (3-51) we must have d < 
(4/2(1 — 1/5) = 0.44. Choosing 4 = 0.35} leads to х = fid + n/N = 071 + 
0.27 = 097. The main beam is narrower than if the ordinary endfire condition 
were used (see Fig. 3-13), but the side lobes are higher. Nevertheless, the array 
exhibits increased directivity. The directivity as a function of spacing is 
compared to that of an ordinary endfire five-element array in Fig. 3-15, 

The Hansen- Woodyard example of an increased directivity array is important 
for it is one of the very few instances where it is practical to obtain more 
directivity than would normally be obtainable from an array of a given size. 


Hansen-Woodyerd case a = 84 + т/м 
Ordinary endfire case a = 84 


Directivity 


Figure 3-15 Comparison of directivities for two five-element equally spaced, 
uniformly excited endfire arrays. From (3-48), 4 < 0.45; for ordinary endfire; and 
from (3-51), d « 0.44 for Hansen-Woodyard endfire. 
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Such arrays are said to be superdirective. Generally, the advantages of superdi- 
rectivity are illusory since superdirectivity does not usually lead to supergain. A 
measure of supergain is a quantity called the supergain ratio, which is the ratio 
of the total power in all pattern space (visible and invisible) to the power in the 
visible region only. Supergain ratio is equal to one plus the antenna Q. Thus, a 
large value of antenna Q accompanies superdirective antenna arrays. The large 
stored energy in turn requires that the element currents be exceptionally large 
with a corresponding increase in ohmic losses. As a result, superdirectivity can 
be achieved without supergain. 

We will encounter the Hansen- Woodyard condition again when we study the 
Yagi-Uda antenna in Section 5.4 and the helix in Section 6.1.2. 


3.3 PATTERN MULTIPLICATION 


So far in our study of arrays we have discussed only arrays of isotropic point 
sources, Actual arrays are usually made up of nearly identical element antennas 
which, of course, are not isotropic. In this section we discuss how to compute 
the radiation pattern from such arrays. We will find that the array factor still 
plays a major role in these pattern calculations. 

When the elements of an array are placed along a line and the currents in each 
element also flow in the direction of that line, the array is said to be collinear. As 
a simple example of a collinear array suppose we have N short dipoles as shown 
in Fig. 3-16. The elements are equally spaced a distance d apart and have cur- 
rents 10, 1, 15, ..., [s ,. The total current is the sum of the z-directed short 
dipole currents and thus is --directed and the vector potential is also. The vector 
potential integral in (1-101) reduces to a sum over the element currents (modcled 
as ideal dipoles) as? 


e ifr . 
A, = —— Az[Io + Ly" + [APA .... 
4лг 


e) Nes м 3 ) 
= z І > cn E 55 
4лг а 2 ий ) 


piy g ANIM i 
? This result could also be obtained by writing the z-directed current density as 
J, = 6(Х) (УХ1641:)41,6(:-4) 41,4(2-24)4:1,. 6 :-1Х-1М) А: 
and substituting this into (1-100) giving 
"ud 24 - 
4. = â: | 11,902) +01, —4) 4-4) “4: 


srr 


from which (3-52) follows 
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Figure 3-16 A collinear array of short dipoles. 


in the far field. Then from (1-104) 


E, = jo oe he si oyi igina: 3-53 
” p; M sin në 3 (3-53) 


r=0 


From this expression we can identify sin @ as the pattern of a single element by 
itself, called the element pattern. The remaining factor 


N-1 
AF = Y 1, eite (3-54) 


a=0 


is the array factor of (3-14). The array factor may be thought of as a sum of 
isotropic point sources located at the center of each array element, The array 
factor is that factor of the radiation pattern which is found from the element 
currents (amplitudes and phases) and their locations. On the other hand, the 
element pattern is that factor of the radiation pattern determined by the indivi- 
dual properties of an clement (its current distribution and orientation in space). 
We shall see that this factoring process holds in general if the elements have the 
same pattern and are similarly oriented. 

Let us now consider a slightly more complicated case. Suppose for the sake of 
explanation we have N identical element antennas forming a collinear array 
along the z-axis. The nth element is centered at 7 = z, and has a current distribu- 
tion i,(z'), We are now relaxing the equal spacing constraint. The total current 
along the z-axis is 


N-1 


1) = Y id) (3-55) 


a=0 
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The vector potential is then 
тэ nd 
4.=——| Үр ее 42. (3-56) 


4nr - -- 50 


The far-field electric field from this and (1-104) is 


: e У-1 
E = jon p У, ЕД0) (3-57) 
where 
E(0)- sin | еее az (3-58) 


is the pattern of the nth element. 

If the array possesses no symmetry (3-57) cannot be simplified. But if the array 
elements are similar, a great deal of simplification is possible. By similar we mean 
that the currents of each antenna element are in the same direction, of the same 
length, and have the same distribution (although there may be different current 
amplitudes and phases for each element). Then the patterns of (3-58) will be 
similar, that is, have the same spatial variation but may have different ampli- 
tudes and phases. In the example at hand the currents are all z-directed. Now 
assume that each element is of length /, has a normalized current distribution 
over its length of (27), and an input current of 7,. Then 


LG) =I Ke =z (3-59) 


where z, is the position of the nth element center along the z-axis. Substituting 
this into (3-58) gives 


.24%72 
Е,(0) = sin 01, | Ц2- zje" *" qz (3-60) 


where 2 replaces 2. Let t = £ — z,, then (3-60) becomes 


62 

E,(0) = sin 0, | — i(x)e/^rt oem" dr 
m 

2 


af, 


= sin 0 


i(z)e/ 9" dc nm е (3-61) 


To maintain consistent notation, we replace т by 2 yielding 
7 


E,(@) = sin 0 


i(z')e’* ome dz ен cose (3-62) 
2 


[4 
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The pattern for each element of an array of similar elements given by (3-62) is a 
product of the pattern of the current distribution, and the amplitude and phase 
of excitation J,, and the last factor represents the spatial phase due to the 
separation from the origin. Substituting (3-62) into (3-57) gives 


e 02 хээ 
E, = jop—— |sin 0 | 2)е ** dz | У 1, эс", (3-63) 
Anr “=m n=0 
The factor 
202 
sin 0 | ilz jel =e dz’ (3-64) 
4-//2 


when normalized is the element pattern, g,(0), of any clement іп the array of 
similar elements. The sum 


N-1 
AF = Y еее (3-65) 


2-0 


is the unnormalized array factor. 

In going from (3-57) to (3-63) it was necessary to assume that the elements of 
the array were similar. When this is true the electric field may be written as a 
product of an element pattern. as in (3-64). and an array factor, as in (3-65). 
Note that the array factor of (3-65) is the pattern of a linear array of N point 
sources located at positions {=,} on the z-axis. If the elements аге equally spaced 
(3-14) results. If further, they are uniformly excited the array factor reduces to 
(3-31). This result is not restricted to collinear elements but may be applied to 
any array of similar elements. This will be discussed below. 

The process of factoring the pattern of an array into an element pattern and 
an array factor is referred to as the principle of pattern multiplication. It is stated 
as follows: The electric field pattern of an array consisting of similar elements is 
the product of the pattern of one of the clements (the element pattern) and the 
pattern of an array of isotropic point sources with the same locations, relative 
amplitudes and phases as the original array (the array factor). 

In Section 1.5 we wrote the normalized electric field pattern of a single 
antenna as a product of a normalized element factor g and a normalized pattern 
factor f. For array antennas we expand this concept and call the pattern of 
one element antenna in the array an element pattern g,. It in turn is composed 
of an element factor which is the pattern of an infinitesimal piece of current on 
the array element (i.e, an ideal dipole) and a pattern factor which is the pattern 
due to its current distribution. The complete (normalized) pattern of an array 
antenna is then 


F(0. $) = q,0. à) f (0. Ф) (3-66) 
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where g,(0, ф) is the normalized pattern of a single element antenna of the 
array (the element pattern) and f (8, ф) is the normalized array factor. 

To illustrate pattern multiplication, consider two collinear short dipoles 
spaced a half-wavelength apart and equally excited. The element pattern is sin 0 
for an element along the z-axis and the array factor was found in (3-6) to be 
со8|(л/2)сов 0]. The total pattern is then sin 0 cos[(x/2)cos 0]. The patterns are 
illustrated in Fig. 3-17. 

The principle of pattern multiplication can be used directly for many different 
geometries. For example, suppose line sources positioned along the z-axis are 
not z-directed, as in a collinear array, but are parallel as shown in Fig. 3-18. Let 
y be the spherical polar angle from the x-axis. Note 0° < y < 180°. The element 
pattern is then found from the following expression which is analogous to (3-64) 


“2 


sny| ђе ax. (3-67) 


Note that cos у = sin 0 cos ф. The array factor of (3-65) is unchanged. For 
example, if two short dipoles are parallel as shown in Fig. 3-19a, the total 
pattern is found by pattern multiplication as indicated in Fig. 3-19b and 3-19c. 


Element Array Totai 
pattern factor pattern 
* . - ——— 1 
1 Е т 
sin 0 x соз: cos 0) sin 0 cos (^ cos 6) 


Figure 3-17 Алау of two half-wavelength spaced, equal amplitude, 
equal phase, collinear short dipoles. (а) The array. (5) The pattern, 
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Figure 3-18 A linear array of parallel line sources. 


To illustrate parallel element arrays further, suppose the element antennas of 
Fig. 3-18 are half-wave dipoles. Also suppose there are five elements arranged 
and excited for ordinary endfire as in Fig. 3-13. The complete pattern is the 
product of the single half-wave dipole element pattern and the array factor found 
from five isotropic sources. The element pattern for a half-wave dipole element 
in the array is 


- (3-68) 


which is (2-10) with 0 replaced by y. Since cos y= sin 0 cos ф then 


sin ; 2 4/1 — sin^ @ сов” ф 


and (3-68) becomes 
0. ф)- x i гааль icc 3-69 
Ча Ў Cu ЭР ue wm 
940. $) V1 —sin* 0 cos? ф | ) 
The array factor is (3-33) with N = 5, or 
. біп(ӛш) 
h= Ad 
NOES in) 


For this example х = 0.92 and d = 0.454 so y = Bd cos O + a = 0.9 cos 0 + 09r. 
and (3-70) is 


(3-70) 


sin(2.25z cos 0 + 2252) 


0) = — ay 
so 5 sin(0.45z cos 0 + 0.457) (3-71) 
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sin y cos (2 cos 0} sin y cos (5 cos 0) 
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Element pattern Array factor Total yz-plane pattern 
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Figure 3-19 Array of two half-wavelength spaced, equal amplitude, equal phase, 
parallel short dipoles. (а) The array. (b) The xz-plane pattern. (c) The yz - plane pattern. 
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The total pattern of the array in terms of @ and ф is then the product of (3-69) 
and (3-71) 


cos[(z/2)sin 8 cos ф| sin(225z cos 8 + 2.257} 


— a. -T 
1 — sin? 0 cos? ф 5 віп(0.45л cos 0 + 0.451) (9-2) 


F(0. ф) = 
The polar plot of this pattern is easily obtained by multiplying the plot in 
Fig. 2-55, where the axis of symmetry is now the x-axis instead of the z-axis, 
times the polar plot of Fig. 3-13. This will be a polar plot similar to the array 
factor plot except that the endfire lobes will be slightly narrower, and there will 
be a pattern zero in the y = 0° direction caused by the element pattern. 


3.4 DIRECTIVITY OF UNIFORMLY EXCITED, 
EQUALLY SPACED LINEAR ARRAYS 


Now that we have developed a method for obtaining the entire pattern expres: 
sion for an antenna array we can discuss directivity of various arrays. The 
directivity is, of course, determined entirely from the radiation pattern. The array 
gain can be found by multiplying the array directivity by the radiation efficiency 
of one element (assuming all elements are alike). 

To derive directivity expressions we use D = 47/0 ,. first finding the beam 
solid angle as 


о, = |[|FO. Ф) ao = | lol. &)P rt)? ао (3-73) 


where g,(0, ф) and /(0) are the normalized element pattern and linear array 
factor and dQ = sin 0 40 аф. 

Let us begin by assuming the elements are equally spaced. uniformly excited. 
and isotropic. This assumption leads to approximate results for situations where 
the element pattern is much broader than the array factor and the main beams 
of both are aligned. The appropriate array factor from (3-33) can be written as 


» | sin(Nw pr 
2 усе. Y RS 
lf P= ГЕТТТІ (3-74) 
Р vw 3-75 
-— t b —mcos ту (3-75) 


where (3- 75) is another form for (3- 74). This identity can be shown to be true for 
М = 2 since from (3-75)| f (V)? = 4 + $ cos v = cos*(W/2) as in (3-20), With the 
simple expression in (3-75) it is easier to perform the integration in (3-73) in 
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terms of the variable i. Using 46, ф) = 1, у = Bd cos 0 + a, and sin 0 40 = 
—(1/Bd) ар іп (3-73) gives 


2m x Mz 1 
а,-| dof 140) sin 6 do = 2x | iwel- s; ov 
70 "e LR Ва 
pata 
= i ШЫ (3-76) 
Substituting — in the above yields 
08-54! 10 "ae Nm) | "cos my av | 
_ 27 .- 2 N-1 "LL. pd + з 
Es: ни ыг. 29 | ва +2 
-ЫН вх N 2 т [sin m(Bd + x) — sin m( Ва + a)] 
Б ЭХ. -4 р» "Ын 7"! 2 cos ma sin mpd (3-77) 


where (B-6) was used in the last step. The directivity is then 


An 1 
T TIESIN 3-78 
p Q 1 2 СОЛЫН 


нэ ұл mpd 


sin mfd cos mx 


for a linear array of N isotropic sources spaced a distance d apart with interele- 
ment phase shift x. 

The directivity expression becomes extremely simple for a broadside array of 
half-wavelength spaced elements. For half-wavelength spacings d = 4/2 with n 
an integer and fd = пл. so sin mfd = 0. The array gives a broadside pattern 
when all elements are in-phase. or x = 0. These conditions simplify (3-78) to 


D-N (4-һ2. :-0) (3-79) 


The directivity of a broadside array of isotropic elements as a function of the 
spacing in terms of a wavelength. d. 2. is plotted in Fig. 3-20 for several element 
numbers М. Notice that the directivity equals № at integer multiples of a hall- 
wavelength. Also the directivity curves for each N take a sharp dip for spacings 
near one and two wavelengths. This is caused by the emergence of grating lobes 
into the visible region. For example. see Fig. 3-6 where full grating lobes appear 
for one-wavelength spacing 


‘ 4 , ie NS 
2 b ЕЕ 3 ы siia tu асам смета Mo 1 TA ELEM 
qp beue perio СА orici ict a p ВЭ ЭРЭ лээ 
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Directivity, D 


0 0.5 10 1.5 2.0 


Figure 3-20 Directivity as a function of element spacing for a broadside array of isotropic 
elements for several element numbers, N. 


The directivity of a broadside array of isotropic elements is approximated by 
Dx 21 = 254 (broadside) (3-80) 
where L — Nd is the array length. This is a straight line approximation to the 
curves in Fig. 3-20, being very accurate in the region from d slightly less than 
one-half wavelength to nearly one waveleagth. This approximation is shown in 
Fig. 3-20 for N — 10: note the excellent agreement over a limited. but important, 
range of spacings. Note that (3-80) is exact for d = 2/2, since then (3-80) equals 
N as in (3-79). Similar approximations exist for endfire arrays of isotropic ele- 
ments. For an ordinary endfire array with x = +fd and the spacing satisfying 
(3-48), the directivity is 


D = 45 (ordinary endfire) (3-81) 

and for an endfire array of the Hansen- Woodyard type it is given by 
D > 1287 (Hansen- Woodyard ). (3-82) 
These approximations improve as L increases. The increased directivity claimed 


for the Hansen- Woodyard endfire array over that of the ordinary endfire array 
is apparent from these directivity expressions. 
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It is also interesting to examine the directivity expression of (3-78) for various 
scan angles. A few cases are given in Fig. 3-21. From the figure it is apparent 
that d = n4/2 with n an integer is again a special case since the directivity is 
independent of scan angle. This will be shown mathematically in Section 3.5. For 
the four cases shown, the greatest directivity in the broadside direction (0, = 90°) 
is for the largest spacing. In fact we would obtain even higher directivities for 
spacings up to d = 0.82 in the N = 5 case (see Fig. 3-20). As can be seen from 
this example, the directivity of linear arrays remains constant over a wide range 
of scan angles near broadside; this will be explained in Section 3.7. The greatest 
directivity in the endfire direction (0, = 0 or 180°) is for the largest spacing that 
satisfies the single main beam criterion of (3-48), which is d < 0.452 for М = 5. 
For the four spacings shown d = 0.42 is the largest spacing satisfying this single 
endfire beam condition, and thus displays the largest endfire directivity. 

If the element pattern is included in the directivity calculation, the appropriate 
directivity expression is 

1 
oe 
N B Ni 2, mpd (a, sin mfd + а; cos m[id)cos то 


where a,, а), and a; are given in Table 3-1 for various element patterns (5, 6]. 
The directivity of long arrays (L > 4) is primarily controlled by the array factor 
if the element pattern is of low directivity and its major lobe is aligned with that 
of the array factor. In cases such as these, the approximate formulas of (3-80) to 
(3-82) can be used. 


== d/Xe05 ххх 40-03 
o o о d/\=06 


Directivity 


o° 20° 40° 60 80" 100: 110* 140 160 180 
60, (degrees! 
Figure 3-21 Variation of directivity with scan angle for five-element uniformly excited 
arrays of various element spacings. The elements are isotropic. 
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Table 3-1 Parameters for Use in Computing the Directivity of 
Uniform Current Amplitude, Equally Spaced Linear Arrays; 
see (3-83). 


Element type 19.40. 9) a, a, a; 


Isotropic ! 
Collinear short sin? 6 
dipoles 
(Fig. 3-16) 
Parallel short t -sin? 0 cos? ф 2 1 1 


dipoles = sin? ; з | (apap тра 
(Fig. 3-18) 


... € 
N 

! 

һә 


(mpd)? mpd 


It is important to note that array directivity represents the increase in the radia- 
tion intensity in the direction of maximum radiation over that of a single element. 
Consider a single isotropic element and an array of N equally excited isotopic 
elements as shown in Fig. 3-22. The input power to the array is assumed to divide 
equally among the array elements; thus, if the element powers are 1/N of the input 
power, the element currents are 1/VN of its input current. The radiation intensity 
U, for the isotropic element is proportional to its input power, which in turn is 
proportional to the input current squared, 1:. The maximum radiation intensity 
Una Of the array in Fig. 3-22b is proportional to (АР, Уу = [N(L/VN)F = МІ. 
Thus, U,,, = NU, = DU,, since D = N for the array. 


3.5 NONUNIFORMLY EXCITED, EQUALLY SPACED 
LINEAR ARRAYS 


We have seen that the main beam of an endfire array could be narrowed by 
changing the phase from that which is required for the ordinary endfire case. We 
can also shape the beam and control the level of the side lobes by adjusting the 
amplitudes of the current in an array. General synthesis procedures for achieving 
a specified pattern are presented in Chapter 10. In this section a few simple 
techniques for controlling side lobe levels and beamwidth are introduced. 
Several examples are given which reveal the array current distribution-radiation 
pattern relationship. The directivity for arrays with nonuniform excitation will 
also be examined. 

The array factor of (3-18) can be written as a polynomial in terms of Z = e 
as follows 


AF » F A6 У AZ (3-84) 


146 ARRAYS 


fa) 


l 
(b) 


Figure 3-22 Array directivity may be viewed as the ratio of 

radiation intensity in the maximum radiation direction for 

an array with total input current |, to that of an isotropic 

element with the same input current. (a) Reference iso- 

tropic antenna with input current 1,. (5) Equally excited 

array with total input current |,. The power is assumed to 

divide equally among the elements. 
where the current amplitudes 4, are real and can be different for each л, 5. А. 
SchelkunolT [7] applied the existing knowledge about the algebra of polynomials 
to array factors. He showed the connection between placement in the complex 
plane of the N — 1 zeros (roots) of the array polynomial in (3-84) and the 
radiation pattern and element currents. However, we shall examine the relation- 
ship between the element excitation and the array factor in a direct fashion. It is 
à simple matter to investigate element current distributions by utilizing a digital 
computer to perform the array factor summation. We will present the results of 
several such calculations. The influence of the element current amplitudes will 
become apparent if we use the same array configuration. Thus for purposes of 
comparison we will use a five-clement. broadside linear array with a half- 
wavelength element spacing throughout this section 


‘See the program NEESLAP іп Appendix G.5 
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The basic array to which we will compare all others is the uniform array with 
all current amplitudes equal. The pattern in linear, polar form is plotted in 
Fig. 3-23a and the element currents are shown in Fig. 3-24a. If the element 
current amplitude forms a triangle as shown in Fig. 3-24b, the radiation pattern of 
Fig. 3-23b results. Notice that the side lobes are considerably smaller than those 
of the uniformly illuminated array, but at the expense of increased beamwidth, 
This increased beamwidth (from 20.8° to 26.0°) is responsible for reduced directi- 
vity (from 5 to 4.26). 

The side lobe reduction introduced by the triangular amplitude taper suggests 
that perhaps an amplitude distribution exists such that all side lobes are com- 
pletely eliminated. Indeed this is possible if the ratios of the currents are equal to 
the coefficients of the binomial series. To see how this comes about, first consider 
a two-element array with equal amplitudes and spacing d. The array factor from 
(3-84) is AF = 1 + е/® which can be written in terms of Z = e” as 


AF = 1 + 2. (3-85) 


If the spacing for this broadside array is less than, or at most equal to, а 
half-wavelength, the array factor will have no side lobes (see Fig. 3-3). Now 
consider an array formed by taking the product of two array factors of this type, 


AF = (14 Z)1 + Z) = 1 + 22 + 22. (3-86) 


This corresponds to a three-element array with the current amplitudes in the 
ratio 1 : 2: 1. Since this array is simply the square of one which had no side lobes, 
the three-element array also has no side lobes. This process can also be viewed as 
arraying of two of the two-element arrays such that the centers of each subarray 
are spaced d apart. This leads to a coincidence of two elements in the middle of 
the total array, thus giving a current of two there. The total array factor is the 
product of the “element pattern,” which is a two-element subarray pattern, and 
the array factor which is again a two-element. equal amplitude array, Thus the 
total array factor is the square of one subarray pattern. Continuing this process 
for an N element array we obtain 


АЕ =(1+Z)*"! (3-87) 
which is a binomial series: see (F-4). For N = 5 
AF = (1 + 2)* = 1+ 4Z + 622 + AZ! + Z*. (3-88) 


Therefore the ratios of the current amplitudes are 1:4:6:4:1, This current 
distribution is shown in Fig. 3-24c and the resulting pattern is shown in 
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Figure 3-23 Patterns of several uniform phase 
(0, = 90 ), equally spaced (4 = 7,2) linear arrays with 
various amplitude distributions. The currents are 
plotted in Fig. 3-24. (а) Uniform currents, 1:1:1:1:1. 
(b) Triangular current amplitude — distribution, 
152781221 (с) Binomial current amplitude 
distribution, 1:4:6:4:1. (d) Dolph-Chebyshev 
current amplitude distribution, 1:1 61:1.94:1.61:1, 
for a side lobe level of - 20 dB. See Example 10-5. (e) 
Dolph-Chebyshev current amplitude distribution, 
1:241 3.14:2 41:1 witha side lobelevel of —30d8 


Figure 3-24 Current distributions corresponding to the 
patterns of Fig. 3-23. The current phases are zero (2 = 0). 
Currents are normalized to unity at the array center. (а) 
Uniform. (b) Triangular. (c) Binomial. (d) Dolph- 
Chebyshev (SLL 20 48) (е) Dolph-Chebyshev 
(SLL = -30 dB) 


150 
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Fig. 3-23c. This pattern is broader than either the uniform or triangular distribu- 
tion cases and has a lower directivity, but it has no side lobes. 

From these three five-element array examples a trend has already emerged: As 
the current amplitude is tapered more toward the edges of the array, the side lobes 
tend to decrease and the beamwidth increases. This beamwidth/side lobe level 
tradeoff can be optimized. In other words, it is possible to determine the element 
current amplitudes such that the beamwidth is minimum for a specified side 
lobe level, or conversely to specify the beamwidth and obtain the lowest possible 
side lobe level. This array is referred to as a Dolph-Chebyshev array and it 
provides a pattern with all side lobes of the same level. The Dolph-Chebyshev 
array synthesis procedure will be explained in detail in Section 10.4.1. For a five- 
element array with an element spacing of a half-wavelength and a specified side 
lobe level of —20 dB, the Dolph-Chebyshev current distribution is plotted in 
Fig. 3-24d and the corresponding pattern is shown in Fig. 3-234. If the side lobe 
level for the Dolph-Chebyshev array is specified to be — 30 dB, the distribution 
is that of Fig. 3-24e and the corresponding pattern is shown in Fig. 3-23e. We 
note that the main beam is slightly broader than in the previous case where the 
side lobe level was 10 dB higher. 

The discussion of nonuniformly excited arrays has, thus far, been concerned 
with amplitude tapers that become small near the ends of the linear array. If the 
amplitude distribution becomes larger at the ends of the array (called an inverse 
taper), we can expect the opposite effect, that is, that the side lobe level increases 
and the beamwidth decreases. Suppose. for example, that we invert the triangu- 
lar distribution such that the amplitudes are 3:2 :1: 2: 3. The resulting pattern 
shown in Fig. 3-25 demonstrates the expected decrease in beamwidth and in- 
crease in side lobe level. Although the directivity for the inverse triangular 
tapered current is greater than that for the triangular taper of Fig. 3-235. it is 
still not as large as that produced by the uniform distribution. 

The directivity values have been given for each of the examples in this section. 
We shall close this section by developing the directivity expression. With little 
additional complexity the treatment can be expanded to include unequal element 
spacings as well as nonuniform excitation. The element positions along the z-axis 
are с, and the element current amplitudes are 4,. If the element phasings are 
linear with distance. then z, = — fz, cos (1, where 0, is the angle of the pattern 
maximum: the applications of this type of phasing will be discussed in 
Section 37, The array factor of (3-65) is then appropriate and when normalized 
ік 

tef 
Y 1, tage ze ev t 
((0)-77 : (3-89) 
У 4, 
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Figure 3-25 The inverse triangular tapered linear array with d = 7/2 and 
ü, = 90 (а) The array factor (б) The current distribution, 3:2:1:2:3 
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And the appropriate beam solid angle expression is 


Q, = 2s [| f(@)P sin 0 46 


2n N-—-1 N-1 к 


=a à D AnA penna | em sin 040, (3-90) 
(5 А) т=0 p=0 "о 
k-0 


Evaluating the integral in the above expression and applying the result to 
D = 4n/Q , yields 


1-0 
р = x-x- = 


eT cmn 
Y EAAUeY 8 E 


m0 p=0 (Za = 2,) 


(3-91) 


where a, = — Bz, cos 0, and the elements сап have any positions 2, and current 
amplitudes A,. This general result can be simplified. For a broadside, equally 
spaced array 


ГЭЖЭЭ (2, = 0. =, = nd). (3-92) 
УУ ад mle 
2, 5 fate (m — руа 


As another special case, when the spacings are a multiple of a half-wavelength 
(3-91) reduces to 


T. (3-93) 


Note that this is independent of scan angle 0,. as indicated in Fig. 3-21 for 
d = 4/2. Also, if the amplitudes are uniform (3-93) yields D = N as given by 
(3-79). For a further example, consider the triangular excitation with the pattern 
of Fig. 3-235. The directivity value from (3-93) is [2(1) + 2(2) 3/1) + 
2(2)? + (3)?] = 426. Equation (3-93) is a very instructive formula for it tells us 
that the directivity is a measure of the coherent radiation from the linear array. 
The numerator is proportional to the square of the гога! coherent field, whereas 
the denominator is proportional to the sum of the squares of the field from each 
of the elements. 
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In conclusion, we have shown that the side lobe levels of a linear array can be 
altered by controlling the amplitude distribution. To achieve low side lobe levels 
it is necessary to taper the distribution such that the largest excitation occurs at 
the center of the array. However, we pay a price for the smaller side lobe levels 
in the form of reduced directivity associated with the corresponding increase in 
beamwidth, 


3.6 MUTUAL IMPEDANCE 


When antennas are in close proximity they interact in a complicated manner. 
This interaction is called mutual coupling and the effect is to change the current 
on an antenna from that which it would have if it were isolated in free space. 
Often it is the phase change of the current which is most noticeable, although the 
amplitude may be different as well, Thus, the current in a given element depends 
not only on the voltage source at its own terminals, but also on the current in all 
other nearby antennas. Therefore the impedance at the terminals of an array 
clement depends on the array configuration and excitations. Obviously, if a 
designer is to accurately predict the pattern and especially the input impedance 
of an array he or she must be able to take into account such mutual coupling 
effects. 

In general, it has been very difficult in the past to calculate mutual coupling 
effects, and so analysis and design of arrays were initially based on the assump- 
tion of constant current generators at the terminals of the array elements, as was 
done in the preceding sections of this chapter. However, as we shall see in 
Chapter 7, present day numerical procedures now make it possible to more or 
less routinely take into account mutual coupling effects. Although the subject of 
mutual effects will be taken up more fully in Chapter 7, in this section we will 
attempt to impart some physical understanding to aid, for example, in the explan- 
ation of phased arrays in the following section and in the study of wire antennas 
such as the Yagi-Uda array in Chapter 5. 

To begin a discussion of mutual coupling effects, consider the input 
impedance, or driving point impedance, of any element in an array of N elc- 
ments, The relationship between the various currents and voltages are given by 
the familiar network relationships 


Vm 211 + Zizlh to %2,,1; 
уус 2,:1, 4 2311, 5774-4541, (3-94) 


Vm Za, + Zaslat + 214, 
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where V, and 1, are the impressed current and voltage in the nth element, 2 is 
the self-impedance of the nth element when all other elements are open circuited, 
and Zmn(= Zam by reciprocity) is the mutual impedance between the mth and nth 
elements. The mutual impedance Z,,, between the two terminal pairs of elements 
m and n is the open circuit voltage produced at the first terminal pair divided by 
the current supplied to the second when all other terminals are open circuited, 
that is, 


/ 
Zn = Va for all i except i = n. (3-95) 
п |1,20 


The active impedance of an element is the input impedance of that element when 
all other elements are excited. For example, from (3-94) the active impedance of 
element 1 is 


и 1, 


2, NT OUS. ЗИРЕ ЭН (3-96) 
! 1, I, Ї 
We note that the active impedance is not merely the sum of the self-impedance 
and all the mutual impedances, but depends on the various currents as well, 
Intuitively, one can suggest gross guidelines for estimating the degree of 
mutual coupling. 


1. To a first-order approximation, the strength of the coupling decreases as 
spacing increases. 

2. Considering the free-space pattern of each element, if the elements. are 
oriented such that they are illuminated by a pattern maximum then the 
coupling will be appreciable. If, on the other hand, the individual patterns 
exhibit a null in the direction of the coupled antennas, the coupling will be 
small. For example, two similar parallel elements such as dipoles will couple 
much more strongly than two collinear elements. 


Figures 3-26, 3-27, and 3-28 illustrate these points for the cases of two resonant 
(when isolated) half-wave dipoles which are parallel, collinear, and staggered. 
Next, let us consider how we might measure the mutual impedance between 
two antennas. Suppose an antenna when isolated in free space has a voltage V, 
and а current 7,. so the input impedance 15 
V, 
бы-Жату (3-97) 


If à second antenna is brought into proximity with the first then radiation from 
the first antenna will induce currents on the second, which in turn will radiate by 
virtue of that induced current and influence the current on the first antenna. The 


L=047812 


$ $ 
"d = 
N е 
Ф М. 
с © 
с 
1 = 0,4781» 
а= 00011 
fai 
14) 
30 
1 = 047812 
a» 0001Х 
20 
z - 
$ ES 10 
52 N 
4 Ё 
Е 


04781» 
0001» 


10 


th 


e) Figure 3-27 The mutual impedance between two resonant collinear dipoles as a 


function of spacing relative to a wavelength. (a) The real part. ( b) The imaginary 
part. 


Figure 3-26 The mutual impedance between two resonant parallel 
dipoles as a function of their spacing relative to a wavelength. (а) The 


real part. (b) The imaginary part. 157 
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staggered dipoles as a function of spacing relative to a wavelength. 
(а) The real раи. (b) The imaginary рап 


168 


езе талынан рына Rer i 


I sas 


36 MUTUAL IMPEDANCE 159 


second antenna may either be excited or unexcited (parasitic), but in any case it 
has terminal current 1,. Then the total voltage at the first antenna is 


и= 2,1 +242]. (3-98) 
Similarly, the voltage at the terminals of the second antenna is expressed by 
V = 2.11, +21. (3-99) 


Note that (3-94) is а generalization of (3-98) and (3-99) and of (1-164) and 
(1-165). 

Now suppose the second antenna has a load impedance Z; across its ter- 
minals such that V; = — Z, 15; sce Fig. 7-21. We may write (3-99) as 


-Zh 22,1, + Zjl;. (3-100) 
Solving for 1, we obtain 


1 _ 22211 - ЖАТЫ! 


Substituting this into (3-98) and dividing by /,. we find that 


(3-101) 


А (3-102) 


This expresses the input impedance in terms of the two self-impedances (Z,, and 
2з). the mutual impedance (7,.) and the load (Z;) at the unexcited terminals 
of antenna 2. For example. if the two antennas in question are half-wave dipoles 
and if the terminals of the second dipole are open circuited. then 2) = Zi 
because Z, = oc. Physically this means that very little current is induced on each 
of the arms of the second dipole. As a consequence, one could measure the 
self-impedance of the first dipole in the presence of the second simply by open 
circuiting the second dipole thereby rendering it nonresonant and reducing the 
current on it. Clearly one could not do this if the second dipole were, say, one 
wavelength long (see Fig. 5-3) 

The above discussion suggests the equivalent circuit of Fig. 3-29 for the coup- 
ling between two resonant antennas (see Prob. 1.7 4), Note that if the terminals 
on the right are open circuited Z, in = 2, 

In general. to determine the mutual impedance between rwo antennas, we 
perform the following three measurements [7]. 


1. Measure Z,, at the terminals of antenna 1 with antenna 2 either removed or 
open circuited 
2. Measure Zz in a similar manner to that for Z;, 
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Figure 3-29 Network representation of the coupling 
between two antennas. 


3. Measure Z,_,, when antenna 2 is short circuited, that is, Z; = 0. From (3-102) 
we find that 


Zi = ZulZu — Zi.) (3-103) 


AII quantities on the right are known from the three measurements and thus Z,5 
can be computed. Knowing the mutual impedance we can then use (3-96) to 
calculate the active impedance. In turn. knowing the active impedance, we can 
determine the voltage necessary to establish the current required for the proper 
array radiation pattern. Of course this procedure is only valid for a two-element 
array. In general, it is necessary to use the system of equations given by (3-94) in 
an antenna synthesis procedure. 


3.7 PHASED ARRAYS 


An array antenna whose main beam maximum direction or pattern shape is 
controlled primarily by the relative phase of the element excitation currents is 
referred to as a phased array. Phased arrays* are finding increasing application 
in radar where extremely fast tracking is required, in direction finding. and 
communications where the radiation pattern must be adjusted to accommodate 
varying traffic conditions. In this section the scanning of the pattern main beam by 
element current phase control is discussed. Pattern shaping by element current 
amplitude and phase control is found in Chapter 10. 

Consider an array of similar elements with centers at arbitrary locations on 
the z-axis, The currents are 


ЖЕСТ (3-104) 


^ An excellent review of microwave phased arrays is found in [9] 
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If the elements are phased so that 
a, = —Bz,, cos 9,. (3-105) 


the array is said to be of linear phase, or uniform progressive phase. The phase shift 
is linear with the element positions z, and the slope, or proportionality constant, 
is f cos 0,. The array factor (3-65) then becomes 


N-1 
АҒ- y A,r ont), (3-106) 
LL 
The array factor is maximum when the far-field contributions from the elements 
add in-phase. This occurs for cos 0 = cos 0,, or 0 = 0,. In other words, the main 
beam maximum direction is 0, . For an equally spaced array z, = nd and a, = ло 
where « = — fid cos 0, . 

If the phase of each element is changed with time according to (3-105) the 
pattern is scanned and thus the main beam pointing direction 8, changes with 
time. Figure 3-30 shows the patterns of a linear array with different linear phase 
shifts. Note that as the beam is scanned from broadside (0, = 90°) the main 
beam broadens. This is called beam broadening. Remember that the entire pat- 
tern is formed by rotating the pattern shown around the z-axis. It turns out that 
as the main beam is scanned away from broadside the main beam broadening is 
just about compensated by the reduced volume contained in the total pattern 
(formed by rotation about the array axis). The directivity as a function of scan 
angle is found in Fig. 3-21 for five element arrays. For equally spaced arrays 
with spacings less than a half-wavelength, as the beam approaches endfire it is 
not broadening as rapidly as is the pattern volume decreasing. Therefore, the 
directivity remains nearly constant for wide scan angles about broadside but 
increases near endfire. For slightly greater than half-wavelength spacings, а grat- 
ing lobe begins to appear for scan angles near endfire and the directivity 
decreases, Again, refer to Fig. 3-21. 

If an equally spaced array has half-wavelength spacings. there is exactly one 
period of the array factor in the visible region. At endfire then, there will be two 
endfire main lobes. For spacings greater than a half-wavelength. part or all of a 
grating lobe will become visible before endfire is reached. When large interele- 
ment spacings are used and many grating lobes appear in the visible region the 
array is called an interferometer. Each major lobe has a narrow beamwidth but 
there are many of them. If Jarge element antennas are used, the element pattern 
will also have a relatively narrow beam which will decrease the size of the 
grating lobes. 

Occasionally array clement currents have a phase that is nonlinear with dis- 
tance along the array. Nonlinear phase arises in certain shaped-beam synthesis 
cases, The patters, of course, can still be scanned by applying a linear phase 
Then 2, would contain both a linear part as in (3-105) and a nonlinear рам, 
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(4) 


(c) Bifurcated pattern; 0,530. (d) Endfire 


Figure 3-30 Scanned patterns of а uniformly 
case; 11. = 0 


excited, equally spaced (d = 0.4;), five-element, 
linear phased array. The patterns are linear, polar 
plots. The element phases are found from (3- 
105) with =, = mi. (а) Broadside case; 0, = 90 
(9) 9,7 75 
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In ordinary array theory as described in Section 3.3, the principle of pattern 
multiplication allows us to factor the total pattern as 


F(0. 9) = 9.(8, $) f (0. $). (3-107) 


Here g,(0, ф) is the pattern of a single element of the array when physically far 
removed from all other elements of the array. The array factor /(0, ф) is the 
pattern of an array with the elements replaced by point sources with the same 
current amplitudes and phases. This idealization is used when the element 
antennas are similar; that is, each element of the array has an element pattern 
given by д,(0, Ф). In practice, the performance of an element operating in the 
array environment is different from its performance when isolated. Each element 
of the array is affected by the presence of other elements as discussed in 
the previous section. Since this mutual coupling depends on the array geometry, 
the performance of the elements in the array will vary with location in the array 
as well as scan angle. This is because in a (finite) array each element operates in 
a different environment. For example, an element on the end of a linear array 
"sees" all of elements in one direction and none in opposite direction, whereas 
the center element of the array "sees " half of the elements in each direction. 

The effect of mutual coupling between array elements is threefold. First, the 
impedance of an element when operated in the array differs from its impedance 
when it is far removed from any objects, as we saw in the previous section. The 
impedance depends both on the location within the array and also the main 
beam scan angle, that is, element phasing; see (3-96). Second, the radiation 
pattern of an element when operated in the presence of the other array elements 
is different from its pattern when isolated. Again the pattern of an individual 
element in the array depends on its location in the array. Finally, the polarization 
characteristics of an array of similar elements may be different from that of a 
single isolated element. 

The (unnormalized) pattern of an array which includes the effects of mutual 
coupling is found as follows 


F0. Ф) = У gU. ф.п),е!” “ (3-108) 


where g,((, d». n) is the pattern of the nth element of the array when operated at 
its appropriate position in the array. The vector г, is а position vector from the 
coordinate origin to the element position. and ғ is unit spherical radius vector 
for the same coordinate system: see (1-93). This formulation does not restrict the 
element centers to be located along a line, but permits arbitrary locations in 
space, In general 2 knowledge of the patterns 4,0, ф. п) is not available. 
However, in many cases it is possible to obtain an approximate pattern expres- 
sion. If the array is large so that edge effects are small. the elements and their 
generator impedances are nominally identical, and the elements are regularly 
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spaced so that each element “sees” about the same environment, then we can 
obtain an array-element factor g,.(0, $). This factor is an element pattern of a 
“typical” element in the array and it contains the pattern effects of the element 
type plus interaction effects between elements. It may be obtained by exciting a 
typical element and match loading the remaining elements of the array. Since the 
array-clement factor is typical of clement performance, (3-108) can be approx- 
imated as 


F salb. 9) х 9.40, Ф) T І, et ^ (3-109) 


Note that the summation is now the array factor, that is, the pattern of point 
sources with position vectors г, and currents 1,. 

So far we have not discussed how power is distributed to clements of an array. 
There are many techniques employed in practice but they can be broadly 
classified into three types: parallel, series, or space feed networks. Figure 3-31 
shows examples of cach. The parallel feed of Fig. 3-31a is also called a corporate 
feed because it is similar to a corporate structure diagram of a large corporation, 
Note that the path length to each element is equal, thus the amplitude and phase 
of the currents will also be equal. Variable attenuators and phase shifters may be 
inserted to adjust the amplitude and phase if desired 

The array of Fig. 3-315 employs a series feed, which is casy to construct but 
may be difficult to design. As the wave travels down the transmission line it is 
attenuated because of power radiated by the antenna elements. This must be 
accounted for in the design by determining the fraction of power radiated by 
each element. The load impedance is usually a matched load to prevent 
reflections, The relative phase between each pair of adjacent elements is 
determined by the transmission line electrical length and the effects of mutual 
coupling. By changing the frequency. the electrical length, and thus the phase 
between each element, is changed. The resulting phase control via frequency 
control can be used to steer the pattern main beam. This is referred to as 


Jrequency scanning. In all series fed arrays the relative phases of the antenna 


elements are affected by changes in frequency, whereas in parallel fed arrays they 
are not. One example of a series fed array is a waveguide with milled slots which 
act as radiating clements 

A way to avoid a complicated feed structure is to use a space feed. An example 
is shown in Fig. 3-31c. One primary radiating antenna is excited by the transmit- 
ter and is used to illuminate several pickup antennas. The relative current ampli- 
tudes in each pickup antenna is determined by the radiation properties of the 
primary antenna. Phase differences may arise due to the different path lengths 
from the primary antenna to the pickup antennas. Each pickup antenna is 
connected, through perhaps а variable attenuator and/or phase shifter, to а 
secondary transmitting antenna. These secondary transmitting antennas then 
form the array 
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(a) 


tb) 


Primory > y ( ; C ; С 
Transmitting 
antenna 3 xf ( ^ 9 


Pickup Secondary 
antenna trangmit ting 
antenna aray 
їе) 
Figure 3-31 Various types of feeding structures for arrays 
(а) The corporate (or parallel) feed. (b) The series feed (с) 


The space feed 


Array antennas are encountered in practice with many element types and 
configurations. For example, a very popular antenna system is one employing an 
array of antennas (usually horns) feeding a reflector antenna. This utilizes the 
large aperture of the reflector as well as the scanning capabilities of the feed 
array, Also, practical array antenna feed networks are of many hybrid forms, For 
example, the Hostile Weapons Locator System (HOWLS) experimental radar 
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system for use in small Remotely Piloted Vehicles is a linear phased array which 
combines corporate and series feeds [10]. The input is divided 16 ways with a 
corporate feed and then each corporate feed output is connected to a series fed 
subarray with 13 microstrip dipole radiating elements. The amplitudes to each of 
the 208 elements is that of the 25-dB (ii = 3) Taylor line source (see Section 10.4.2). 
which is similar to the Dolph-Chebyshev array. The array has a half-power 
beamwidth of 0.45? at 16 GHz, is 2.5 m long, can be scanned + 30°, has a gain of 
27.5 dB and a side lobe level of —18.5 dB. This array architecture yields an 
array system that can be mass produced without individual optimization of each 
element after production. 


3.8 PERSPECTIVE 


The first five sections of this chapter dealt with the analysis of linear arrays of 
elements having known currents. From this analysis it was possible to learn 
many things about arrays, such as how to scan a main beam and how to control 
side lobe levels. Of necessity, the analysis ignored mutual coupling. In some 
simple design situations it may be valid to do so. In more complex design 
settings mutual coupling must be taken into account, often quite accurately. This 
Is not an easy task. One of the rcal challenges in the design of arrays for the 
creation of a desired pattern is the actual establishment of the current on the 
elements dictated by the analysis procedure. The mutual coupling aspect of array 
design will be addressed further in subsequent chapters. 

Also in this chapter the relationship between a current distribution in space 
and its radiation pattern was established. We found that for a uniformly spaced 
array the array factor takes the mathematical form of a Fourier series: see (3-18). 
In the next chapter we will sce that the pattern factor of a continuous current 
source in the form of a line source is related to the current distribution by a 
Fourier transform. In both cases (discrete or continuous current distributions) 
the same general principles apply. That is. as the current amplitude taper toward 
the ends of the source is increased. the side lobes are reduced and the beamwidth 
IS inereased, Also. the main beam pointing direction can be scanned by applying 
à phase shift along the source which is linear with distance. These general 
lealures which we have demonstrated for linear arrays will be seen to hold true for 
all types of antennas. 
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PROBLEMS 


3,141 Consider an array of two elements spaced one wavelength арап with currents that 
are equal in amplitude and 180* out-of-phase 

(a) Use the inspection method to rough sketch the polar plot of the array factor 

(b) Derive the exact array factor as a function of 0 if the elements are on the z-4Nis 

(е) For what angles of / is this array factor maximum ? 

(d) What is-the expression for the normalized аттау factor 111(0)|7 

(c) Show that (3-20) reduces to your answer in (d) 
21-2 Use the techniques of Fig. 3-9 10 obtain a polar plot of the array factor ol the array 
given in Prob, 3,151. 
3,1-3 Use the techniques of Fig. 3-9 to obtain a polar plot of the array factor of à 
two-element, onc-wavelengih spaced аттау with equal amplitude and equal phase currents 
(Example 3-4), 
31-4 Usually the interelement spacing of an array is about one-half wavelength Spacings 
much greater than this produce major lobes in undesired directions. To illusttate this 
point use the techniques of Fig 3-9 to sketch the аттау factor for a iwWo-element array 
with equal amplitude, i-phase elements in polar form for the followmg spacings: (a) d = 
Запа (byd = 24. Examples 3-1 and 3-4 and this problem show the effects of spacing on 
an array of fixed excitation 
21-8 Using the array factor for a wo-element broadside array (ә = 0) with equal eurrent 
amplitude point source elements, show that the direetivity expression is 


^ 


D- 
1- (sm (M) id 


Hint; Change from variable 0 to и fM cos t 
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3.1-6 Plot the directivity expression of Prob. 3.1-5 as a function of d from zero to two 
wavelengths. 

3.2-1 Prove that the array factor magnitude | /(0)| for a uniformly excited, equally 
spaced linear array is symmetric about i = 

3.2- Show that the array factor expressions (3-20) and (3-35) for a two-element uni- 
formly excited array are identical. 

32-3 Derive (3-44). 

3.2-4 The expression for the half-power beamwidth of the array factor for a broadside, 
uniformly excited, equally spaced, linear array may be approximated as 


4 
НР-К Na 

for Nd > 2. Determine K for N = 10 and 20, and compare to (3-45). 
3.2-5 In this problem the effects of phasings and spacings on a simple array аге il- 
lustrated. Consider an equally spaced five-clement array with uniform current amplitudes, 
Sketch the array factors for: 

(a) d= 2/2, broadside case (0, = 90°) 

(b) d = A, broadside case. 

(c) d= 24, broadside case 

(d) d = 4/2, 0, = 45". 

(e) d = 4/2, 0), = 0“. 
These five plots can be obtained from one universal pattern plot as discussed in Sections 
3,1 and 3.2. For the last two cases determine the mterelement phase shift x required to 
steer the main beam as specified. 
22-6 Repeat Prob 32-5 using the ARRFAC and PPLOT computer programs in 
Appendix G. 
22-7 Design a five-element unitormly excited, equally spaced linear array for: 

(а) Main beam maximum at broadside. 

(b) Main beum maximum at 45% from broadside (0, = 45°) 
1n each case select the element spacing and linear phasing such that the beamwidth is as 
small as possible and also so that no part of a grating lobe appears in the visible region. 
Sketch the polar plots of the patterns. 
3.2-8 Design and plot the array factor for an ordinary endfire. five-clement. uniformly 
excited linear array with spacings d = 0.357, Use 8, = 180° and find x Compare the polar 
pattern то the one in Fig. 3-14 which is of a similar array with increased directivity. 
33-1 Two collinear half-wave dipoles are spaced а halt-wavelength арап (but not quite 
touching) with equal amplitude and equal phase terminal currents. What is the expression 
for the far-field patiern F(a) if the element centers are along the c-axis? Use pattern 
multiplication ideas to rough sketch the pattern 
3.3-2 (а) Repeat Prob. 2,3-1 for one-wavelength spacing 

(b) Plor /0) directis to check your pattern multiplication result 
3,2-3 Two parallel half-wave dipoles are spaced one wavelength apart with equal ampli 
tude and equal phase terminal currents. The element centers are голд the z-axis and the 
dipoles are parallel to the ах» Write the expressions for the far-field pattern (0, à) 
Rough sketch this pattern, using pattern multiplication ideas, in both the Nz-plane and 
the v plane, 
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3.3-4 A linear array of three, quarter-wavelength long. vertical monopoles are operated 
against an infinite, perfectly conducting ground plane. Let the element feeds be along the 
z-axis, the ground plane in the уг-ріапе, and the monopoles in the x-direction. 

(a) Design the array as a Hansen- Woodyard increased directivity endfire array, that is, 
determine the element spacings and phasings (choose d = 0.34). 

(b) Use the universal array factor plot for three uniformly excited elements to obtain à 
polar plot of the array factor for this problem. 

(c) Write the expression for the complete pattern. 

(d) Using pattern multiplication ideas rough sketch the complete far-field patterns in 
the xz-plane and the yz-plane. 
3,3-5 A two-clement array of vertical short dipoles is operated a quarter-wavelength 
above a perfect ground plane as shown. The elements are a half-wavelength apart and are 
excited with equal amplitude and opposite phase. Obtain polar plots for the radiation 
pattern of this. radiating system іп the wz- and yz-planes. Carefully explain how: you 
obtain these plots 


3,3-6. Prove that cos p= sin (0 cos ф. See Fig. 3-18 
2257 fourselement lines: array of paralel, in-phase, half-wave dipoles is located M4 
in front of a large planer reflector located in the yz-plane. Assume the reflector to be 
a preteet ground plane. H the dipoles are parallel to the z-axis and spaced A/2 apart, 
skeich the complete pattern in the xy- and xz planes. Show your reasoning. 
3.3-8. Use the АКАРАТ and PPLOT computer programs to generate the principal plane 
far-field plots of; 
(а) The array in Proc 
(b) The array of Prob 
(с) The array i Prob. 33-3 
id) The array m Proh 222 
(8) The arriy et Proh. 527 


E 


22-9 A uniform сэ, unequally spaced linear аттау of four merrofue senes gs 
shown below, Using the primople ef pattern muluplication sketch the amis. pattern, 


Showing your Intermedzco steps Cun (535) and the graphical procedure be used to verity 
vour final result? Wis 
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3.3-10 A two-dimensional, uniformly excited array is shown below. Using the principle of 
pattern multiplication sketch the pattern of the eight-clement array, showing your inter- 
mediate steps. 
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34-1 Calculate the directivities in decibels for the following broadside arrays of point 
sources; 2 % 

(a) N =2,d = 2/2. 
* (b) N= 10 d = 4/2. 

(с) N= 15, d = 2. 
3.4-2 Evaluate (3-78) for d = 34.8 and N = 10 for: 

(a) Broadside, and compare result to that of (3-80). 

(b) Ordinary endfire. and compare result to that of (3-81). 
34-3 Evaluate (3-78) and plot D as a function of d/4 for N = $ and endfire operation 
Compare to Fig. 3-21. 
A4-4 The approximate directi ity formula of (3-80) for long. broadside linear. arrays of 
isotropic elemenis сап be checked m the following two ways using HP 305886 41. 
from (3-45). 

(a) Use D = 4л,0 to find D in terms of 4 L. 

(b) It has been shown [11] that the following formula gives good results for broadside 
collinear arrays 


101 
p = ” З 
HP, — 00027(НР,) 
Where HP; is the hall power beamwedth of the агау pattern m degrees. Use HP s /sNG 


Ab and f, p 230 find D 7 KI. 2. find А 

A4-8 Wine a computer program to calculate the directivity for the arrays jen m 
Table 3-1. Treat N. D z. and a as input ханы). 

X4-6 Show that D= N for an ordinary endfire linear array of equally excited isotropic 
elements with spacing d= 4 4 

2,4-7 Evaluate the directivity (in decibels) of a uniformly excited. broadside array of 
сіріп isotropic lements spaced 07, apart m two ways: (а) пот Fig 3.20, und (b) using 
( 3-80) 

3.5:1 Use the NEESLAP. and PPLOT computer programs to plot the атау factors 
shown in Figs. 3-23 and 3-25. Verily the side lobe levels and beamwidth values. 


172 ARRAYS 


3.5-2 (a) Show that (3-91) follows from (3-90). 

(b) Show that (3-93) follows from (3-91). 
3.5-3 Verify the directivity values given in Figs. 3-23c, 3-23d, 3-23e, and Fig. 3-25a. 
3.6-1 Two antennas have the following self- and mutual impedances: 


Zi = 70£0*, Z3; = 100 4 45°, Z1; = 604 —10* 


(а) Find the input impedances to antenna 1, if antenna 2 is short circuited. 

(b) Find the voltage induced at the open circuited terminals of antenna 2 when the 
voltage applied to antenna 1 is 120° V. 
3.7-1 Compute the phases (in degrees) for each element current required to produce the 
pattern of Fig. 3-30. Choose the center element to have zero phase. 
37-2 Obtain а family of plots similar to those of Fig. 3-30 for (a) d - 0.54 and (b) 
d - 0.64. You can use ARRFAC. à 
3,7-3 An interferometer is constructed from five collinear halfwave dipoles spaced two 
wavelengths apart. Sketch the polar plot of the complete array pattern. You can use 
ARRPAT. 
3.7-4 Show how the general phase term fir: г, of (3-108) reduces to that of (3-65), 
Bz, cos 0, for a linear array. 
3.7-5 A parallel fed, uniform array of five half-wave dipole elements has half-wavelength 
spacing at 300 MHz. The five dipoles are located along the z-axis as shown in Fig, 3-18, 
and they all have the same phase. If the array is operated at 360 MHz, compare the 
pattern in the yz-plane at 360 MHz with that at 300 MHz. 
3.74 Repeat Prob. 3.7-5 if the array is series fed, starting with the element closest to the 
coordinate origin. Assume all elements have the same amplitudes and that there is 1 m of 
a line between adjacent elements which are a half-wavelength apart at 
300 MHz. 
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In Chapter 1 we found that far-zone fields are obtained by a radiation integral 
over the current distribution. For a line source along the z-axis the far-zone 
electric field intensity from (1-101) and (1-104) is 


E = 6j edad гей е dz’ 4-1 
-бол%- sin f lee z (4-1) 


where the line source current distribution 1(2) is of length L centered symme- 
trically about the origin as shown in Fig. 1-8. The far-zone magnetic field inten- 
sity is then simply H, = E,/n. The element factor is sin 0. The pattern factor is 


f (0) and is obtained by normalizing the integral in (4-1). This pattern factor is 


solely determined by the current distribution /(z'). 

In Chapter 3 we found that the far-zone fields of an array are obtained by 
summing over the individual element currents. For an array of collinear short 
dipoles the far-zone electric field intensity from (3-53) is 


CH Gaza 2%”. C RR 45 
E = jwp ta 818 0» he’ Я (4-2) 
The factor sin @ is, in this case, the element pattern and the summation is the 
array factor. Note the similarities between (4-1) and (4-2); the integral in (4-1) is 
replaced by a summation in (4-2), z' is replaced by nd, and 1(:) is replaced by /,,. 
The line source is, in a sense, a continuous array. It will become apparent to us 


a — 
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in the discussion of the line source which follows that much of what we know 
about the pattern characteristics of discrete arrays is also true of line sources. 
Line sources are important because many antennas can be modeled as a line 
source or combination of line sources. 


4.1 THE UNIFORM LINE SOURCE 


We begin our discussion of line sources by considering an important special 
case, that of the uniform line source. A uniform line source has a current disirib- 
ution with uniform amplitude and linear phase progression given by 


I : 
I(z’) = : : 2 (4-3) 
0 elsewhere 


where fl, is the phase shift per unit length along the line source. The unnor- 
malized pattern factor of the uniform line source is 


/.44) = ы I(z')e/^* cos 0 4: = 1, „^ам (4-4) 
“ал 


where 
тэн (45) 


The evaluation of (4-4) is similar to that given in (1-108) for a broadside uniform 
line source. 
It is convenient to introduce an angle 0, such that 


В. = —f cos 0,. (4-6) 
Then (4-5) becomes 


u= pL z (cos 0 — cos 0,). (4-7) 


The far-zone electric field from ie and (4-4) is 
joye ө5іп и 


2: "£s p (4-8) 


The pattern factor of this uniform line source field expression is 


Е, = 


sin u 


f(u) = — (4-9) 
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The linear, rectangular plot of this pattern is given in Fig. 1-10. It is shown in 
Fig. 4-1 as a logarithmic (dB), rectangular plot. The maximum occurs for u — 0 
and is unity (0 dB) there. The nulls occur at multiples of л and are separated by 
л, except for the beamwidth between first nulls which is 27. 

The half-power beamwidth of the uniform line source pattern factor is found 
from solving 


A - mem (4-10) 


The solutions to this are upp = +1.39. Then from (4-7) 
412 E. À 
быр cos BL чив + 905 6, = cos +0443 | + cos 6, . (4-11) 


The plus sign corresponds to the half-power point on the right of the main beam 
maximum and the minus sign to the left half-power point. So from (1-123) 
НР = | биен — Өнь ұм | 


т ЕЕЕ + cos 0,) - сов (04433 + сов 0, | (4-12) 


This formula is general but useful only when both half-power points appear in 
the visible region (0 < 0 < 180°) which in turn requires that the arguments of the 


(dB) 


sin Kt 
ГД 


20 
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30 


10r 8л 6r 4з 2* 0 21 4: 6: В: 10" 


Figure 4-1 Pattern factor of a uniform line source 
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arccosines in (4-12) are between —1 and +1. For a broadside uniform line 
source 0, = 90° and (4-12) reduces to (see Prob. 4.1-1) 


HP-2 чаг (04437) (8, = 90°). (4-13) 
For long (L > 4) line sources this is approximately 
A А 
HP = 0.886 L rad = 50.8 L degrees (0, = 90°) (4-14) 


since sin (х) = x for x <1. For ап endfire uniform line source only one half- 
power point appears in the visible region and then 


HP = 2 ог '(1 EL (0, = 0° or 180%). (4-15) 


For long (L > 2) line sources this may be approximated as (see Prob. 4.1-2) 


HP «2 /оввв? rad (0, = 0° or 180°). (4-16) 


Since (4-16) leads to wider beamwidths than does (4-14), we conclude that 
beamwidth increases as the pattern is scanned away from broadside (see 
Fig. 4-3). 

The ione beamwidth expression HP = 0.886(4/L) for the broadside uni- 
form line source was developed using two approximations. The effect of the 
element factor sin @ was neglected and also it was assumed that the line source 
was long. With a few examples we can see how these approximations affect the 
beamwidth. In Table 4-1 half-power beamwidth values for three uniform line 
sources are presented for various levels of approximation. The first column is 
the HP found from the complete pattern expression 


F(0) = sin оз 291) (0, = 90°). (4-17) 


The second column is the HP obtained from only the pattern factor of (4-9), The 
third column is that of (4-14). Note that even for five wavelengths all values are 
in very close agreement. We can also see that as the length increases the approxi- 
mations improve. 

The largest side lobe is the first one (i.e, the one closest to the main beam). 
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Table 4-1 Half-Power Beamwidth Evaluation for Broadside 
Uniform Line Sources 


Value from 
Exact value from pattern factor Value from 
Length complete pattern F Pus sinu HP = 0386 ^ 
Ї ef (4-17) u ДА 
24 24.766" 25.591* 25.382* 
54 10.112* 10.166* 10.153* 
104 5071* 5.080* 5.076* 


The side lobe maxima locations are found by differentiating (4-9) and setting it 
equal to zero. This leads to 


us, = lanus. (4-18) 


The intersections of the straight line curve us, with the curve tan us, give the side 
lobe maximum locations (the main beam maximum is at us, , = 0). The first side 
lobe maximum occurs for us, = + 1.43л. This is not precisely midway between 
the pattern nulls at л and 2r. The side lobe maxima are slightly closer to the 
main beam than midway between their nulls. Evaluating (4-9) at the first side 
lobe maximum location gives 0.217 or —13.3 dB. 

The polar plot of the pattern factor of a uniform line source can be obtained 
from a universal pattern factor in a manner very similar to that used for linear 
arrays. The uniform line source universal pattern factor is shown in Fig. 4-2a. It 
is used for all source lengths L and scan angles 6, . A typical case is shown in Fig. 
4-2b. The transformation (4-7) between и and @ is illustrated graphically by the 
dashed lines. Pattern values for a given value of 0 can be found from the 
universal pattern factor using this graphical transformation. The radius of 
the circle used in the transformation is BL/2 and its origin is at the value of u 
equal to — (f/L/2)cos 6, . 

As an example consider a three-wavelength uniform line source. The universal 
pattern factor is shown in Fig. 4-3a. The polar plot for the broadside case is 
shown in Fig. 4-35. The pattern factor for a main beam maximum angle of 45° is 
polar plotted in Fig. 4-3c. The endfire case is shown in Fig. 4-3d. Notice that the 
main beam (and also the side lobes) widen near endfire, as pointed out earlier. 
The current distributions required to produce those patterns are shown in 
Fig. 4-4. The amplitudes are constant in all cases, as illustrated in Fig. 4-4a. The 
required linear phase distributions for main beam scanning are shown in 
Fig. 4-4b. 

The effects of the element factor on the total pattern are shown in Fig. 4-5 for 
the three-wavelength uniform line source. In the broadside case of Fig. 4-5a the 
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-0т -5я -4r -3я —2* -я 0 л 2 


Figure4-2 Illustration of obtaining a polar plot from the universal pattern 
factor of auniform line source. (а) Universal pattern factor. ( b) Polar plot 
of pattern factor for L = 42. 


Figure 4-3 Pattern factors for a three-wavelength lor 
(1.34) uniform line source for various scan conc 
tions. (a) Universal pattern factor. (5) Polar plot of pe 
tern factor for 8,L/2 = 0 (6, = 90°), (c) Polar plot 

pattern factor for 8,1.2 = -2.12т (0, = 45°). (d) Pol 
plot of pattern factor for 8,1/2 --01,/2 = -3m (0, = 0 
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142) 


Phase [/(z)] = B,z = -Й: cos 6, 


(b) 


Figure 4-4 Current distributions for the three-wavelength 
uniformlinesource patterns of Fig. 4-3. (a) Current amplitude 
distribution. (b) Current phase distributions. 


element factor has a relatively minor effect. However, in the endfire case of 
Fig. 4-5b where the pattern factor alone produces a single endfire beam, the 
element factor effect on the total pattern produces a null in the endfire direction, 
thus bifurcating the main beam. 

Next we consider the directivity of the uniform line source. The directivity can 
be found easily if the element factor is assumed to have a negligible effect on the 
pattern, Then, we can work with the pattern factor f alone. First, the beam solid 
angle is from (1-140) and (4-9) 

2 


sin 040 аф. 


"IN. 
a=] | 
“0 “0 


sin u 


(4-19) 
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Element Pattern Total 
factor. factor pattern 
g(8) = sin 6 fie Fiai 


(a) 


a осил алан гэгээн 


i 


(b) 


as given by (4-5) then du = — (f L/2)sin 0 40 and (4-19) becomes 


1 (та +12 sin? и du 


w=] шк... жа 
- (BL/2) 


a 
“0 "Wear u 


2524. 


À E: sin? u 
2 
q,-mua M 


Figure 4-5 Total patterns for a three-wavelength uniform line source, 
(a) Broadside case (0, = 90°, 3, = 0). Pattern factor is from Fig. 4-3). 
(b) Endfire case (0, = O°, B. L/2 = —3z). Pattern factor is from Fig. 4-30. 
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with the element factor g set to unity. If we change the @ integration variable to u 


(4-20) 
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Evaluation of this expression for the general case is discussed in Prob. 4.1-7. For 
the broadside case (f, =) the limits on the integral are - 1/2 о fiL/2. If 
further L > å, then BL/2 > 1 and we approximate the limits as - оо to + оо, and 
using (F-12) the definite integral has a value of л. Thus Q, = 247/1. and 
D = 4n/Q, yields 


р, =2 1 (broadside, L > 4). (4-21) 


where the subscript u indicates a uniform line source. For the endfire case 
(B, = +B) the integral limits are 0 and BL/2 which are approximated as 0 and oo 
when L > A; this yields a value of 2/2 for the integral. So Q, = An/L and 


D,=4- (endfire, L > A). (4-22) 


These are the same directivity results we obtained for linear arrays; see (3-80) 
and (3-81), The uniform line source exhibits the most directivity that can be 
obtained from a linear phase source of fixed length. Other current distributions 
will yield lower directivities. We found this principle to hold true in Section 3.5 
for discrete current distributions (arrays). 

From the beamwidth and directivity relationships presented here for the uni- 
form line source we can begin to get a feel for the pattern changes as a function 
of source length and scan angle. First consider the pattern factor alone. As the 
length increases. the beamwidth decreases and the directivity increases. The side 
lobe level (if the line source is long enough for the first side lobe maximum to be 
visible) remains constant with length variations: it is always —13.3 dB for a 
uniform line source. For a scanned line source the beamwidth increases as the 
main beam is scanned away from broadside. However, the total main beam 
volume (obtained by rotating E-plane pattern about --axis) decreases and con- 
sequently Q, decreases which in turn leads to an increase in directivity. The 
beamwidth and directivity change slowly for scan angles near broadside but 
change rapidly near endfire. The complete pattern must include the element 
factor effects. For long sources (L > 2) the pattern factor / (0) has a much nar- 
rower pattern than the element factor 4(0) = sin 0 and the total pattern obtained 
from 4(0)/(0) is closely approximated by / (0). The side lobe level, beamwidth, 
and directivity values are then accurately determined from the pattern factor / (0) 
alone. except near endfire where the element factor becomes significant since it 
forces the total pattern to zero in the ( = 0 and 180° directions. as illustrated in 
Fig. 4-5), 


Example 4-1. Plane Wave Incident on a Slit 


A simple physical example of a uniform line source ts a long narrow slit in a good 
conductor which has a uniform plane wave incident on it, as illustrated in Fig, 4-6. Phase 


« 


} 
1 
Ї 
hi 


—je un 


Ж 


Y 
\ 


Figure 4-6 Example of a uniform line source: an 
infinitely long slit of width L in a good con- 
ductor illuminated by a uniform plane wave from 
the left. (а) Broadside case: (/,= 90 апа 
В. = —ficos90 = 0. (b) Intermediate case: 
В. = —Bcost,. (c) Endfire case: 0, = О and 
ll, = –В 
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fronts (planes of constant phase) are indicated by the parallel lines. In Fig. 4-6a the wave 
is normally incident on the slit. Thus, the slit has a uniform amplitude excitation and also 
has uniform phase since the phase fronts are parallel to the slit. The slit then behaves as a 
uniform line source with uniform phase across it. This equivalence of a field distribution 
to a current distribution will be discussed further in Section 8.1. It is obvious, however, 
that the maximum radiation on the right-hand side of the slit will be primarily in the 
direction of propagation of the incident wave coming from the left, that is, 0, = 90°. For a 
line source the phase shift along the source is related to the direction of maximum 
radiation 0, by В, = -Й cos 0, where in this case Й is the phase constant of the incident 
plane wave. Since 0, = 907, B, = —f cos 90° = 0. This says that there is no phase shift 
along the slit, We already observed that this must be true for a plane wave normally 
incident on the slit. 

If the direction of propagation of the plane wave makes an angle 0, with the slit plane, 
there will be a phase shift along the slit due to different arrival times of the wave. In fact, 
this phase shift is given by f, z' where fj, is the phase shift per meter along the slit and we 
have assumed zero phase at z' = 0. But the phase shifts f rad/m in the direction of 
propagation, so the phase shift for distance Ar along the direction of propagation is 
Аф = — BAr (since the wave propagates as е /”). The same phase shift is encountered іп 
the distance Az along the slit, or Аф = ff, Az (see Fig. 4-6). But Ar = Az cos 0,, and since 
the phase shifts are equal we have Аф = — А: cos 0, = fl, Az. Thus В, = ~ 3 cos 0, as 
given by (4-6), which was then a convenient definition. It is obvious from Fig. 4-6b that 
the maximum radiation from the slit or its equivalent line source will occur in the 
direction of propagation of the wave 0 = 0,. 

In Fig. 4-6c the incident wave is traveling parallel to the slit. The phase shift per meter 
along the slit is obviously equal to the negative of the wave phase constant. This also 
follows from f, = —fi cos 0, = —fi for 0, = 0°. The radiated wave on the right side is 
endfire in this case. 


4.2 TAPERED LINE SOURCES 


Many antennas that can be modeled by line sources are designed to have 
tapered distributions. This is because if the current amplitude decreases toward 
the ends of a line source, the pattern side lobes are lowered and the main beam 
widens. In many applications low side lobes are necessary and a wider main 
beam is accepted as a consequence. This tradeoff between side lobe level and 
half-power beamwidth is a major consideration to the antenna engineer. 

As an example, consider a current distribution with the so-called cosine taper, 
where 


| (ее EO 
з=: ET UM (4-23) 


lo elsewhere. 
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The shape of this current distribution is plotted in Fig. 4-7a. The unnormalized 
pattern factor is then found as follows 


„12 - 
Sanl) = k | 2213 ронена dz 
"-L2 


І 1/2 т os 4 
ML, 8/1.5-8 созе + Mr -AtvL-Bcos0— Д, - 
| 2 +e “14: 
1 ейі + В сох O+ г e A757 Bem 0- Baie 1.2 
2 Да +B сов 0X B) * Да Bem 0—R) 22077 
Evaluating the above expression leads to 
2L 0 


x 1 — [(f cos 0  B,)L/n]- 


Hs) | cos (f 2 


ful со а 
1 zul? 


(b) 


Figure 4-7 Current distribution and pattern factor for a cosine-tapered line 
source. (а) The current distribution amplitude. (6) The pattern factor. 
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Using В, = -В cos 8, as in (4-6) and normalizing such that the pattern factor is 
unity for 0 = 0, gives 


0) = | — ((BL/s)(cos 8 — cos 0,” "e 
This pattern can be written in terms of u using (4-7) as 
лт uy (427) 


This pattern is plotted in Fig. 4-75. Compare it to that of the Fig. 1-10 for the 
uniform line source. 

The side lobe level for the cosine-tapered line source is —23.0 dB and the 
beamwidth is given by 


HP = 1.19 2 rad — 682 1 degrees (4-28) 
for the broadside case. The side lobe level is 10 dB lower and the beamwidth is 
38% greater than a uniform line source of the same length. Although the side 
lobes are reduced from those of the uniform line source, the main beam widening 
leads to smaller directivity than obtained from a uniform line source. The ratio 
D/D,, is used to compare the directivity of a tapered line source to that of a 
uniform line source of the same length. For the cosine taper D/D, — 0.810. The 
actual directivity D from (4-21) is then 


D — 0.810D, — 1.6205 (broadside, L > 4). (4-29) 

If the current amplitude taper is increased as in the case of a cosine-squared 
taper, the side lobes are reduced even more and the beamwidth is further 
widened. The pattern parameters of the cosine-squared case, as well as many 
other important cases, are summarized in Table 4-2 [1, 2, 3]. 

As a further example, consider the triangular current taper given in Table 
4-2a, The pattern (sin u/uJ is the square of the uniform line source pattern. This 
property is apparent when the pattern of Fig. 4-8 for the triangular line source is 
compared to that of the uniform line source in Fig. 4-1. The first nulls of the 
triangular line source are twice as far out as for the uniform line source pattern. 
Thus the beamwidth between first nulls is twice as large. The half-power beam- 
width is 44% larger (from 0.886//L to 1.284/L). Also, the side lobes of the 
triangular line source are twice as wide in the variable u and the side lobe level 
in decibels is twice as small, — 13.3 dB for the uniform line source and — 26.6 dB 
for the triangular line source. The directivity (from Table 4-2a) is 75", of the 
uniform line source value. 
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Table 4-2 Characteristics of Tapered Line Source Distributions 


(a) Triangular taper 


! 2 4. LES] 
-1-- z| sz 1.0 
Цг) ІІ! dass 
sin(u/2) |: 
flu) ua 
Side lobe level L шаг лын 
HP (rad) (dB) D/D, E. 
1.28(4/L) —26.6 0.75 
(b) Cosine tapers 
Ia) 
nz L 
ца) = 008"("=) lls; i «0 
n=1 
Л п= 2 
ЕЕ 
и 
cos и 
= —P39 
Ете”, C -5 | 
1 sin и 
Set 2 
fi) 1 — (и/я)? и " 
Side lobe level 
n HP (rad) (dB) D/D, Type 
0 08867 -133 100 Uniform line source 
1 1197 -230 0810 Cosine taper 
2 : 
2 1.44 L -31.7 0.667 Cosine-squared taper 
(c) Cosine on a pedestal tis) 
= 1.0 
l(z2) 2 € + (1 — Ckos L 
1 3 
ge y - с); ; = = 
- (2и/ = 
{(u) = : d 
ага! -9, Р ы 1 — e: 
2 2 


(continued) 
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Table 42 (continued) 


Edge illumination 
Side lobe level 
20 log C HP (rad) (dB) рур, 
С (dB) 
4 
0,3162 10 1.03 L —20 092 
4 
0.1778 15 1087 -22 0.88 
2 
0 -ж 119 L -23 0.81 


Note 1: The pattern expressions are valid for any value of и = (fL.2)(cos Ө — cos 0,). However, the 
half-power beamwidth values and directivities are approximations for broadside line sources 
(0, = 90° and u = (BL/2)}cos 0) and L » 4 
Note. 2: The directivity for each line source is found from the ratio D/D, as 
D= т D, = - 2 5 
р, р, 4 
for broadside line sources with L > 4. 


Note 3: The element factor sin 0 has been neglected in the calculations leading to the values in this 
table. For long, broadside line sources its effect is minimal. 
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Figure 4-8 Pattern factor of a triangular tapered line source. 
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From Table 4-2 we can generalize and make some statements about current 
amplitude distributions and their infiuence on the far-field pattern. We assume 
that the current is of constant phase. As the taper of the current amplitude from 
the center to the edges of a line source becomes more severe, the side lobes decrease 
and the beamwidth increases. Consequently, the directivity decreases. There is 
then a tradeoff between the side lobe level and the beamwidth for the continuous 
source just as there was for discrete sources (see Section 3.5). The antenna 
engineer must decide on a compromise between beamwidth and side lobe level 
for each specific design problem. 


Example 4-2. A Parabolic Reflector Antenna 


A circular parabolic reflector antenna (see Section 8.6) can be modeled for some purposes 
as a line source. Suppose the reflector is 5 m in diameter and operates at 14 GHz. Further 
suppose the field distribution across the aperture of the reflector is circularly symmetric 
and can be modeled as a cosine on a pedestal line source with а ~ 10-dB edge illumina- 
tion, Then from Table 4-2c the half-power beamwidth is 


00214 
5 


and the side lobe level is —20 dB. Due to the circular symmetry of the aperture distribu- 
tion, these results are valid for any pattern plane containing the normal to the reflector 
aperture, that is, the pattern is also circularly symmetric. Directivity cannot be calculated 
from line source formulas since this is a two-dimensional aperture. Much more will be 
said about aperture antennas in Chapter 8 where, as in this example. line source results 
will play an important role. 


HP = 1034 = 103 = 0.00441 rad = 0.25* 
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PROBLEMS 
41-1 Show that 
cos '(-x)— cos '(x)=2 ѕіп '(x) 


and thereby proving (4-13). To do this introduce x such that x = sin and use 
cos(a + m/2) = Fsin x 
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41-2 Prove the half-power beamwidth expression for ап endfire, uniform line source. 
Start with (4-15) and derive (4-16). Hint: let x = соз '(1 — y) where у = 0443(4/L). then 
form cos? a, neglect уі, expand 1 as cos? х + sin? a, and use sin 2 >a. 

41-3 Show that the far-zone electric field expression E, for a broadside, uniform line 
source approximates that of an ideal dipole for short line sources (L < A). 

41-4 Compute the half-power beamwidths (in degrees) and the directivities (in decibels) 
for the following uniform line sources: 

(a) Eight-wavelength broadside, uniform line source. 

(b) Eight-wavelength endfire, uniform line source. 

(c) Sixteen-wavelength broadside, uniform line source. 

(d) Sixteen-wavelength endfire, uniform line source. 

41-5 (a) Use the universal pattern factor for a uniform line source to obtain polar plots 
of a four-wavelength uniform line source for two cases: broadside and endfire (0, = 0°). 

(b) Measure the half-power beamwidths from the polar plots obtained in part (a). 

(c) Calculate the half-power beamwidths in degrees using (4-14) and (4-16). The 

agreement between these results and those of (b) depends mainly upon how accurately 
you constructed the polar plot. 
4.1-6 Verify the half-power beamwidth values in Table 4-1 for the three levels of approxi- 
mation for uniform line sources with the following lengths: (a) 2A, (b) 54, and (c) 107. 
4.1-7 Uniform line source directivity. 

(a) Show that (4-20) leads to the expression 

н : 01 + Si(a) + Si(b) 
where D, is the directivity of a uniform line source with excitation phase shift per unit 
length of Ba, a = (f — B,)L, b = (B + B,)L. and Si is the sine integral function defined in 
(F-13), 

(b) Plot the directivity relative to that of the broadside, very long, uniform line source 
case, that is, D,/(2L/2). for BL = 10 and BL = 100 as a function of 0, from 90° to 0°. 

(c) What does the expression in part (a) reduce to for the broadside case (0, = 90°)? 

(d) As L becomes much larger than a wavelength show that your result in part (c) gives 
(4-21). 

(c) Use the result from part (c) and plot the directivity relative to that of a broadside, 
very long, uniform line source (i.e. 4D,/2L) for BL from 1 to 10. This result shows how 
well the long line-source directivity approximation behaves. 

42-1 Verily for the cosine-tapered line source pattern of (4-27) that (a) HP = 1.19(4 L) in 
the broadside case for L » 4, and (b) the side lobe level is —23.0 dB. 

4.2-2 Construct the linear, polar plot of the pattern factor for a broadside cosine-tapered 
line source which is three wavelengths long. Proceed as in Fig. 4-3. 

4.2-3 A 3-m long, broadside line source operating at | GHz has a cosine-squared tapered 
current distribution. 

(a) Compute the half-power beamwidth in degrees. 

(b) Compute the directivity in decibels, 

43-4 Evaluate the half-power beamwidths in degrees and the directivities in decibels of 104 
long line sources with the following current distributions: (a) uniform, (b) triangular. 
(c) cosine, (d) cosine squared, and (e) cosine оп а - 10-dB pedestal. 
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42-5 Triangular current-tapered line source. 
(a) From the current distribution in Table 4-2a derive the normalized pattern factor 


J(u). 


(b) Verify that the half-power beamwidth is given by 128(2/1) for L > 2 and that the 
side lobe level is —26.6 dB. You may do this by substitution, and also you may find some 
of the results from the uniform line source helpful. 

42-6 The pattern from a triangular-tapered current distribution is the square of that of 
the uniform current distribution. From Fourier transform theory, how are the current 
distributions related ? 

42-7 Dipole antennas with lengths less than a half-wavelength have current distributions 
that are nearly triangular (see Fig. 1-204). 

(a) Write the complete electric field expression E, in the far field for a broadside line 
source with a triangular current distribution. 

(b) Approximate the expression of part (a) for short dipoles (L < A). 

(c) Compare this to the far-field expression for E, of an ideal dipole. Discuss. 

42-8 Derive the pattern factor expression in Table 4-2 for a cosine-squared line source 
current distribution. Also verify the half-power beamwidth expression. 

42-9 A broadside line source has a cosine on а — 10-4В pedestal current distribution. It 
operates at 200 MHz and has a length of 20 m. Compute (a) the half-power beamwidth in 
degrees, and (b) the directivity in decibels 

4.2-10 Derive the pattern factor expression in Table 4-2 for a cosine on a pedestal current 
distribution for a line source. 

42-11 The directivity of a line source can be calculated from 


L2 2 
| Ite) de 
D=; v. 
H pa HEMP 4: 


This is the one-dimensional analogy of (8-65). Use this formula to: 

(a) Derive D, = 2L/A, the directivity of a uniform line source. 

(b) Derive an expression for D/D, of a cosine on a pedestal current distribution, Evalu- 
ate for С = 1, 0.3162, 0.1778. and 0. 


WIRE ANTENNAS 


In this chapter we discuss the important topic of wire antennas. Wire antennas 
are the oldest and still the most prevalent of all antenna forms. Just about every 
imaginable shape and configuration of wires have a useful antenna application. 
Wire antennas can be made from either solid wire or tubular conductors. They 
are relatively simple in concept, are easy to construct, and are very inexpensive. 

To obtain completely accurate solutions for wire antennas the current on the 
wire must be solved for, subject to the boundary condition that the tangential 
electric field is zero along the wire. This approach gives rise to an integral 
equation, for which many approximate solutions have been reported over the 
last several decades [1]. These classical solutions are rather tedious and are 
limited to a few simple wire shapes. On the other hand, modern numerical 
methods implemented on the digital computer are rather simple in concept and 
are applicable to many wire antenna configurations. These numerical (moment 
method) techniques are discussed in Chapter 7. In this chapter we adopt a 
simple approach to solving for the properties of wire antennas. This affords a 
conceptual understanding of how wire antennas operate, as well as yielding 


surprisingly accurate engineering results. For example, during the discussion of 


the loop antenna in Section 5.7 a detailed comparison of results from simple 


theory and the more exact numerical methods demonstrates the accuracy of 


simple theory. 
In this chapter we discuss several resonant wire antennas such as straight wire 
dipoles, vee dipoles, folded dipoles, Yagi-Uda arrays. and loops. Selected 
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traveling-wave antennas are also discussed, but broadband wire antennas such 
as the helix and log-periodic are presented in the next chapter. Methods of 
feeding wire antennas and their performance in the presence of an imperfect 
ground plane are included too. Most of the developments in this chapter utilize 
the principles set forth thus far. Design data and guidelines for the construction 
and use of wire antennas are emphasized. 


5.1 DIPOLE ANTENNAS 


We have discussed the short dipole in Sections 1.8 and 2.1 and the half-wave 
dipole in Section 22. In this section dipoles of arbitrary length are examined. 
The dipole antenna has received intensive study [1, 2, 3]. We will use a simple 
but effective approach which involves an assumed form for the current distribu- 
tion, The radiation integral may then be evaluated and thus also the pattern 
parameters. For dipoles we assume that the current distribution is sinusoidal. 
This is a good approximation verified by measurements. The current must, of 
course, be zero at the ends. We are, in eflect, using the current distribution which 
is found on ап open-circuited parallel wire transmission line. It is assumed that if 
the end of such a transmission line is bent out to form a wire antenna, the 
current distribution along the bent portion is essentially unchanged. Although 
this is not strictly true it is a good approximation for thin antennas, for which 
the conductor diameter is on the order of 0.014 or smaller [4]. 


5.1.1 Straight Wire Dipoles 


A straight dipole antenna is shown in Fig. 5-1 oriented along the z-axis. It is 
fed at the center from a balanced two-wire transmission line, that is, the currents 
on each wire are equal in magnitude and opposite in direction. The current 
distribution along the antenna is assumed to be sinusoidal and can be written as 


I(z) = |, sin 8: - |z| | H <2 (5-1) 


— 

== 

E 

| Figure 5-1 The dipole antenna 
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Hz) 


Figure 5-2 Current distribution on a dipole of length 
L2. 


The dipole is surrounded by free space, thus the phase constant is that of free 
space, В. 

It is helpful to visualize the current distribution on an antenna. Figure 5-2 
shows the current on a dipole for L < 4/2. The solid lines indicate actual cur- 
rents on the antenna and the dotted lines indicate extensions of the sine wave 
function. As a note of caution with this visualization, the dotted portion of the 
current distribution does not appear on the transmission line [5]. For this case 
Im in (5-1) is not the maximum current attained on the antenna. The maximum 
current on the antenna shown in Fig. 5-2 is at the input terminals where z = 0 
and is of a value /,, sin(BL/2). The arrows in Fig. 5-2 show the current direction. 
The currents on the top and bottom halves of the antenna are in the same 
direction at any instant of time. and thus the radiation effects from each half 
reinforce. The transmission line, however, has oppositely directed currents which 
have canceling radiation effects, for typical close conductor spacings. 

In Fig. 5-3 current distributions on various dipoles are plotted together with 
the antennas used to generate them. The sinusoidal curves superimposed on the 
antennas indicate the intensity of the current on the wire, that is, the value of the 
curve at point z is the current value on the wire at the same point z. Again 
the arrows indicate current directions. To construct plots such as these, begin on 
the z-axis at one end of the wire where the current is zero and draw a sine wave 
while moving toward the feed point. The current on the other half is then the 
mirror image. For dipoles longer than one wavelength the currents on the 
antenna are not all in the same direction. Over a half-wave section the current is 
in-phase and adjacent half-wave sections are of opposite phase. We would then 
expect to see some large canceling effects in the radiation pattern. This will be 
shown later to be precisely what happens. For all of the current distributions 
presented, the plots represent the maximum excitation state. It is assumed that a 
sinusoidal waveform generator of radian frequency w = 2лс/2 is connected to 
the input transmission line. The standing wave pattern of the current at any 
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(a) (b) (с) (а) 


Figure 5-3 Current distributions for various center-fed dipoles. Arrows indicate relative 
current directions for these maximum current conditions. (а) L = 4/2. (b) L = 34. (с) 
=å. (d) L = 32. 


instant of time is obtained by multiplying (5-1) by cos wt, which follows from 
(1-6). Тэг? 
To obtain the dipole radiation pattern we first evaluate the radiation integral 


„2 E 
= | zt (5-2) 


47-172 


Substituting the current expression from (5-1) gives 


1/2 


Ла | Im sin "s - | elf coso q- + | 1, sin al; - меш. 
dE лт 2 “0 2 
(5-3) 
Evaluating these integrals (see Prob. 5.1-1) gives the unnormalized pattern 
= 2 
й 21, соѕ[ (81.2 purs m cos(BL/2) (5-4) 
TU OB іп” 0 
Using this in (4-1) leads to the complete far-zone electric field 
-Je 2] /2)cos 0] — cos(BL/2 
E, = jap sin 0 (og etr duos 0] (BL; ) (5-5) 


4nr В sin? 0 
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Noting that @y/B = у. this expression simplifies to 


у. со8 (81/2сов 6] — cos(BL/2) 
g sin 0 : 


e i 


E, = m 55 (5-6) 


The 0-variation of this function determines the far-field pattern. For L = 4/2 it is 


cos[(z/2)eos 0] 
sin 


F(9) = (L- 4/2). (5-7) 
This expression was also derived in Section 2.2; see (2-10). This is the normalized 
electric field pattern of a half-wave dipole. The half-power beamwidth is 78° and 
its pattern plot is shown in Fig. 5-4a. 


Figure 5-4 Radiation patterns of center-fed straight 


(c) dipole antennas. (а) L = 4,2. (Б) L = 4 (c) L= 3. 
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For L= 4 the normalized electric field pattern from (5-6) is 
F(8) = (L= 2). (5-8) 


The half-power beamwidth for this full-wave dipole is 47°. Its pattern is shown in 
Fig. 5-4b. If L = 34. the pattern function is 


cos(iv eos 0) 


|. sin 0 (L= 34). Pe 


F(0) = 0.7148 
The factor 0.7148 is the normalization constant. As predicted earlier, for dipoles 
of length greater than one wavelength, the pattern of the three-halves wavelength 
dipole shown in Fig. 5-4с has a multiple lobe structure due to the canceling 
effect of oppositely directed currents on the antenna. 

As L/A becomes very small the dipole pattern variation in (5-6) approaches 
sin 0. Thus we see again that the pattern of a short dipole along the z-axis is 
sin 0. Recall that the short dipole pattern has a 90° half-power beamwidth; see 
Fig. 1-4р. 

To obtain the radiation resistance, first the radiated power must be found. 
Substituting (5-6) into (1-127) gives 


„2n „ж 2 /2 ов 0] — n)? 
à 23 jeos[(BL/2)cos 0] — cos(BL/2) 5 Sin 0 d0 4ф 
оғ, Qury | sin 0 | 


ma icos[(8L/2 cos 0] – cos(BL/2)}? " 


mI 
= "B| 4ф2 : 1 
Ba? | 4021, uy: (5-10) 


Changing the integration variable to т = cos (/, so dt = —sin 0 40, gives 


"9 (cos((BL/2)c] - cos(BL/2)}? 


EIE 2-2 (-41) 
~ » 1 LI 


« 3 jjj pA - сонца)? вийн) - eos PLY) y 
T. Ур 1-1 1-1 


(5-11) 


where in the last expression the identity 


1 1 1 1 
= а= 54 =) (5-12) 
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was used. Equation (5-11) can be evaluated in terms of sine and cosine integral 
functions; see (F-13) and (F-14). A simpler expression for the special case of the 
half-wave dipole is obtainable in terms of a single cosine integral function. Thus, 
when BL/2 = 7/2, (5-11) becomes 


P, = L| Ші (02) | (5-13) 


1-1 x rue 


Changing variables again as r= 1 — т and w= 1 + т and substituting into 
(5-13) gives 


= -2 sin? (nw. 
P Np p li | sin ea +f sin? (xw/2) zl 
4n Л w 
іп2(л0/2) 21- cos лр 
Л ра * sin*(nv/2) TO. wae ЇГС 1297 : 
ыг | Qo 90 д!" 1, at (5-14) 


Changing the variable of integration to t = zv leads to 


28 KS 
a EM dt = — Яс Cin(2x) = — z; 1202, 44) (5-15) 


— 


P, 


where Cin(x) is related to the cosine integral function by (F-16) and is tabulated 
in [6]. In this case Cin(2z) = 2.44. Using this and у = 1207 in (5-15) leads to the 
radiation resistance for a half-wave dipole as 


2P, 2(15122.44) 


a ГЕ - 73 ohms 


" 

R, = (--5) (5-16) 
The infinitely thin dipole antenna also has a reactive impedance component. 
For the half-wave dipole the reactance is inductive, and the complete input 

impedance is 
Zi, = 73 + j42.5 ohms Пі. = 5) (5-17) 
This can be calculated for an infinitely thin dipole by a classical procedure 
known as the induced emf method [7]. However, the input impedance of dipoles 
with finite wire diameter can be calculated using the numerical methods of 
Chapter 7, where the form of the current is not assumed. The results of such a 
calculation for the input resistance and reactance of a small diameter, center-fed 
dipole are given in Figs. 5-5 and 5-6. The resonance effects are evident in these 


= 
è 
4 


сатыда ev ЭЭ?" 
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Wire Radius - 0.00053 


Re |Z,,) (ohms) 


0 02 04 06 08 10 12 14 16 18 20 
Dipole length, 1.5 


Figure 5-5 Calculated input resistance of a center-fed wire dipole of 
0.0005; radius asa function of length L (solid curve). Also shown isthe 
input resistance Rin = 80n7(L ^? of an ideal dipole with a uniform 
current distribution (dotted curve) and the input resistance 
Ra = 20r'(L 4)? of a short dipole with a triangular current distribution 
approximation (dashed curve) 


plots. Note that the input reactarice is capacitive for small lengths. as we pointed 
out in Section 2.1. 

The dotted curve in Fig. 5-5 is the input resistance from (1-180) for an ideal 
dipole with uniform current. It does not give good results for an actual wire 
dipole às shown by the solid curve of Fig. 5-5. However, the triangular current 
approximation with Ri, = 20л2(1./4)> from (1-189) does give a good approxima- 
tion to the input resistance for short dipoles as demonstrated by the dashed 
curve of Fig. 5-5. Some simple formulas that approximate the input resistance of 


200 WIRE ANTENNAS 


1200 


Wire radius = 0.0005 


900 


300 


Im [Zin] (ohms) 


~300 


-900 


1200 


- 1500 
Dipole length L/A 


Figure 5-6 Calculated input reactance of center-fed wire dipole of 
radius 0.0005; as a function of length L. 


wire dipoles are given in Table 5-1 [8]. For example, using the second formula 
for L= 2/2 gives R,, = 247(1/2)* = 730 ohms which agrees with (5-17). The 
values obtained from Table 5-1 also agree closely with those of Fig. 5-5. 

Input resistance can be related to radiation resistance. There are several ways 
to define radiation resistance by using different current reference points. Usually 
radiation resistance is defined using the current distribution maximum Im, 
whether or not it actually occurs on the antenna. We shall use the symbol R,,, 
for this definition. It is also useful to refer the radiation resistance to the input 
terminal point. In this case the symbol R,; is used. These definitions can be 
related by writing the radiated power as 


P, = М2 К. = Ш К. (5-18) 
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Table 5-1 Simple Formulas for 
the Input Resistance of Dipoles 


Input 

Length resistance 

L К, (ohms) 

2 

0-1-« 5 "(2 ) 

4 2 

д А Ly“ 
2<1<5 242 [57] 


a Ly“? 
cL < 06374 11.14(x5) 


For dipoles that are odd integer multiples of a half-wavelength long, Im = 1, and 
Rim = Ё. A third radiation resistance, denoted by R,, is often used; it is the 
radiation resistance relative to the maximum curent that occurs on the antenna. 
For dipoles less than a half-wavelength long the current maximum on the 
antenna always occurs at the center, and then R,;= R, for center-fed dipoles; 
this was discussed in Section 1.8. In practice we are interested in input resistance, 
so R, is of primary importance. It is related to R,,, for center-fed dipoles by 
setting z = 0 in (5-1) giving 


in = la Sin = (5-19) 


қ 2 


and substituting into (5-18), which yields 


І5 Rim 

1A " зіл) Pm 
R, is the component of input resistance due to radiation and equals the total 
input resistance R,, if ohmic losses are neglected, which we shall do unless other- 
wise indicated. 

For dipole lengths L = 4, 24, 34, ..., BL/2 = x, 2n, 3n, ..., and R, from (5-20) 
is infinite. For example, the one-wavelength dipole of Fig. 5-3c has a current 
zero at its feed point and thus has an infinite input impedance. This, of course, is 
based on the perfect sine wave current distribution. Dipoles of finite thickness 
have large but finite values of input impedance for lengths near integer multiples 
of wavelength, as seen in Fig. 5-5. This effect arises from the deviation of the 
current distribution from that of (5-1) for dipole lengths near integer multiples 
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of a wavelength: there is always a finite input current on an actual dipole. For 
other length dipoles the sinusoidal current distribution is a good approximation 
for thin wire dipole antennas. 

By reducing the length of the half-wave dipole slightly the antenna can be 
made to resonate (X,, = 0). The input impedance of the infinitely thin half-wave 
dipole is then about 70 + /0 ohms. In Fig. 5-6 the dipole of radius 0.00054 reso- 
nates for lengths corresponding to the intersections with the horizontal (Xin = 0) 
axis. The first intersection is the half-wave dipole case and the resonant length is 
slightly less than 2/2. It turns out that as the wire thickness increases the dipole 
must be shortened more to obtain resonance. Approximate length values for 
resonance are given in Table 5-2. For the dipole of 0.00054 wire radius the 
length-to-diameter ratio, L/2a, is 500 for the half-wave case. From Table 5-2 we 
see that about 4% shortening (L = 0.484) would be required to produce reson- 
ance. This agrees closely with the resonance point from Fig. 5-6. In practice, wire 
antennas are constructed slightly longer than required. Then a transmitter is 
connected to the antenna and the standing wave ratio (or reflected power) is 
monitored on the feed transmission line. The ends of the antenna are trimmed 
until a low value of standing wave ratio is obtained. Note that as the length 
is reduced to obtain resonance the input resistance also decreases. For example, 
for a thick dipole with L/2a — 50 and L — 0.4754, the second formula of Table 
5-1 gives Ri, = 64.5 ohms; the reactance is, of course, zero. 

Since dipoles are resonant type structures their bandwidth is low. The VSWR 
as a function of frequency for a half-wave dipole is shown in Fig. 5-7. In general 
bandwidth is defined as "the range of frequencies within which the performance 
of the antenna, with respect to some characteristic, conforms to a specified 
standard " [9]. In this case let the specified standard be a VSWR less than 2.0: 1. 
From Fig. 5-7 we see that the bandwidths are 310 — 262 — 48 MHz and 304 — 
280 = 24 MHz, respectively for а = 0.005 т (L/2a = 50) and а = 0.0001 т 
(L/2a = 2500). In terms of percent relative to the design frequency (300 MHz) 


Table 5-2 Wire Lengths Required To Produce 
a Resonant Half-Wave Dipole for a Wire 
Diameter of 2a and Length / 


Length to 
diameter Percent Resonant Dipole 
ratio, shortening length thickness 
1.2а required L class 
5000 2 0.494 very thin 
50 5 0.4754 thin 
10 9 0.4552 thick 
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VSWR 


f (MHz) 


Figure5-7 Calculated VSWR asa function of frequency for dipoles 
of different wire diameters. 


the bandwidths are 16 and 8%. It is a general principle that the thicker the 
dipole, the wider is its bandwidth. Also, note that the minimum VSWR for the 
thicker dipole occurs at a lower frequency than for the thinner one. In fact, using 
the rules in Table 5-2 the resonant frequencies are calculated to be 285 and 
294 MHz for wire radii of 0.005 and 0.0001 m. These values agree well with the 
minimum points of the curves in Fig. 5-7. 

Finally, we compute the directivity of a half-wave dipole. It is found from 
D = 4nU,,/P,. The radiated power P, was evaluated in (5-15). Using the far- 
zone electric field of (5-6) leads to the maximum radiation intensity as 


2 ір 
r 2 |n "og 2 
= — ш------і ш---: 4 -21 
Um 2n Ег ы 2n (2x) Ял? Is (5 ) 
So 
T | 4nU,, — 4n(n/8n7 I7 
unm Р, ((/8л)!/2.44) 


= 1.64 = 2.15 dB. (5-22) 


This is only slightly greater than the directivity value of 1.5 for an ideal dipole 
with uniform current. So for very short dipoles the directivity is 1.5 and increases 
to 1.64 as the length is increased to a half-wavelength. As length is increased 
further directivity also increases. A full-wave dipole has a directivity of 2.41. 
Even more directivity is obtained for a length of about 1.254. As the length is 
increased further the pattern begins to break up (see Fig. 5-4c) and directivity 
drops sharply. See Prob. 5.1-12. 
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5.1.2 The Vee Dipole 


Wire dipole antennas that are fiot straight also appear in practice. One such 
antenna is the vee dipole shown in Fig. 5-8. This antenna may be visualized as an 
open circuited transmission line that has been bent 50 that ends of length Л have 
an included angle of 7. The angle у for which the directivity is greatest in the 
direction of the bisector of y, is given by 


hy h h 
y= ЫН = 388 (7) +324 05<3 <15 


АЕ А h (5-23) 
1 
= = | - 705|- 5 <- ; 
y us) os() + 162, 15 <= <30 
where the resulting angle у is in degrees. The corresponding directivity is 
D= 294(; + 1.15. (5-24) 


These equations have been empirically derived for antennas with 0.5 < h/A < 3.0 
using the computational methods of Chapter 7. 

The directivity of a vee dipole can be greater than that of a straight dipole. 
This can be seen from the pattern in Fig. 5-9 where h = 0.754 and y from 
(5-23) is 118.5°, Notice that the direction of maximum radiation is ф = 90° while 
radiation in the $ — 270* direction is about 2 dB less. Even more significant is 
the low level of the side lobes. For the most part it is the reduced side lobe levels 
of the vee dipole which give it a greater directivity than the straight dipole 
version (see Fig. 5-4c). The directivity for the vee dipole of Fig. 5-9 from (5-24) is 
D = 294(0.75) + 1.15 = 3.355 = 526 dB. The directivity of a 1.54 long straight 
wire dipole is about 22, or 3.4 dB. 

The input impedance of a vee dipole antenna is generally less than that of a 
straight dipole of the same length. For example, the input impedance of the vee 
dipole in Fig. 5-9 is 102 + j14 ohms which is less than for the straight dipole 
version (L — 1.54) as found from Figs. 5-5 and 5-6. 


Figure 5-8 The vee dipole antenna. 
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Figure 5-9 Far-field pattern of a vee dipole shown in Fig. 
5-8 with arm length h = 0.752 and y= 118.5". The 
plot is in decibels. 


5.2 FOLDED DIPOLE ANTENNAS 


An extremely practical wire antenna is the folded dipole. It consists of two 
parallel dipoles connected at the ends forming a narrow wire loop, as shown in 
Fig. 5-10, with dimension d much smaller than L and much smaller than a 
wavelength. The feed point is at the center of one side. The folded dipole is 
essentially an unbalanced transmission line with unequal currents. Its operation 


--а-- 


Figure 5-10 Тһе folded dipole antenna. 
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is analyzed by considering the current to be composed to two modes: the trans- 
mission line mode and the antenna mode. The currents for these modes are 
illustrated in Fig. 5-11. 

The currents in the transmission line mode have fields that tend to cancel in 
the far field since d is small. The input impedance for this mode is given by the 
equation for a transmission line with a short circuit load 


Z,=jZ, tan BS (5-25) 


where Z, is the characteristic impedance of the transmission line. 

In the antenna mode the fields from the currents in each vertical section 
reinforce in the far field since they are similarly directed. In this mode the 
charges “go around the corner" at the end, instead of being reflected back 
toward the input as in an ordinary dipole, which leads to a doubling of the input 
current for resonant lengths. The result of this is that the antenna mode has an 
input current that is half that of a dipole for resonant lengths. 

Suppose a voltage V is applied across the input terminals. The total behavior 
is determined by the superposition of the equivalent circuits for each mode in 
Fig. 5-12. Note that if the figures for each mode are superimposed and the 
voltages are added, the total on the left is V and on the right is zero as it should 
be. The transmission line mode current is 


lp ==. (5-26) 


(a) (b) 


Figure 5-11 The current modes on a folded 
dipole antenna. (a) Transmission line mode. ( 5) 
Antenna mode. 
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Figure 5-12 Mode excitation and current for a 
voltage V applied to the terminals of a foided dipole. 
Superposition of these modes gives the complete 
folded dipole model. (3) Transmission line mode. 
(b) Antenna mode. 


For the antenna mode, the total current is the sum of each side, or /,. The 
excitation for this current is V/2, thus the antenna current is 


ML ME d 
“ Ұь 22» 
where to a first-order approximation Zp is the input impedance for an ordinary 


dipole of the same wire size [10]. The total current on the left is 7, + 14 , and the 
total voltage is V, so the input impedance of the folded dipole is 


(5-27) 


V 
Zia = T—-TT. -28 
in fy 4 M, (5 ) 
Substituting (5-26) and (5-27) in (5-28) yields 
2 ERD 2 
~ 4,420 (5-29) 


As ап example consider the popular half-wave folded dipole. From (5-25) with 
L= 4/2, Zņ = jZ, tan[(21/2)(4/4)] = |2, tan(x/2) = oc. Then (5-29) gives 


dm dd; (1 - 3i (5-30) 
Thus the half-wave folded dipole provides a four fold increase in impedance over 


its dipole version. Since the half-wave dipole (at resonance) has a real input 
impedance, the half-wave folded dipole will also. 
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Figure5-13 Current forthe antenna mode ofa half-wave folded 
dipole that has been folded out without disturbing the current. 


The current on the half-wave folded dipole is particularly easy to visualize. We 
will discuss this current and also rederive the impedance. If the vertical wire 
section on the right in Fig. 5-10 were cut directly across from the feed point and 
the wire folded out without disturbing the current, it would appear as shown in 
Fig. 5-13. The current is not zero at the ends because they are actually con- 
nected. Perhaps a better way to view this is to fold the current back down and 
note that currents on the folded part are now upside down as shown in 
Fig. 5-14a. The same total current (and thus same pattern) is obtained with both 
the folded and the ordinary dipoles in Fig. 5-14. The difference is that the folded 
dipole has two closely spaced currents equal in value, whereas in the ordinary 
dipole they are combined on one wire. From this it is easy to see that the input 
currents in the two cases are related as 


1, Ms (= 5) (5-31) 


The input powers are 
P, =4Z,,1} (folded dipole) (5-32) 


(а) (5) 


Figure 5-14 Currents on half-wave dipoles. (а) 
Folded dipole. (5) Dipole. 
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and 
Рь= 1215 (dipole). (5-33) 


Since the total currents are the same іп the half-wave case, the radiated powers 
are also. Equating (5-32) and (5-33) and using (5-31) gives 


1221 z З2,А1, 


or 


Zin = 42, (x= 2) (5-34) 
This result is an independent confirmation of the result in (5-30). 

The input impedance of a half-wave folded dipole (at resonance) is four times 
that of an ordinary dipole. A resonant half-wave dipole has about 70 ohms input 
resistance, so a half-wave folded dipole then has an input impedance of 


Zp = 4(70) = 280 ohms (half-wave). (5-35) 


This impedance is very close to the 300 ohms of common twin-lead transmission 
line, 

The input impedance curves for a folded dipole of finite wire thickness are 
given in Fig. 5-15 as a function of folded dipole length. The solid curves were 
obtained from the transmission line model. The wire spacing d = 12.5a is such 
that the characteristic impedance corresponds to a 300-ohm transmission line 
[Z, = (n/n)lIn(d/a) = 120 1n(12.5a/a) = 300 ohms]. The folded dipole input im- 
pedance is then found from (5-25) and (5-29). As an example consider a folded 
dipole of length L = 0.84, spacing d = 12.5a, and radius a = 0.0005). From 
(5-25) 


Z, = j300 tan 0.82 = —j218 ohms. (5-36) 
From Figs. 5-5 and. 5-6 
Z p= 950 + j950. (5-37) 
Using these in (5-29) yields 
2,-28- |461 ohms (L= 0.84). (5-38) 


This result agrees with the values shown in Fig. 5-15. 

Also shown in Fig. 5-15 as dashed curves is the input impedance calculated 
using the more exact methods of Chapter 7. The agreement between the simple 
transmission line model and the numerical method results is quite good. Both 
methods show that the real part of the input impedance is slightly less than 
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Transmission line model 
-------- Moment method model 
2a = 0.0012 
7, = 300 ohms 
4 
10 А 
1 
! 
AO ! 
^ 
I 
E І 
EI 1 
: 
Ф 
ыг. ! 
I 
10! 
(| 
28 | 
10? il 


0.0 0.4 0.8 1.2 1.6 2.0 
Folded dipole 1./3 
(a) 


Figure 5-15 Input impedance of a folded dipole. The solid curves are 
calculated from the transmission line model. The dashed curves are 
calculated from more accurate numerical methods. The wire radius a is 
0.0005; and wire spacing d is 12.5a. (a) Input resistance. 


300 ohms at the first resonance (L = 0.487) and slightly larger than 300 ohms at 
the second resonance (L = 1.474). It is this characteristic of the folded dipole 
that makes it useful at harmonically related frequencies. Note too the very low 
value of Z;, when L = 4, 24, ... . This can easily be explained from the transmis- 
sion line model, since then tan(BL/2) = tan x = 0 and thus 2; = 0 and Z;, from 
(5-29) is zero. 

The folded dipole is used as an FM broadcast band receiving antenna, and it 
can be simply constructed by cutting a piece of 300 ohm twin-lead transmission 
line about a half-wavelength long (1.5 m at 100 MHz). The ends are soldered 
together such that the overall length L is slightly less than a half-wavelength at 
the desired frequency (usually 100 MHz). One wire is then cut in the middle and 
connected to the twin-lead transmission line feeding the receiver. 
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Transmission line model 
-------- Moment method model 

2а = 000124 

Z, = 300 ohms 


Im|[Zin|(ohms) 


0,0 0.4 0.8 1.2 1.6 2.0 
Folded dipole 1./Х 
(b) 


Figure 5-15 (5) Input reactance. 


Occasionally two different wire sizes are used for a folded dipole as shown in 
Fig. 5-16. The input impedance for the half-wave case is given by 


Zi,» (I4- cj Zy (1-7 | (5-39) 


For given values of d, a,, and a; the value of c can be found [10, 11]. As is 
frequently the case, if a; and a; are much less than d, c is approximately given 
by 


, In(d/a;) 
° In(d/a;) (5-40) 


The folded dipole antenna is a very popular wire antenna. The reasons for this 
are its impedance properties and ease of construction. The equal size conductor 
half-wave folded dipole has an input impedance very close to that of a 300-ohm 
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2% 
2а, 22: 


(а) (b) 
Figure 5-16 Folded dipole antenna constructed from 
two different size conductors. (а) Side view. (Б) End 
view. 


twin-lead type transmission line as seen from Fig. 5-15. Also, by changing the 
conductor radii the input impedance can be changed. In addition to having 
desirable impedance properties, the half-wave folded dipole has wider bandwidth 
than an ordinary half-wave dipole [12]. For these reasons a folded dipole is 
frequently used as a feed antenna for Yagi-Uda arrays and other popular 
antennas, 
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When connecting an antenna to a transmission line it is important to make 
effective use of all available power from the transmitter in the transmit case and 
from the antenna in the receive case. There are two primary considerations: the 
impedance match between the antenna and transmission line, and the excitation 
of the current distribution on the antenna. In this section these general topics are 
discussed along with specific applications to wire antennas. 

First, consider impedance matching. A typical transmitter or receiver circuit is 
shown in Fig. 5-17. Usually the transmitter or receiver has an impedance equal 
to that of the transmission line, Z,. However, the antenna impedance, Zani» is 
frequently quite different from Z,. The question is whether this is a problem, 
The answer depends upon the application. In some cases corrective measures 
such as a matching network are necessary. Let us examine the effects created by 
a mismatch. It is well known that maximum power is transferred when there is a 
conjugate impedance match. Also, if the system were operated with a poor 
match at the antenna there would be reflections set up along the transmission 
line; that is, the voltage standing wave ratio (VSWR) is much greater than one. 
If the transmission line is of high quality (low loss) these reflections represent 
low-dissipative losses. For many applications an extremely low VSWR is a 


seus 
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Transmitter 
or 


receiver 


Figure 5-17 Typical transmitter/receiver configuration. 


luxury and not a necessity. This is demonstrated in Table 5-3, which follows 
from (1-241). For example, a VSWR of 2: 1 leads to 89%, power transmission. 
On the other hand, if the VSWR is very high, power is traveling back and forth 
along the transmission line, and if the line is lossy and/or of long length, dissipa- 
tive losses may be significant. 

High VSWR has other undesirable effects on a system. In high power applica- 
tions very high voltages will be developed between the conductors at certain 
points along a transmission line. These are called "hot spots" and may cause 
arcing. Also a high VSWR means that the impedance varies along the transmis- 
sion line and further that the impedance at any point varies as the frequency is 
changed. This may affect transmitter operation. For example, the frequency of 
the transmitter can be changed by severe input impedance mismatch; this is 
called “frequency pulling." 

If the impedance mismatch is unacceptable there are several methods for 
improving the performance. Usually the characteristic impedance Z, is nearly 


Table 5-3 VSWR and Transmitted Power for a Mis- 
matched Antenna 


Percent reflected 


ер о" Percent transmitted 
= ий - 72 
- | х | кг ы 100 
VSWR VSWR +1 = (1 — |r|?) x 100 
1.0 0.0 100.0 
1.1 0.2 99.8 
12 0.8 992 
1.5 40 96.0 
20 11.1 88.9 
30 250 750 
40 360 640 
5.0 444 55.6 
5.83 50.0 50.0 
10.0 66.9 33.1 
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real since low-loss transmission lines are used. For a match then the antenna 
should have an input impedance equal to Z, + j0. Sometimes it is possible to 
select an antenna that achieves this. If this is not possible a matching network 
can be employed as shown in Fig. 5-17. Such matching networks take many 
forms. One example is the quarter-wave transformer, which is a quarter-wave- 
length long transmission line with characteristic impedance ,/ Z, Ram where Ran 
is the antenna input resistance. If the antenna impedance has a reactive compon- 
ent other devices may be used. At high frequencies tuning devices such as stub 
tuners and irises are introduced to transform the real part of the impedance to 
that of the transmission line as well as tuning out the reactive component. At 
low frequencies reactive tuning is accomplished with variable capacitors and 
coils. 

There are disadvantages to using matching networks. The match is maintained 
only over a narrow band of frequencies. Also matching networks introduce 1055; 
for example, the current in tuning coils leads to ohmic loss. 

On the other hand, there are several ways to change the input impedance of 
an antenna without using a matching network. For example, the input resistance 
of a dipole can be changed by displacing the feed point off center. If the feed 
point is a distance z, from the center of the dipole the current at the input 
terminals is 


I, I, sin 


L 
(s - Izal )| 6-4) 
In the case of а half-wave dipole as shown in Fig. 5-18 BL/2 = л/2 and this 
reduces to 
Ij = ! £m cos Вг; . (5-42) 
The input resistance (not including ohmic losses) is found from (5-42) in (5-20) 
giving 


к= тв = Кт (2-5) (5-43) 


юү 2 
Tin 05 1219 


As the feed point approaches the end of the wire this result indicates that the 
input resistance increases toward infinity. In practice, the input resistance be- 


4-4 


Figure 5-18 Half-wave dipole with displaced feed. 
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м4 Figure 5-19 Current distribution on a full wave dipole for 
! ап off-center feed. 


comes very large as the feed point moves out. The pattern is essentially un- 
changed as the feed point shifts. For longer dipoles the pattern and impedance 
differ significantly from the center-fed case as the feed point is displaced. For 
example, a full-wave dipole fed a quarter-wavelength from one end, as shown in 
Fig. 5-19, will have a current distribution which is significantly different [rom the 
center fed full-wave dipole of Fig. 5-3c. 

The off-center feed arrangement is unsymmetrical and can lead to undesirable 
phase reversals in the antenna, as shown in Fig. 5-19. A symmetrical feed that 
increases the input resistance with increasing distance from the center point of 
the wire antenna is the shunt feed. A few forms of shunt matching are shown in 
Fig. 5-20. We will discuss the operation of the tee match and the remaining 
shunt matches behave in a similar fashion. The center section of the tee match 
may be viewed as being a shorted transmission line in parallel with a dipole of 
wide feed gap spacing. The shorted transmission line is less than a quarter- 
wavelength long and thus its impedance is inductive. Capacitance can be in- 
troduced to tune out this inductance by either shortening the dipole length or by 
placing variable capacitors in the shunt legs. As the distance D is increased the 
input impedance increases and peaks for a D of about half of the dipole length. 
As D is increased further the impedance decreases and finally equals the folded 
dipole value when D equals the dipole length. The exact impedance value 


т--с--- 


(а) (b) (c) 


Figure 5-20 Shunt matching configurations. (a) Delta 
match. (5) Tee match. (c) Gamma match. 
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depends on the distances C and D, and the ratio of the dipole wire diameter to 
the shunt arm wire diameter (similar to the folded dipole behavior). In practice, 
sliding contacts are made between the shunt arms and the dipole for impedance 
. adjustment. Shunt matches will radiate and do so in an undesirable fashion. 

We now turn our attention to a separate but related problem of balancing 
currents on wire antennas. Many wire antennas are symmetrical in nature and, 
thus, the currents should also be symmetrical (or balanced). An example of 
balanced and unbalanced operation of a half-wave dipole is shown in Fig. 5-21. 
In the balanced case the currents on the transmission line are equal in magni- 
tude and opposite in direction, which yields very small radiation from the trans- 
mission line for closely spaced conductors. For unbalanced operation, as 
illustrated іп Fig. 5-215, the current 1, is greater than /, and there is a net current 
flow on the transmission line leading to uncontrolled radiation, that is, not in the 
desired direction or of the desired polarization. Also, the unbalanced current on 
the antenna will change the radiation pattern from the balanced case. Thus, it is 
clear that balanced operation is necessary. 

Transmission lines are referred to as balanced and unbalanced. Parallel wire 
lines are inherently balanced in that if an incident wave (with balanced currents) 
is launched down the line it will excite balanced currents on a symmetrical 
antenna. On the other hand, a coaxial transmission line is not balanced. A wave 
traveling down the coax may have a balanced current mode, that is, the currents 
on the inner conductor and the inside of the outer conductor are equal in 
magnitude and opposite in direction. However, when this wave reaches a sym- 
metrical antenna a current may flow back on the outside of the outer conductor 
which unbalances the antenna and transmission line. This is illustrated in 
Fig. 5-22. Note that the currents on the two halves of the dipole are unbalanced. 
The current 1; flowing on the outside of the coax will radiate. The currents /, 
and 1, in the coax are shielded from the external world by the thickness of the 
outer conductor. They could actually be unbalanced with no resulting radiation: 
it is the current on the outside surface of the outer conductor which must be 


A Р 
=) =) 


ib) 
Figure 5-21 Balanced and unbalanced operation 
of a center-fed half-wave dipole. (а) Balanced 
currents, /, —/,. (b) Unbalanced currents, 
1, > Ty: 
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Figure 5-22 Crosssection of a coaxial transmission line feeding 
a dipole antenna at its center. 


suppressed. To suppress this outside surface current, a balun (contraction for 
"balanced to unbalanced ") is used. 

The situation in Fig. 5-22 may be understood by examining the voltages that 
exist at the terminals of the antenna. These voltages are equal in magnitude but 
opposite in phase (ie, V, = — Vp). Both voltages act to cause a current to flow 
on the outside of the coaxial line. If the magnitude of the currents on the outside 
of the coax produced by both voltages were equal, the net current would be zero. 
However, since one antenna terminal is directly connected to the outer conduc- 
tor, its voltage V, produces a much stronger current than does the other voltage 
V,. A balun is used to transform the balanced input impedance of the dipole to 
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Figure 5-23 Cross-section of a sleeve balun feeding а dipole at 
its center. 
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Figure 5-24 Equivalent circuits for a dipole fed 
from a coaxial transmission line of characteristic 
impedance Z, and load impedance Z,. (а) 
Equivalent circuit of coax-fed dipole in Fig. 5-22. 
(b) Equivalent circuit of sleeve balun-fed dipole 
in Fig. 5-23. (c) Final equivalent circuit for Fig. 5- 
23 with quarter- wave transmission line removed, 
| =f 
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Vg Va 


Figure 5-25 The split coax balun. 


the unbalanced coaxial line such that there is no net current on the outer 
conductor of the coax. 

To illustrate how a balun works, consider the sleeve (or bazooka) balun in 
Fig. 5-23. The sleeve and outer conductor of the coaxial line form another coax- 
ial line of characteristic impedance Z, which is shorted a quarter-wavelength 
away from its input at the antenna terminals. The equivalent circuit for Fig. 5-22 
is that of Fig. 5-24a. The equivalent circuit of Fig. 5-23 is that of Fig. 5-24b, 
which shows that both terminals see a very high impedance to ground. Thus, the 
situation in Fig. 5-24b is equivalent to the balanced condition of Fig. 5-24c 
wherein the currents 1, and 1; are equal. 

The sleeve balun appears in practice in several forms. An easily constructed 


288^ ohms 


Figure 5-26 A balun that provides an impedance stepup 
722 ratio of 4:1. У 
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form is the split coax balun shown in Fig. 5-25. The quarter-wavelength of coax 
from the A terminal to the outer conductor of the transmission line does not 
affect the antenna impedance Z,,,. The extra quarter-wavelength of coax 
together with the outer conductor of the main transmission line form another 
equivalent transmission line, which is a quarter-wavelength long and is shorted 
at C. Therefore, the short circuit at C is (ideally) transformed to an infinite 
impedance at the antenna terminals, which is in parallel with Zam leaving the 
input impedance unchanged. The quarter-wavelength line induces a cancelling 
current on the outside of the coaxial transmission line, so that the net current on 
the outside of the main coax below point C is zero as shown in Fig. 5-25. The 
sleeve balun is, of course, not broadband because of the quarter-wavelength 
involved in its construction. Broadband baluns can be constructed by coiling a 
coaxial line in a symmetrical fashion. If the coil is wound around a toroidal 
ferrite core, a bandwidth of as much as 10: 1 is possible. 

Impedance transformation may also be included in a balun for matching 
purposes. For example, the “four-to-one” balun in Fig. 5-26, will transform an 
‘unbalanced 72-ohm impedance to one that is 288-ohm balanced. Such a balun is 
useful with a folded dipole antenna. A balun that leaves the impedance un- 
changed is frequently referred to as a “one-to-one” balun. 
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We saw in Chapter 3 that array antennas can be used to increase directivity, The 
arrays we have examined have had all elements active, requiring a direct connec- 
tion to each element by a feed network. The feed networks for arrays are con- 
siderably simplified if only a few elements are fed directly. Such an array is 
referred to as a parasitic array. The elements that are not directly driven (called 
parasites) receive their excitation by near-field coupling from the driven ele- 
ments. A parasitic linear array of parallel dipoles is called a Yagi-Uda antenna, a 
Yagi-Uda array, or simply “Yagi.” Yagi-Uda antennas are very popular be- 
cause of their simplicity and relatively high gain. In this section the principles of 
operation and design data for Yagis will be presented. 

The first research done on the Yagi-Uda antenna was performed by Shintaro 
Uda at Tohoku University in Sendai, Japan, in 1926 and was published in 
Japanese in 1926 and 1927: see [13]. The work of Uda was reviewed in an article 
written in English by Uda’s professor, H. Yagi, in 1928 [14]. 

The basic unit of a Yagi consists of three elements. To understand the prin- 
ciples of operation for a three-element Yagi we will begin with a driven element 
(or "driver ") and add parasites to the array. Consider a driven element that is a 
resonant half-wave dipole. If a parasitic element is spaced very close to it, it is 
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excited by the driven element with roughly equal amplitude, so the field incident 


on the parasite is 
E inciden = Eier . (5-44) 


A current is excited on the parasite and the resulting radiated electric field, also 
tangent to the wire, is equal in amplitude and opposite in phase to the incident 
wave. This is because the electric field arriving at the parasite from the driver is 
tangential to it and the total electric field tangential to a good conductor is zero. 
Thus the field radiated by the parasite is such that the total tangential field on 
the parasite is zero, or 0 = Eincigent + Eparasite- Combining this fact with (5-44) 
gives 

E — == — E;inciden == Брес (5-45) 


From array theory we know that two closely spaced, equal amplitude, opposite 
phase elements will have an endfire pattern: for example see Fig. 3-4. The pat- 
tern of this simple two-element parasitic array for 0.044 spacing is shown in 
Fig. 5-27b. 

The simplistic beauty of the Yagi is revealed by lengthening the parasite. The 
dual endfire beam is changed to a more desirable single endfire beam. This effect 
is illustrated for the two-element parasitic array of Fig. 5-28. The driver is a 
dipole of length 0.47814, which is a half-wave resonant length when operated in 
free space. The parasite is a straight wire of length 0.497 and spaced a distance 
0.047 away from the driver. The H-plane pattern in Fig. 5-28b obtained from the 
numerical methods of Chapter 7 demonstrates the general trend of a parasite 
which is longer than the driver: a single main beam occurs in the endfire direc- 
tion from the parasite to the driver along the line of the array. Such a parasite is 
called a reflector because it appears to reflect radiation from the driver. 
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Figure 5-27 Atwo element array of half-wave resonant dipoles, one a driver 
and the other a parasite. The currents on both are equal in amplitude and 
opposite in phase. (а) Array configuration. (b) H-plane pattern computed 
from simple array theory. . 
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Figure 5-28 Two-element Yagi-Uda antenna consisting of a driver of 
length 0.47812 and a reflector of length 0.494 spaced 0.042 away. The 
wire radius for both is 0.0012. (a) Array configuration. (b) H-plane 
pattern computed from numerical methods. 


If the parasite is shorter than the driver, but now placed on the other side of 
the driver, the pattern effect is similar to that when using a reflector in the sense 
that main beam enhancement is in the same direction. The parasite is then 
referred to as a director since it appears to direct radiation in the direction from 
the driver toward the director. The parasitic array in Fig. 5-29a consisting of a 
driver and a director has the pattern shown in Fig. 5-29b. 
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Figure 5-29 Two-element Yagi-Uda antenna consisting of a driver of 
length 0.47814 and a director of length 0.457 spaced 0.044 away. The wire 
radius for both is 0.0014. (a) Array configuration. (b) H-plane pattern 
computed from numerical methods. 
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The single endfire beam created by the use of a reflector or a director alone 
with a driver suggests that even further enhancement could be achieved with a 
reflector and a director on opposite sides of a driver. This is indeed the case. An 
example of a three-element Yagi is shown in Fig. 5-30a, which is a combination 
of the geometries of Figs. 5-28a and 5-29a. The pattern of Fig. 5-30b is improved 
over that of either two-element array. The E-plane pattern for the three-element 
Yagi is shown in Fig. 5-30c. It is essentially equal to the H-plane pattern mul- 
tiplied by the element factor for the array, which is that of a half-wave dipole. 
Again these patterns were obtained by numerical solution. 


(a) 


Figure 5-30 Three-element Yagi-Uda 
antenna consisting of a driver of length 
0.47814, a reflector of 0.494, and a 
director of length 0.457, each spaced 
0.04; apart. The wire radius for each 18 
0.001 4. (а) Array configuration. (5) H- 
plane pattern computed from numerical 
methods. (c) E-plane pattern 
(c) computed from numerical methods. 
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The maximum directivity obtainable from a three-element Yagi is about 9 dB 
[15]. The optimum spacings (for maximum directivity) are on the order of 0.15 
to 0.25 wavelength between the reflector and driver and also between the driver 
and director. Typically the reflector is lengthened 5% or more and the director is 
shortened 5% or more from the length of the resonant length driver. The reson- 
ant length of the driver does not differ significantly from its resonant length 
when operated with no parasites present [16]. 

A considerable amount of experimental and theoretical work has been done 
on extending the Yagi array beyond the basic three element unit. It has been 
found that more than one reflector provides little improvement. On the other 
hand, the addition of more directors does increase the gain. The general Yagi 
array including several directors is shown in Fig. 5-31. 

The Yagi is really an endfire traveling-wave antenna. A surface wave of the 
slow wave type, with a phase velocity less than that of a free space plane wave, 
propagates along the array. Since the array is parasitic the current on the direc- 
tor elements farther out from the driver have decreasing current amplitudes. If 
the amplitudes and phases of the currents on each element were known, array 
analysis could be used to determine the radiation pattern. Numerical techniques 
as found in Chapter 7 are required to determine the element currents. In the 
remainder of this section we will present the results of numerical analysis for 
Yagi antennas which can be used to design Yagis. 

Because of the decreasing current amplitudes for the directors farther from the 
driver, there is a smaller gain increase for each director added to the end of the 
Yagi array. In fact, the addition of directors up to about five provides significant 
increase in gain. But further addition of directors gives little gain improvement, 
that is. there is a “point of diminishing returns." This is illustrated in Fig. 5-32 
where gain is plotted versus the total number of elements in the array (including 
one reflector and one driver) [17]. The element spacing is fixed (5, = Sp = 0.154) 
for this curve. Note that adding one director to increase N from 3 to 4 gives 
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Figure 5-31 Configuration for a general Yagi-Uda 
antenna. 
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Gain (dB) 


Figure 5-32 Gain of a typical Yagi- 

? Uda antenna versus the total number of 

1 elements. Тһе element  spacings 

Sr = Sp = 0.154 The conductor 

1 2 3 4 5 6 7 8 9 10 n diameters аге 0.00254. (From Green 
Number of elements, N (171) 


about 1-dB gain increase, whereas adding one director to increase N from 9 to 
10 yields only about 0.2-dB gain increase. 

The characteristics of a Yagi are affected by all of the geometric parameters of 
the array. Fortunately though, minor changes in the geometry likewise yield only 
minor changes in the Yagi performance. In Table 5-4 the characteristics of 
several Yagi antennas are listed. These data were obtained by the method 
of moments presented in Chapter 7. All array elements have a conductor 
diameter of 0.0052, which corresponds to L/2a = 100. A popular construction 
material for Yagis is J-in-diameter tubular aluminum, which has a 0.0054 
diameter at 118 MHz. However, the conductor diameter is not a critical 
parameter; Yagis can be constructed using the design data of Table 5-4 and 
commonly available materials without significantly affecting the electrical perfor- 
mance characteristics. The data in the table agrees well with experimental re- 
sults; for example, see [18]. Details on precise design of Yagis are available in the 
literature [19]. 

In all cases given in Table 5-4 the half-power beamwidth in the E-plane 
(xz-plane) is smaller than in the H-plane (yz-plane). This is due to the element 
pattern of the array. In the E-plane the element pattern is approximately that of 
a half-wave dipole since all elements are about a half-wavelength long. However, 
in the H-plane the element pattern is isotropic because the elements are seen in 
end view giving nearly zero extent, which yields an isotropic element pattern. 


Table 5-4 Characteristics of Equally Spaced Yagi-Uda Antennas 


E-Plane 


H-Plane 


Front 
to 
back 


Element Lengths 


Input 


impedance 


SLLy HP; SLL, 
(degrees) 


HP, 
(degrees) 


ratio 
(dB) 


Gain 


(wavelengths) (dB) 


Spacing Reflector, Ly Driver. L Directors, Lp 
(wavelengths) 


(wavelengths) 


no. of 
clements 


(dB) 


(dB) 


(ohms) 


(wavelengths) 


— 34.5 


66 


84 -110 


56 22.3 + 150 


9.4 
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Example 5-1. A Six-Element Yagi for TV Channel 15 


This example demonstrates how simple it is to design a Yagi antenna. Additionally, it is 
shown that liberties may*be taken with the design values of Table 5-4 without significant 
performance degradation. The design has been tested by building the antenna according 
to the techniques detailed in Prob. 5.4-7 and it was found to operate very well. The 
midband frequency for TV Channel 15 from Appendix D.2 is 479 MHz, which corre- 
sponds to a wavelength of 4 — 62.63 cm. Number 8 wire was used to construct the 
antenna elements. From Appendix E.2 No. 8 wire has a 0.3264-cm diameter which leads 
to 2a — 0.00524. To test the sensitivity of Yagi performance to deviation from the lengths 
and spacings given in Table 5-4, the following geometry was used: 


Lg —05À = 31.3 cm 
L = 0472 = 29.4 cm 
Lp = 0.434 = 269 cm 


5, = 0254 = 15.7 cm 


(5-46) 
Sp = 0.302 = 18.8 cm 


This six-element Yagi was evaluated using numerical methods with the following results: 
input impedance Zi, = 59.5 + j47.5 ohms, gain С = 11.5 dB, E-plane half-power beam- 
width HP, = 56°, H-plane half-power beamwidth HP, = 62°, E-plane first side lobe 
SLL, = ~ 16.6 dB, H-plane first side lobe SLL, = —8.1 dB, and а front-to-back ratio of 
9.7 dB. These values are in general agreement with those of Table 5-4 for six-element 
Yagis. The computed radiation patterns for this antenna are plotted in Fig. 5-33. 


In practice Yagi antennas are mounted on a mast that is usually constructed 
of tubular aluminum. It is not necessary to insulate the parasitic elements from 
the mast because very little current will be excited on it. Of course, the driven 
element must be insulated to avoid shorting the terminals. When using a metal 
mast it may be necessary to increase the element lengths slightly to achieve 
optimum performance. In most cases the driven element is a folded dipole. This 
serves two purposes. First, the input impedance of the driver is increased. This is 
desirable because the input resistance values of Table 5-4, which are computed 
for an ordinary resonant half-wave dipole feed, are relatively low and not well 
matched to common transmission lines. Second, the electrical performance of the 
antenna will remain stable over a wider bandwidth when a folded dipole feed is 
used. It is also quite common to employ multiple, series fed, folded dipole driven 
elements together with one reflector and several directors. Further gain can be 
obtained by arraying or "stacking" Yagi antennas. Maximum gain results for a 
stacking separation of almost one wavelength (see Fig. 3-20). 

The Yagi is one of the most popular antennas in use today in the HF-VHF- 
UHF frequency range. It provides high gain while at the same time offering low 
weight and low cost. It has relatively narrow bandwidth, but if high gain is 
required the Yagi antenna may be the lowest cost antenna available over the 
stated frequency range. 
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Figure 5-33 Six-element Yagi-Uda antenna for TV 
Channel 15 (Example 5-1). See Fig. 5-31 and 
(5-46) for the antenna geometry. (a) H-plane 
pattern. (5) E-plane pattern. 
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5.5 WIRE ANTENNAS ABOVE AN IMPERFECT GROUND PLANE 


The operation of low-frequency (roughly VHF and below) antennas are affected 
significantly by the presence of typical environmental surroundings, such as the 
earth, buildings, and so forth. In Section 2.3 we discussed the principles for 
analyzing antennas above a perfect ground plane. A perfect ground plane in its 
ideal form is an infinite, plane, perfect conductor. It is well approximated in 
practice by a planar good conductor which is large relative to the antenna 
extent. Image theory from Section 2.3.1 reveals that an antenna above a perfect 
ground plane, or an approximation thereof, has an equivalent form that is an 
array. Array theory can then be used to obtain the radiation pattern above the 
ground plane. 

In this section we consider ground planes which are not well approximated by 
a perfect ground plane. Since low-frequency antennas are most affected by their 
surroundings and low-frequency antennas are usually wire antennas, the illustra- 
tions will be for wire antennas above a ground plane. The general principles can, 
however, be applied to many antenna types. 

A ground plane can take many forms, such as radial wires around a mono- 
pole, the roof of a car, or the real earth. In many situations the earth is well 
approximated as being infinite and planar, but it is a poor conductor. Good 
conductors have conductivities on the order of 107 mhos/m. Earth conductivity 
varies greatly, but is typically 107! 101077 mho/m with rich soil at the high end 
and rocky or sandy soil at the low end. With these low conductivities electric 
fields generated by a nearby antenna penetrate into the earth and excite currents 
which in turn give rise to ø | E |> ohmic losses. This loss appears as an increase in 
the input ohmic resistance and thus lowers the radiation efficiency of the 
antenna. 


5.5.1 Pattern Effects of a Real Earth Ground Plane 


The pattern of an antenna over a real earth is different from the pattern when 
the antenna is operated over a perfect ground plane. Approximate patterns can 
be obtained by using image theory. The same principles discussed in Section 
2.3.1 for images in perfect ground planes apply, except that the strength of the 
image in a real ground will be reduced from that of the perfect ground plane case 
(equal amplitude, and equal phase for vertical elements and opposite phase for 
horizontal elements). The strength of the image can be approximated by weight- 
ing it with the plane wave reflection coefficient for the appropriate polarization 
of the field arriving at the ground plane. To illustrate, consider a short vertical 
dipole a distance h above a ground plane, shown in Fig. 5-34 together with its 
image. There is a direct and a reflected ray arriving in the far field. As can be 
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Figure 5-34 A short vertical dipole of current / above a real earth ground plane, 
together with its image of current T, /. 


seen, the reflected ray appears to be coming from the image antenna. The pri- 
mary source and its image form an array. The electric field above the ground 
plane for this example, from (1-75) in (1-90), is 


5 з e 9881 г e Ra 
E, = jou sin 0(1L zz rte 


m 47 
1 4nR, 6 ) 


where L is the length of the short dipole and Г,/ is the current for the image 
dipole. Г,. is the plane wave reflection coefficient for a planar earth and vertical 
incident polarization. Using parallel rays for far-field calculations gives the 
far-field distance expressions 


R,=r—hcos0 and R,=r+hcos 0. (5-48) 


Then (5-47) reduces to 
: П.е? H ph cos @ 29711721) 
E, = jo a, , m б(е” +Tye ) (5-49) 


where К, = R, =r was used in the denominator. This expression is valid above 
the ground plane. It contains an element pattern sin 0 and an array factor, in the 
brackets, for a two-element array with elements spaced 2h apart. 
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Similarly for a horizontally oriented short dipole as shown in Fig. 5-35, we 
have (in the xz-plane) 


. dba — иж | 
Бут jou r cos (e ses Г,е 9 (5-50) 
where the minus sign appears because the image current is in the opposite 
direction. This expression is valid only in the xz-plane. The field in the yz-plane 
is given by 


E = jou IL end (c9 со? ир e Ment) (5-51) 
? 4n r x Г 
The element pattern is unity because a dipole has an omnidirectional pattern in 
the plane normal to the dipole axis. The horizontal reflection coefficient Г, is 
used in this case because the electric field from the primary antenna in the 
yz-plane is incident on the ground plane horizontally, that is, parallel to the 
plane. 
There is no minus sign in the second term of (5-51) because of the definition of 
F, which is [20] 


Гу------ і -52 
t cos 0 + J/c, — sin* 0 e 


А 
555452555555 £o 777777 


1 — image 
lyt 
Figure 5-35 A short horizontal dipole of current / above a real earth ground 
plane together with its image of current Г, / for the x--plane. The image 
current in the г2-ріапе is T ,, /. 
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This is the plane wave reflection coefficient for an incident electric field perpendi- 
cular to the plane of polarization (i.e, the plane formed by the surface normal 
and the direction of propagation). Further, for Г, we have [20] 


_ & cos 0 — J/z, — sin? 8 


f ye. 
: & cos 0 + 4/5, — sin? 0 


(5-53) 
This is the plane wave reflection coefficient for an incident electric field parallel 


to the plane of polarization. £; is the relative complex effective dielectric constant 
(see Section 1.2) for the ground and is given by 


ғ б 
r=- = 6&6 -j—. 5-54 
аг E (5-54) 
g and c are the relative dielectric constant and conductivity of the ground plane. 
The earth has an average value of £ = 15. Ground conductivities across the 
United States vary from 1077 to 3 x 10^? mho/m [20]. A convenient parameter 


is the ratio of the imaginary part of г; to the real part, c,, given by 


ie 2. (5-55) 


QUE, 


The value of n increases for decreasing frequency and increasing conductivity 
and is infinite for a perfect ground plane. 

The reflection coefficients, Г, and Г,, both approach —1 for a real earth 
ground plane at angles of 0 near 90° (grazing incidence). The reflection 
coefficient for vertical polarization has, in general, a rather complex behavior as 
a function of 0. On the other hand, Г,, always has a phase of about 180° and а 
magnitude not too different from unity for all values of 0. In fact, for frequencies 
of 1 MHz or below and good earth conductivities the magnitude of Г, is very 
nearly unity for 0 from 0 to 90*. 

The use of plane wave reflection coefficients to obtain the image strength is 
only an approximation since antennas near a ground plane do not form plane 
waves incident on the ground plane. In addition to the radiation we have 
described above there is a surface wave that propagates along the ground plane 
surface. For HF and VHF frequencies the surface wave attenuates very rapidly. 
For grazing angles (0 near 90°) T, = —1 and vertical antennas close to a real 
earth have zero radiation for 0 = 90°; see (5-49). In this case the surface wave 
accounts for all propagation, as in daylight standard broadcast AM. The effect of 
neglecting the surface wave, and using the procedure given above, has been 
found not to be critical for vertical antennas [21]. For horizontal antennas the 
antenna should be at least 0.27 above the earth for the plane wave reflection 
coefficient method to be valid [22]. 

The elevation pattern for a short vertical dipole at the surface of various 


E 
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Figure 5-36 Elevation patterns of a vertical short dipole at the 
surface of the ground plane, for a perfect ground plane (n = со) and 
typical soils (n = 1 and 100) with c, = 15. (After Jordan and 
Balmain [20]. Reprinted by permission of Prentice-Hall, Inc., 
Englewood Cliffs, NJ.) 


ground planes is shown in Fig. 5-36. When the ground plane is perfect (n = оо) 
the pattern above the ground plane is the same as that of a short dipole in free 
space, sin 0. Thus, in the perfect ground plane case radiation is maximum along 
the ground plane; whereas for a real earth ground plane the radiation maximum 
is tilted up away from the ground plane and is reduced in intensity, for the same 
input power, due to reduced efficiency. This is a general trend. The effect of a 
lossy earth on vertical antennas is to tilt the radiation pattern upward. A good 
radial ground system (to be discussed in Section 5.52) will make the pattern 
behave more nearly like that for a perfect ground plane, that is, increase the low 
angle radiation (along the ground plane). Low angle radiation is particularly 
important for long distance communication links that rely on ionospheric 
reflection (skip). 

A short vertical dipole that is 4/4 above the ground plane forms a 4/2 spaced 
array with its image. For the perfect ground plane :; = oo and T, from (5-53) is 
+1. The array is then а 2/2 spaced, equally excited, in-phase collinear array. The 
pattern for this is given in Fig. 3-17 and is also plotted in Fig. 5-37a (п = oo). 
For a real earth ground plane Г, 5-1 at grazing angles (0 near 90°). The array 
contributions thus cancel giving a null along the ground plane as shown in 
Fig. 5-37a. As the height h is increased to 4/2 the equivalent array of Fig. 5-34 
has a A spacing and multiple lobes appear in addition to the effects described for 
h= 2/4. The elevation patterns for h = 2/2 are plotted in Fig. 5-37b. 


234 


WIRE ANTENNAS 


Figure 5-37 Elevation patterns (in the E-plane) of a vertical 
short dipole above various ground planes. є, = 15 for real 
earth cases. (а) А quarter- wavelength above ground, 
һ-2/4. (b) A half-wavelength above ground, h = 4/2. 
(After Jordan and Balmain [20]. Reprinted by permission 
of Prentice-Hall, Inc., Englewood Cliffs, NJ.) 
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For a horizontal short dipole as shown in Fig. 5-35 the radiation is not the 
same for all planes through the z-axis, as for vertical antennas. In the yz-plane 
(perpendicular to the axis of the dipole) the radiation electric field is given by 
(5-51). The reflection coefficient Г, is exactly — 1 for a perfect ground plane and 
approximately —1 for real earth ground planes at all angles 0. The element 
pattern is isotropic since the elements are seen in end view in the H-plane 
(yz-plane). Thus the array factor completely determines the pattern. The H-plane 
patterns for equal to 4/4 and 4/2 are shown in Fig. 5-38 for various ground 
planes. Since the dipole and its image are nearly out-of-phase there will be a null 
along the ground plane. For h — 4/4 the half-wavelength spacing between the 
dipole and its image compensates for the near out-of-phase array condition 
giving a maximum for 0 = 0° in Fig. 5-38a (see Fig. 3-4 also). For h — 4/2 and a 
perfect ground plane, radiation from the dipole and its image are exactly out-of- 
phase in the 0 — 0° direction giving a null. For real earth ground planes the 
image is not exactly of equal amplitude and opposite phase so there is not a 
perfect null in the 0 = 0° direction but a low radiation value as seen in 
Fig. 5-38b. Notice that the effects of finite conductivity are much less pro- 
nounced for horizontal antennas than for vertical antennas. 

The E-plane radiation from a horizontal short dipole can be found from 
(5-50). 

The field expressions of (5-49) to (5-51) for short dipoles above a ground plane 
can be used for other antenna types by using the appropriate element pattern. In 
particular, sin 0 in (5-49) and cos 0 in (5-50) are replaced by the free-space 
pattern of the antenna considered. 


5.5.2 Ground Plane Construction 


An excellent ground plane can be constructed by using a metallic sheet that is 
much larger than the antenna extent. Such ground planes become impractical at 
low frequencies because of the size required. In this section various techniques 
are discussed for increasing the apparent conductivity of a real earth ground. 

Consider a vertical monopole antenna with its base at ground level. (See 
Section 2.32 for a discussion of monopoles over a perfect ground plane.) Cur- 
rents flowing up the antenna leave the antenna and form displacement currents 
in air. Upon entering the earth, conduction currents are formed which converge 
toward the base of the antenna. Losses in an earth ground can be reduced by 
providing a highly conductive return path. This is commonly achieved with a 
radial ground system. The size of the wires used is not critical and is determined 
by the mechanical strength required. Number 8 AWG wire is typical. They need 
not be buried, but it is usually convenient to do so. However, they should not be 
buried too deep in order to minimize the extent of earth through which the fields 
must pass. Sometimes the radial wires are linked together at the base of the 


Figure 5-38 H-plane elevation radiation patterns for a horizontal short dipole above 


various ground planes. See Fig. 5-35. г, - 15 for real earth cases. (а) A quarter- 
wavelength above ground, h 4/4. (b) A half-wavelength above ground, h = 4/2. 
(After Jordan and Balmain [20]. Reprinted by permission of Prentice-Hall, Inc., 
Englewood Cliffs, NJ.) 
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monopole by a ring shaped ground strap. Occasionally one or more stakes are 
driven into the ground near the base on the monopole. 

The ohmic resistance of the radial system and earth ground adds to the ohmic 
resistance of the monopole structure to determine the total ohmic resistance 
components of the input impedance. The efficiency of the antenna system 
depends on the proportion of radiation resistance and ohmic resistance; see 
(1-182). For high-power transmitting antennas it is important to have a well 
designed radial system to achieve high efficiency. On the other hand, for simple 
monopole structures, three equally spaced radial wires form the radial system. 

The most sophisticated ground system such as used with a standard broadcast 
AM transmitting antenna is 120 radial wires spaced equally, 3° apart, around the 
tower out to a distance of about a quarter-wavelength from the tower. In 
general, the length of the radials is roughly equal to the height of the monopole 
antenna. The value of the total ohmic resistance of a ground system with 120 
radials for typical soils is plotted in Fig. 5-39 for a few frequencies as a function 
of radial length [23]. Note that at 3 MHz a ground system with 120 radials that 
are about a quarter-wavelength long (25 m) gives a ground system resistance of 
1 ohm. Since the surface resistance of the earth varies as the square root of 
frequency [see (1-185)] the ground system resistance will be constant for lower 
frequencies if the length of the radials is increased in proportion to the square 
root of wavelength. For frequencies above 3 MHz, the curve for radial length in 
Fig. 5-39 is only slightly to the right of the 3-MHz curve. This is because after 
the radials reach a length of about a quarter-wavelength most of the large 
current densities occur within the region of the radials and further length in- 
crease is of no major consequence. 

The construction principles for a radial wire ground system on top of or in the 
earth can be summarized rather simply. The function of a radial system is to 
prevent the electromagnetic fields from the antenna from penetrating into the 
ground and exciting currents which in turn lead to с |Е|? ohmic loss. As can be 
seen from the above discussion, if 120 quarter-wavelength long radials are 
employed the ohmic resistance introduced by the ground system will be at most 
a few ohms and usually well under an ohm. In most applications it is impractical 
to install as many as 120 radials. Generally speaking, 50 radials about a quarter- 
wavelength long will reduce earth losses to a few ohms. When only a few radials 
are used the added resistance of the ground can be several ohms. Also if the 
radial lengths (almost irdependent of the number used) are reduced below a 
tenth of a wavelength the ground system resistance will increase significantly." 
The radial wires can be laid on top of the ground or buried slightly (but never 
deeply buried), Wire selection is largely determined by mechanical considera- 
tions. As the number of radials is increased the less current each one will have to 


! More details and references for ground system design are available in [24]. 
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Figure 5-39 Typical resistance of radial ground systems using 120 radials in 
average soil. (From Griffith [23]. © 1962 McGraw-Hill. Used with per- 
mission of McGraw-Hill Book Company.) 


carry and thus the smaller the wire diameter required. At the base of the antenna 
the radials should be connected together and to one or more ground stakes. 

At high frequencies (VHF and above) antennas are often mounted over metal- 
lic (solid, mesh, or radial wire) ground planes of relatively small extent. Then the 
dimensions and shape of the ground plane are important. In general the radia- 
tion is greatest in the direction of the largest portion of the ground plane. For 
example, consider a monopole antenna mounted on an automobile. If it is 
placed on the right rear bumper a pattern maximum occurs off of the left front of 
the car. When the antenna is mounted in the center of the car roof there is some 
slight pattern enhancement in the forward and rear directions. 
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5.6 TRAVELING-WAVE WIRE ANTENNAS 


The wire antennas we have discussed thus far have been resonant structures. The 
wave traveling outward from the feed point to the end of the wire is reflected, 
setting up a standing-wave type current distribution. This can be seen by exa- 
mining the expression for the current in (5-1) for the top half of the dipole which 
can be written as 


I, sin LE -z | = ена, — ей) (5-56) 
The first term in brackets represents an outward traveling wave and the second 
term a reflected wave. The minus sign is the current reflection coefficient at an 
open circuit. 

If the reflected wave is not present on an antenna it is referred to as a 
traveling-wave antenna. A traveling-wave antenna acts as a guiding structure for 
traveling waves whereas a resonant antenna supports standing waves. Traveling 
waves can be created by using matched loads at the ends to prevent reflections. 
Also, very long antennas will radiate most of the power. leading to small 
reflected waves by virtue of the fact that very little power is incident on the ends. 
In this section several wire forms of traveling-wave antennas will be discussed. 
Other traveling-wave antennas are discussed under the topic of broadband 
antennas in the next chapter. Some of the antennas in this section are essentially 
the traveling-wave counterparts of resonant wire antennas presented previously 
in this chapter. They tend to be broadband with bandwidths of as much as 2: 1, 

The simplest traveling-wave wire antenna is a straight wire carrying a pure 
traveling wave, referred to as the traveling-wave long wire antenna. A long wire is 
one that is greater than one-half wavelength long. The traveling-wave long wire 
is shown in Fig. 5-40 with a matched load R, to prevent reflections from the 
wire end. Exact analysis of this structure, as well as others to be presented in this 
section, is formidable. We shall make several simplifying assumptions which 
permit pattern calculations that do not difler greatly from real performance, 
First, the ground plane effects will be ignored and we will assume the antenna 


Figure 5-40 Traveling- wave long wire antenna 
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operates in free space. A traveling-wave long wire operated in the presence of a 
ground plane is called a Beverage antenna, or wave antenna. The ground plane 
can be accounted for using the techniques of the previous section. Second, the 
details of the feed are assumed to be unimportant. In Fig. 5-40 the long wire is 
shown being fed from a coaxial transmission line as one practical method. The 
vertical section of length d is assumed not to radiate, which is approximately 
true for d « L. Finally, we assume that the radiative and ohmic losses along the 
wire are small. When attenuation is neglected the current amplitude is constant 
and the phase velocity is that of free space [25]. We can then write 


102) = Le? (5-57) 


which represents an unattenuated traveling wave propagating in the +z- 
direction with the phase constant ) of free space. 

The current of (5-57) is that of a uniform line source with a linear phase 
constant of f, = —B. From (4-6) B, = — В cos 0,, so the pattern factor maxi- 
mum radiation angle (not including element factor effects) is 0, — 0^, which 
implies an endfire pattern. The complete radiation pattern from (4-8) is 


sin[(BL/2)(1 — cos 0)] " 
2 (BL/2)(1 — cos 6) in 


where K is a normalization constant that depends on the length L. The polar 
pattern for L = 64 is shown in Fig. 5-41. The element factor sin 0 forces a null in 


F(0) = K sin 


Figure 5-41 Pattern of a traveling-wave long wire 
antenna. L = 67 and 0, = 20°. 
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Figure 5-42 Pattern maximum angle 
T for a traveling-wave long wire antenna 
0 2A 4^ [2 8A 10 of length L operating in free space. See 


Length, L (5-58). 


the endfire direction. Hence, instead of having a single endfire lobe (which the 
pattern factor produces), the “main beam” is a rotational symmetric cone about 
the z-axis. The maximum radiation angle in this case is 0,,(L = 6A) = 20.1°. In 
general it is a function of L. Solving (5-58) for 0,, as a function L produces the 
plot of Fig. 5-42. An approximate expression for the angle of maximum radia- 
tion is [26] 


0.371 | (5-89) 


spo II. er 

0, = cos | 1 LA 

The beam direction values from Fig. 5-42 or (5-59) for a traveling-wave long 
wire of length L may be used to calculate an approximate beam direction for a 
standing-wave straight wire antenna (i.e., dipole). For example, 0,„ (ог L = 34/2 
from Fig. 5-42 is 40° and 0,, for the dipole of Fig. 5-4c is 42.6°. As L increases the 
traveling-wave and standing-wave antenna main beam maximum angles approach 
each other [27]. The standing-wave wire antenna is distinguished from its 
traveling-wave counterpart by the presence of a second major lobe in the reverse 


direction; see Fig. 5-4с. This can be seen by noting that the traveling-wave 


current of (5-57) corresponds to the first term of the standing-wave current of 
(5-56). The second term of (5-56), which is the reflected wave, produces a pattern 
similar in shape but oppositely directed. Thus a traveling-wave antenna has a 
beam with a maximum іп the 0 = 6,, direction and a standing-wave antenna of 
the same length has an additional beam in the 0 = 180° — 6, direction. 

The input impedance of a traveling-wave antenna is always predominantly 
real. This can be understood by recalling that the impedance of a pure traveling 
wave on a low-loss transmission line is equal to the (real) characteristic im- 
pedance of the transmission line. Antennas that support traveling waves operate 
in a similar manner. The radiation resistance of a traveling-wave long wire 
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antenna is 200 to 300 ohms (see Prob. 5.6-5). The termination resistance should 
equal the value of the radiation resistance. 

The resonant vee antenna discussed in Section 5.12 can be made into a 
traveling-wave antenna by terminating the wire ends with matched loads. The 
traveling-wave vee antenna is shown in Fig. 5-43. The pattern due to each arm 
separately is expressed by (5-58) an example of which is shown in Fig. 5-41. 
From Fig. 5-43 it is seen that when « = Om, the beam maxima from each arm of 
the vee will line up in the forward direction. A more accurate analysis of vee (see 
Prob. 5.6-8) includes the spatial separation eflects of the arms. Pattern calcula- 
tions as a function of х reveal that a good vee pattern is obtained when 


а 3: 0.86, (5-60) 


where 0,, is found from Fig. 5-42 or (5-59). For L = 62, Om = 20° from Fig. 5-42 
and (5-60) yields а = 16°; the pattern for a vee with this geometry is shown in 
Fig. 5-43. The large side lobes arise from portions of the beams from each half of 
the vee which do not line up along axis. The pattern of the vee out of the plane 
of the vee is rather complicated due to the merging of the conical beams for 
each half of the vee. The traveling-wave vee provides relatively high gain for a 
bent wire structure. 
By extending the ideas of a traveling-wave vee antenna we obtain a rhombic 
antenna as shown in Fig. 5-44. The operation of this antenna is visualized most 
easily by viewing it as a transmission line that has been spread apart and 
consequently the characteristic impedance is increased. The load resistor R, is of 
such a value as to match the transmission line. The antenna carries outward 


Om Resultant 
pattern 


R, 


Figure 5-43 The traveling-wave vee antenna. In this case L = 6/ and 
х = 0.80, = 16°. 
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Resultant 
pattern 


Figure 5-44 The rhombic antenna. Each side is of length L. Component beams 2 and 3, 
and 5 and 8 line up to form the main beam of the resultant pattern. In this case L = 64 and 
&-—106* 


traveling waves which are absorbed in the matched load. Since the separation 
between the lines is large relative to a wavelength, the structure will radiate. If 
designed properly a directive pattern with a single beam in the z-direction can be 
obtained, 

A rhombic antenna operating in free space can be modeled as two traveling- 
wave vee antennas put together. Choosing « = 0.80, as for the vee, the beams of 
the rhombic in Fig. 5-44 numbered 2, 3, 5, and 8 will be aligned. Again 0, 
follows from Fig. 5-42. Due to the spatial separation of the two vees the rhombic 
pattern will not be the same as that of a single vee [27]. (See Prob. 5.6-9.) 

The effects of a rhombic operating above a real earth ground can be included 
by the techniques of the previous section. For a rhombic that is oriented hori- 
zontally the reflection coefficient Г,, is approximately — 1 and the real earth may 
be modeled as a perfect conductor; Fig. 5-38 illustrates that this assumption has 
a minor effect for horizontal antennas. The array factor of a rhombic a distance 
h above a perfect ground plane produces a null along the ground plane. There 
are several designs for rhombics above a ground plane in the literature [26-29]. 
One such design is for alignment of the major lobe at a specific elevation angle. 
Then the rhombus angle x and the elevation angle of the main beam are equal, 
and the height above ground is given by 


4 


5”, 4 sin 2 vaL 
and the length of each leg is 
0.3714 
=- 5. 
sin? x (9-44) 


For example, if « = 14.4° then L= 64 and h= 14. Rhombic impedances аге 
typically on the order of 600 to 800 ohms. 
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The efficiency of the rhombic antenna is decreased significantly because of the 
matched termination. The power that is not radiated is absorbed in the load R, . 
However, this loss of power is essentially that which would have appeared in a 
large back lobe as a result of reflected current if the matched load were not 
present. The traveling wave feature not only improves the pattern but also 
produces wider bandwidth. 


5.7 SQUARE LOOP ANTENNAS 


Electrically small loop antennas with a perimeter that is much less than a 
wavelength were discussed in Section 2.4. It was found that the pattern and 
radiation resistance of a small loop are insensitive to the loop shape and depend 
only on the loop area. Also the radiation from a small loop is maximum in the 
plane of the loop and is zero along its axis. These facts follow directly as a 
consequence of the current amplitude and phase being constant over the loop, 
which in turn is due to the loop being electrically small. As the perimeter of a 
loop antenna becomes a sizable fraction of a wavelength, the current amplitude 
and phase will vary over the wire extent, much as we saw with dipole antennas. 
Therefore, loop antennas with a perimeter that is on the order of half-wavelength 
or larger will display performance variations with loop size and shape. 

Discussions of large loop antennas are frequently approached by solving a 
loop antenna under the assumption of uniform current amplitude and phase 
(see Prob. 5.7-1). However, as we have mentioned, the current does not behave 
this way. Instead of assuming a uniform current, we will analyze the square loop 
antenna in a realistic fashion, thus yielding useful results. A square loop antenna 
with a perimeter of one wavelength will be analyzed in detail. Although the 
solution is rather involved, it provides an opportunity to show that the theoreti- 
cal principles we have developed using a realistic current assumption will yield 
relatively accurate results. This is demonstrated by comparison to the more exact 
results from numerical solution methods. 

The one-wavelength square loop antenna as shown in Fig. 5-45 has one-quarter 
wavelength sides. For a one-wavelength perimeter it is reasonable to assume that 
the current distribution is sinusoidal. Then the current distribution is continuous 
around the loop as shown in Fig. 5-45 (solid curve). With the feed point in the 
center of a side parallel to the x-axis this sinusoidal current is expressed as 


1, =1, = —%, cos(Bx’) |х| <: 
(5-63) 
е au е : 4 
I, = —I,= 91, sin(By’) | |У| <3. 
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Figure 5-45 The one-wavelength square loop 
antenna. Each side is of length 4/4. The solid 
curve is the sinusoidal current distribution of (5- 
63). The dashed curve is the current magnitude 
obtained from more exact numerical methods. 


Solution for the radiation properties proceeds in the usual manner. First the 
vector potential from (1-99) is 


-JMir , 
А--- 1е/ ' * qi. (5-64) 


4лг loop 


To find the phase function, the expressions for vectors from the origin to arbi- 
trary positions on each side must be written. They are 


, , 


"T г; = T 


(5-65) 
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where the numbered subscripts indicate the corresponding loop side. Using the 
expansion of f from (A-4) and (5-65) in (5-64) with the loop integral broken into 
integrals over each side gives 


e^ Jr „А8 E : — — 
dm I, Е | cos(fix')e/^* sin Ө cos ф (е Rese eens 4 ейт! зіп 6 sin “) ах 
< 108 


ЯГ ў | sin(By’ je” sin@sing („енн Ө cos ф + ейп 0 cos 9) dy | 


ев 
xus 


2 E А asin) [^ cos(fix' jeit” sin + gy’ 
4nr ви - X8 


418 
+ y2j sin (; sin 0 cos | | sin(fiy')e/^* inosine iy}. (5-66) 
-48 


The first factors in each of the above two terms in brackets are the array factors 
for the pairs of sides 1, 2 and 3, 4, respectively. Evaluation of the integrals and 
subsequent simplification lead to 


e 
la ын І 


ЕСІ. n 
cos jsin[^ cos 7 - e|: cos jJ 


4nr di si; 0 
, sin[(r/4)cos ;] ( e E | ! 
Eo qu Q cos 2 595 а) біп | 2 cos о (5-67) 
where 
cos у = sin 0 cos ф and cos О = sin 0 sin ф. (5-68) 


The angles ; and Q have a geometrical interpretation; they are the spherical 
polar angles (similar to 0) for the x- and y-axes; see (A-4). 
The far-zone electric field components are 
E, = —jonA, = —jopA : 0 = —jou(A,X -Ô + А,у-0) 
-)ош(А, cos 0 cos ф + А, cos 0 sin ф). (5-69a) 
—јорА +d = —jwu(— A, sin ф + A, cos ф). (5-69b) 


E, 
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Substituting A, and A, from (5-67) gives 


il. ne 9 
E= iene ы ope ф а А е 8 cos | 
2nr 1 — sin? 0 sin? ф 


: pin 0 sin ф (5 sin 0 sin 2 - sin( 7 sin 0 sin 2| 


. cos ф cos[(x/4)sin 0 sin ф] 
1 — sin? 0 cos? ф 


* [sin 0 cos ф sin( 7 sin 0 cos J н cos (7 sin 0 cos | (5-70а) 


Eim Іле 24 [cos ф sin[(z/4)sin 8 cos 9) 
Р 2 лғ 1 — sin? Ө sin? ф 
. kin 0 sin ф cos (7 sin @ sin 6 | - sin(* sin 0 sin J 


” sin ф cos[(x/4)sin 0 sin ф) 
1 — sin? 0 cos? ф 


: |sin 0 cos ф ДЕ sin 0 cos 2 - > Е sin 0 cos 4)| (5-70b) 


These expressions are rather involved but were derived in a straightforward 
fashion using the principles set forth in Section 1.5. 

The far-field expressions simplify somewhat in the principal planes. In the 
xy-plane, which is the plane of the loop (an E-plane), 0 = 90° and then (5-70) 
reduces to 


Б(0- 3)=0 (5-71a) 


„пе 4| (x/4kos ф 


coslada d] 
(r/Asinó | 


E, 0- т) _ лоте “ЭР x [sin[(x/4kos 9) 


sin ф cos 7 sin 2 - ШЕ sin 2| 


cos ф “(| cos 2 - cos( 7 cos «Jl (5-71b) 


The E, expression is plotted in Fig. 5-46a (solid curve) in normalized form. 
Along the x-axis (ф = 0° and 180°) E, = 0. This is true because the sides 3 and 4 
alone each have patterns that are zero in the broadside direction since the 


Figure 5-46 Principal plane patterns for one- 
wavelength square loop antenna. The solid curves 
are the patterns based on a sinusoidal current 
distribution of Fig. 5-45. The dashed curves are the 
patterns arising from the current distribution 
obtained by the more exact numerical methods. (а) 
The xy-plane normalized pattern plot of E, . In this 
plane НР = 94°. (b) The xz-plane normalized 
pattern plot of E,. In this plane HP = 85°. The 
patterns from the two methods coincide in this plane. 
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Figure 5-46 (c) The у:-ріапе pattern plot of Е. 


current distributions on these sides are odd about their midpoints. Along the 
y-axis (5-71b) reduces to 


л л jl,ne ?" 1 
ш,ф-:|-- : 5-72 
ZU TEE ж JA Ji; 
In the xz-plane, which is an E-plane, (5-70) yields 
E,(¢ = 0)=0 (5-73a) 
Инет sin 0 sin[(x 4)sin 0] — cos[(x/4)sin 0 
Eje ds D T Ss н 0 oe 0). 
y 2nr cos 0 


The normalized form of this E, expression is plotted in Fig. 5-46b (solid curve). 
It can be shown that (5-73b) goes to zero for 0 = 90°, as it should by (5-71a). 
In the yz-plane, which is the H-plane, (5-70) reduces to 


ЕД фе 4 =0 (5-74a) 


UNT. к? же Е А ) -74b 
Д4-3)- po ce 4 sin 0). (5-74b) 
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Figure 5-46c (solid curve) gives the plot of the normalized form of this E, 
. expression. The cos[(z/4)sin 0] pattern is the array factor for two point sources 
.at the midpoints of sides 1 and 2. Note that in the z-direction (5-73) and (5-74) 
give the same result (for 0 = 0°): an electric field parallel to the x-axis given by 


лет 
2лг 


which is a factor of ,/2 greater than E, in the y-direction given in (5-72). This is 
also seen in Fig. 5-46c. 

From the patterns in Fig. 5-46 we can make some general conclusions about 
the radiation properties of the one-wavelength square loop antenna. Radiation is 
maximum normal to the plane of the loop (along the z-axis) and in that direc- 
tion is polarized parallel to the loop side containing the feed. In the plane of the 
loop there is a null in the direction parallel to the side containing the feed point 
(along the x-axis), and there is a lobe in a direction perpendicular to the side 
containing the feed (along the y-axis). These results are quite different from the 
small loop antenna which has a null on-axis and maximum (uniform) radiation 
in the plane of the loop. 

The accuracy of our results can be investigated by solving the square loop 
problem without assuming the current distribution to be sinusoidal. The numeri- 
cal methods of Chapter 7 applied to the one-wavelength loop antenna for a wire 
radius of 0.0014 renders the current magnitude shown in Fig. 5-45 (dashed 
curve). Note that the agreement is actually very good. The impact of the slight 
differences in these current distributions are revealed in Fig. 5-46. The dashed 
curves are the patterns corresponding to the exact current distribution and 
calculated by a radiation integral procedure similar to that detailed above for 
the assumed current. The agreement between the patterns arising from the 
simple current assumption and that of more exact methods is very good. In fact, 
in the xz-plane the agreement is nearly exact. This detailed comparison of the 
approximate antenna analysis methods employed thus far in the book to that of 
more exact (but more difficult) numerical methods serves to provide confidence 
that good engineering results can be obtained from reasonable assumptions 
about the operation of antennas. 

The square loop antenna is most useful in practice for a one-wavelength 
perimeter because of the desirable input impedance properties. The impedance of 
a square loop antenna with a wire radius of 0.0012 is plotted in Fig. 5-47 as a 
function of the perimeter. Note that for a one-wavelength perimeter the input 
reactance is relatively small, and also note that resonance occurs for a 1.094 
perimeter. The input resistance for а one-wavelength perimeter is about 100 
ohms. Other perimeter values give rather awkward input impedances. 

The gain of the one-wavelength square loop is 3.09 dB, which is less than the 
3.82 dB gain of a straight wire one-wavelength dipole. This is to be expected 
from the obviously less -directive pattern of the loop in Fig. 5-46 compared to 
that of the one-wavelength dipole in Fig. 5-4b. 
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Figure 5-47 Input impedance of a square loop antenna as a function of the loop perimeter. The loop is fed in the 


center of one side and has a wire radius of a = 0.0012. Numerical calculation methods were used. (a) Input resistance 


(b) Input reactance. 
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PROBLEMS 


5.1-1 Use the integral from (F-11) in (5-3) to prove (5-4). 

5,1-2 Starting with (5-6) show that (ог L < 2, the radiation pattern of a dipole reduces to 
that of a short dipole, sin 0. 

5.1-3 (a) The outputs from two collinear, closely spaced, half-wave dipoles are added to- 
gether as indicated by a summing device in the figure below. The transmission lines from 
the antennas to the summer are of equal length. Write the pattern Р,(0) of this antenna 
system using array techniques. 


À À 


ey шы oi = & e 
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(b) Now consider a center-fed, full-wave dipole which is along the z-axis. Write its 
pattern expression Ғ,(0). 

(с) Now draw the current distributions /,(a) and /,(z) for both antennas. From these 
current distributions can you make a statement about the patterns from the two 
antennas? Return to the pattern expressions and prove your statement mathematically. 
5.1-4 The center-fed, full-wave dipole is rarely used because it has a current minimum at 
the feed point. If it is instead fed as shown below, sketch the current distribution. Also, 
rough sketch how you think the pattern should look, and explain how you obtained it, 


- A мн шинийн 5 


254 WIRE ANTENNAS 


5.1-5 (a) The array of Prob. 5.1-3(a) is parallel fed, in-phase array. Show how the parallel 
wire transmission lines are connected to perform the summing function. Also put current 
arrows on each wire. , 

(b) Consider an array similar to that of part (a) except now the array elements (half- 
wave dipoles) are fed 180° out-of-phase. Show how the transmission lines are arranged to 
accomplish this subtraction function. Again show the currents on each wire. 

5.1-6 Use the results of the cosine-tapered current distribution in Section 4.2 to derive the 
pattern of a half-wave dipole in (5-7). 

5.1-7 Verify that the normalization constant in (5-9) is 0.7148 for the pattern of a 34/2 
dipole. What are the angles @, in degrees for maximum radiation? 

5.1-8 A resonant half-wave dipole is to be made for receiving TV Channel 7 of frequency 
177 MHz. If }-іп. diameter tubular aluminum is used, how long (in centimeters) should 
the antenna be? 

5.1-9 A four-element collinear array of half-wavelength spaced, half-wave dipoles are 
placed along the z-axis. All elements are fed with equal amplitude and phase. 

(a) Determine the complete radiation pattern F(0) for the array. 

(b) Plot a sketch of the pattern in linear, polar form using array concepts. 

5.1-10 Repeat Prob. 5.1-9 except now the half-wave dipole elements are parallel to each 
other and the x-axis, and are phased for ordinary endfire. The centers of the four elements 
are located on the z-axis and are spaced a half-wavelength apart. 

5.1-11 The antenna shown is operated over a perfect ground plane. Its purpose is to 
enhance radiation in the xy-plane over that of a single quarter-wave monopole. 


| 


(a) Determine and sketch the current distribution. Assume b < 2. 
(b) Use array concepts to obtain a linear, polar plot of the radiation pattern in a plane 
containing the z-axis. 
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5,1-12 (a) Show that the power radiated by a center-fed dipole of arbitrary length L with © 
a sinusoidal current is 


т" ES 0.5772 + In(BL) — СВІ) + E sin(BL)[Si(2BL) — 2 Si(BL)] 


+ ; cos(BL) 


0.5772 + In| P + Ci(2BL) - 2 cip) 


(b) Derive an expression for the directivity and then plot directivity as a function of 
dipole length for L from 0 to 34. 

5.1-13 Use the length reduction procedure for half-wave resonance in Table 5-2 to calcu- 
late the resonant frequencies of the two dipoles in Fig. 5-7. 

5.1-14 Design an optimum directivity vee dipole to have a directivity of 6 dB. 

5.1-15 To show that the vee dipole results of (5-23) and (5-24) give roughly the correct 
results for a full-wave straight wire dipole; use D = 2.41 and determine y. 

5.2-1 (a) It is desired to have a simple formula for the length of a thin-wire half-wave 
folded dipole antenna. Show that it is L(cm) — 14,250/ /(MHz). 

(b) Determine the length in centimeters of half-wave folded dipoles for practical appli- 
cation as receiving antennas for each VHF TV channel and the FM broadcast band 
(100 MHz). Tabulate results. 

5.2-2 Calculate the input impedance of a folded dipole of length L= 0.44, wire size 
2a = 0.0014, and wire spacing d = 12.5a using the transmission line model. Compare your 
results to values from Fig. 5-15. 

5.3-1 A receiving antenna with a real impedance R, attached to its terminals has the 
equivalent circuit shown. Prove that maximum power transfer to the load for a fixed real 
antenna impedance R , occurs for R; = R4. 


КА R, 


44% 


5,3-2 A transmitter with a real impedance of Ку is connected to а lossless transmission 
line of real characteristic impedance R, and then to an antenna of real input impedance 
R5» 

(a) Derive an expression for the transmit efficiency, that is, power delivered to 
antenna/total power dissipated. Neglect any mismatch effects. 

(b) Find the percent efficiency for Ку = К,, Rr = 0.5R,. and Ry=0.1R,. 
5.4-1 Use array theory to analyze the array of Fig. 5-27a where the pattern of each 
element is that of a half-wave dipole. 
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(a) Plot the H-plane pattern and compare to Fig. 5-27b. 
(b) Plot the E-plane pattern. 
The program ARRPAT can be used. 


5.4-2 Numerical methods reveal that the currents on the elements of the two-element. 


parasitic array of Fig. 5-27a are nearly sinusoidal and the current amplitudes and phases 
at each element center are 1.0 L —88° for the driver and 0.994 / 81.1? for the parasite. Use 
simple array theory to obtain and plot the H-plane pattern in linear, polar form. The 
program ARRPAT can be used. 

5.4-3 Phasor diagrams are often helpful in obtaining a rough idea about how arrays 
perform. To illustrate, use phasor diagrams to obtain the relative far-zone field values in 
the endfire directions of the two-element parasitic array of Prob. 5.4-2 (і.е., find the front 
to back ratio). To do this find the total phasor at each element location including the 
spatial phase delay due to the element separation. Assume the amplitudes of each element 
are unity and the phases are —88* for the driver and 81.1° for the parasite. 

5.4-4 Design a three-element Yagi for FM broadcast reception at 100 MHz using the 
data of Table 5-4. Give dimensions in centimeters. 

5,4-5 Design a seven-element Yagi for TV Channel 13. Space all elements 0.254 apart and 
use the values of Table 5-4. Give dimensions in centimeters. 

5.4-6 Construction project—a ten cent Yagi. This project is designed to demonstrate how 
a high.gain antenna can be built for under ten cents! Locate a channel on your (or a 
cooperating friend's) TV zeceiver which has marginal reception, such as a snowy picture 
when a modest antenna (like rabbit ears) is used. If it happens to be Channel 13 you can 
use the design values from Prob. 5.4-5. If not, repeat the calculations for the channel you 
have chosen. The construction phase proceeds as follows. Find a large rigid piece of 
corrugated cardboard and trim it so that it is several centimeters longer than the total 
array length and about 5 cm narrower than the director length. Now locate several thick 
coat hangers. Straighten them as much as possible and cut them to the lengths required 
for the reflector and directors. The feed element is a folded dipole constructed from a 
piece of twin-lead transmission line. Cut it to a length that is a little longer than the driver 
dimension. Strip the ends and solder the two wires at each end together such that the 
overall length is equal to the driver dimension. Next cut one wire of the driver at the 
center of the folded dipole and solder the ends to a long piece of twin-lead which serves as 
a transmission line for the antenna. Lay out all element positions on the cardboard by 
marking appropriately. Tape the folded dipole onto the cardboard at the driver location. 
The coat hanger parasitic elements are positioned by merely inserting them into the 
corrugations in the cardboard. Now connect the transmission line to the receiver. Rotate 
the antenna and note the effect on the reception. Large performance differences should be 
observed. Note that it may be necessary to elevate the antenna by placing it in the attic, 
for example. With this construction it is very easy to change the element spacings by 
placing the coat hanger elements into difference corrugations. Very little difference will be 
observed for small distance changes. Normally the best performance is achieved for 
horizontal polarization, that is, elements parallel to the ground. 

5.4-7 Construction project —a slightly more expensive Yagi. A fairly rugged Yagi antenna 
can be constructed using the following technique. Select a TV channel with marginal 
reception and design a Yagi for that frequency. The materials required for this project are 
a 1 by 2 in. board of length slightly greater than the overall length of the array and a few 
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meters of aluminum wire (usually No. 8 AWG). Trim and straighten wires for the 
reflector and directors. Drill holes in the wooden mast at the appropriate positions for 
the reflector and the directors. The holes should be just slightly greater than the wire 
diameter. Be sure all holes are along a straight line. The driver is a folded dipole oriented 
such that the plane of the dipole is perpendicular to the line of the array. Drill one hole in 
the mast about 2 cm above the array line. At the same distance below the array line drill 
in from each side of the mast about 0.5 cm. Cut a piece of wire more than twice the length 
of the driver, Push it through the top hole and center it. Bend the wire at the required 
length at each end and fold it back to the mast. Now carefully trim away any excess wire 
such that the wire ends can just be forced into the shallow holes and still form a symme- 
tric folded dipole. Now wrap the bared ends of a twin-lead transmission line to the ends 
of the folded dipole close to the mast (at the feed point). Be sure to get a good mechanical 
contact. Also leave a tab of polyethylene where you stripped the twin lead. Small wire 
brads can be wedged between the wire ends at the feed point and the mast, and at the 
same time pinch the twin lead connection between the antenna wire and the brad. Solder 
the feed point connections. Tack the polyethylene tab to the bottom of the mast to 
provide strain relief. Insert the remaining elements into their holes, center them, and nail 
brads into the hole alongside the wires to secure their positions. The construction is now 
complete and you can connect the transmission line to the receiver and test the reception. 
Try several antenna locations and orientations. 
5,5-1 A resonant, half-wave, thin, vertical dipole is operated а half-wavelength above a 
perfect ground plane. Calculate the input impedance. Use the results in Section 3.6, 
§.5-2 Derive an expression for the directivity of an ideal (infinitesimal) dipole as a func- 
tion of its height h above a perfect ground plane. The dipole is oriented perpendicular to 
the ground plane. Make use of the results in Sections 2.3 and 3.4. 
5.5-3 A short dipole is a quarter-wavelength above a perfect ground plane. Use simple 
array theory for the dipole and its image to obtain polar plot sketches of the E- and 
H-plane patterns when the dipole is oriented (a) vertically, and (b) horizontally. 
5.5-4 Repeat Prob. 5.5-3 for a short dipole a half-wavelength above a perfect ground 
plane. 
5,5-5 A horizontal short dipole is a quarter-wavelength above a planar real earth and is 
operating at 1 MHz. The conductivity of the earth is о = 12 x 10^? mho/m and the 
relative dielectric constant is c, = 15. For this frequency, с, and ғ,, we can approximate 
1Ги| by 0.9 and the phase of Г, by — 190° for all 0. 

(a) Calculate and plot the H-plane elevation pattern in polar form in the upper 
half-space. 

(b) Compare the pattern with that of the short dipole over a perfectly conducting 
ground plane (i.c., the results of Prob. 5.5-35). 
5.5-6 A vertical short dipole is located a half-wavelength above the surface of the earth at 
100 MHz. g = 12 x 10^? mho/m and £, = 15. The reflection coefficient may be approx- 
imated as 


Гу = 0.5 2 0°, 0 < 60 < 40° 
r, = 0.34 – 10°, 40° < 0 < 70° 
Гу = 012 — 90°, 70° < 0 < 80° 


Г, = 0.5 L — 180°, 80° < 0 < 90° 
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(a) Calculate and plot the elevation pattern in polar form. 

(b) Compare the pattern with that of the short dipole over a perfectly conducting 
ground plane [Prob. 5.5-4(а)]. 
5.5-7 A quarter-wave resonant monopole is to be used as a transmitting antenna at 
1 MHz. A radial system of 120 radials is to be used. If 97% efficiency is to be achieved, 
how long must the radial wires be? Neglect any tower ohmic resistance. 
5.6-1 Verify that the maximum of the radiation from a traveling-wave long wire antenna 
which is 64 long occurs at an angle of 20.1° from the wire. 
5.6-2 Compare the approximate beam maximum angle formula of (5-59) for a traveling- 
wave long wire. with the values of Fig. 5-42 for L/A = 1, 3, 6, 10. 
5.6-3 Show that the power radiated from a traveling-wave long wire antenna is 


sin(2BL) 


Шы юг [2.108 + (5) - сарви) + 


Use (4-8), (5-58), and (1-127). 
5.6-4 Use the radiated power expression from Prob. 5.6-3 for a traveling-wave long wire 
to: 

(a) Derive the directivity expression 


0.371 
L/À 
sin(28L) 
2BL 


(b) Evaluate the directivity for L/A = 2, 5, 10, 20. Ci(2BL) is approximately zero for 
these values of L. 
5.6-5 Use the radiated power expression from Prob. 5.6-3 for a traveling-wave long wire 
to: 

(a) Find an expression for the radiation resistance. 

(b) Evaluate the radiation resistance for L/A = 2, 5, 10, 20. Ci(2BL) is approximately 
zero for these values of L. 
5.6-6 Plot the linear, polar plot of a traveling-wave long wire antenna which is eight 
wavelengths long. 
§.6-7 To be completely general, the traveling-wave long wire antenna has a current 
distribution given by 


1.69 cot? |; : csi [1- 77 
Da 


2.108 + 1 - Ci(2BL) + 


1,() = I.e е 1? 
where a is the attenuation coefficient representing radiation and ohmic losses. ff, is the 


phase constant and is related to the velocity factor p = v/c as fl, = fip. 
(a) Derive the pattern function 


F(0) = K sin 0 
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(b) Show that this reduces to (5-58) for a = 0 and р = 1. 

(c) Plot the polar pattern for a — 0 and L — 64, for p — 1.0, 0.75, 0.5. 
5.6-8 Traveling-wave vee antenna. 

(a) Place the zero-phase reference point at the vertex of the vee antenna of Fig. 5-43, 
and derive the radiation pattern as 


F,(0) = K[F,(0) — F2(8)] 


where 


120-1 + cos 2)] с: sin[(L/2)(1 — cos(0 — a))] 
Е,(0) = емен ! sin(0 — x) (БІЛҮІ — cos(0 — x)) 


and Р,(0) is the same as F,(0) except —« is replaced by х. This pattern expression is valid 
only in the plane of the vee. 

(b) Plot the polar pattern in Fig. 5-43 for L = 63 and a = 16°. 
5.6-9 Rhombic antenna. 

(a) Show that the pattern of the rhombic in Fig. 5-44 is 


F (0) = КАР (0) — F2(0) e "P TF, — Fal} 


where F} = e//^ ©") F, ард F, = ef^ ӨР "Өр, F, and Р, are given in Prob. 5.6-8. This 
expression is valid only in the plane of the rhombic. 

(b) Plot the polar pattern in Fig. 5-44 for L = 64 and х = 16°. 
5.6-10 A rhombic antenna above ground is to be designed for a main beam maximum at 
an elevation angle of 20°. Determine the rhombic configuration required. 
5.7-1 The uniform circular loop antenna. A circular loop in the xy-plane with its center at 
the origin and a radius b carries a uniform amplitude, uniform phase current given by 


1= 1,9. 


(a) Due to symmetry the pattern will not be a function of ¢ and А will have only а 
$-component. Using these facts, show that 


A =E 1,b[ cos eif tene дф 
"ЭР аж 4 


in the far field. Use symmetry to reason that ф = 0 can be assumed and that only a 
$-component exists. 

(b) Find an expression for E,. Hint: use (F-7). 

(c) Show that this result reduces to that for a small loop antenna in (2-53). 
Hint: J (x) = x/2for x « 1. 
5.7-2 Show that (5-66) yields (5-67). To perform the integrations decompose the functions 
соз(Вх”) and віп(Ву”) into sums of exponential functions using (C-6) and (C-7). 
5.7-3 Compute the input reactance of a square loop antenna with a 0.24 perimeter using 
small loop analysis and compare to the value from Fig. 5-47b. 


BROADBAND ANTENNAS 


In many applications an antenna must operate effectively over a wide range of 
frequencies. An antenna with wide bandwidth is referred to as a broadband 
antenna. The term “broadband” is a relative measure of bandwidth and varies 
with the circumstances. We shall be specific in our definition of broadband. 
Bandwidth is computed in one of two ways. Let fy and /, be the upper and lower 
frequencies of operation for which satisfactory performance is obtained. The 
center (or sometimes the design frequency) is denoted as f... Then bandwidth as 
a percent of the center frequency is 


Л “ЭЙ, х 


; 100. (6-1) 


Bandwidth is also defined as a ratio by 


h 
A is 
The bandwidth of narrow band antennas is usually expressed as a percent using 
(6-1) whereas wide band antennas are quoted as a ratio using (6-2). 

In the previous chapter we saw that resonant antennas have small bandwidths. 
For example, the half-wave dipoles in Fig. 5-7 have bandwidths of 8 and 16%, 
(fu and f, were determined by the VSWR = 2.0 points). On the other hand, 
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antennas that have traveling waves on them rather than standing waves (as in 
resonant antennas) operate over wider frequency ranges. The definition of a 
broadband antenna is somewhat arbitrary and depends on the particular 
antenna, but we shall adopt a working definition. If the impedance and the 
pattern of an antenna do not change significantly over about an octave ( fy / f, = 2) 
or more, we will classify it as a broadband antenna. 

As we will see in this chapter, broadband antennas usually require structures 
that do not emphasize abrupt changes in the physical dimensions involved, but 
instead utilize materials with smooth boundaries. Smooth physical structures 
tend to produce patterns and input impedances that also change smoothly with 
frequency. This simple concept is very prominent in broadband antennas. 


6.1 HELICAL ANTENNAS 


If a conductor is wound into a helical shape and is fed properly it is referred to 
as a helical antenna, or simply as a helix.' The typical geometry for a helix is 
shown in Fig. 6-1. If one turn of the helix is uncoiled the relationships among the 
various helix parameters are revealed, as shown in Fig. 6-2. The symbols used to 
describe the helix are defined as follows: 


D = diameter of helix (between centers of coil material) 
С = circumference of helix = xD 
5 = spacing between turns = С tan 2 


; ET- 
х = pitch angle = tan”! С 
L = length of one turn = \/C? + S? 
N = number of turns 
A = axial length = NS 
d = diameter of helix conductor. 


Note that when 5 = 0 (x = 0°) the helix reduces to a loop antenna and when 
D = 0 (x = 90°) it reduces to a linear antenna. 

The helix can be operated in two modes, the normal mode and the axial mode. 
The normal mode yields radiation that is most intense normal to the axis of the 
helix. This occurs when the helix diameter is small compared to a wavelength. 
The axial mode provides a radiation maximum along the axis of the helix, When 
the helix circumference is on the order of a wavelength the axial mode will result. 


' Most of the pioneering work on the helix was performed by J. D. Kraus. See [1] and [2]. 
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Figure 6-1 Geometry and dimensions of a helical antenna. This is a 
left-hand wound helix. 


6.1.1 Normal Mode of Radiation 


In the normal mode of operation the radiated field is maximum in a direction 
normal to the helix axis and for certain geometries, in theory, will emit circularly 
polarized waves. For normal mode operation the dimensions of the helix must 
be small compared to a wavelength, that is, D < 2. The normal mode helix is 
electrically small and thus its efficiency is low. 

Since the helix is small, the current is assumed to be constant in magnitude 
and phase over its length. The far-field pattern is independent of the number of 
turns and may be obtained by examining one turn. One turn can be approx- 
imated as a small loop and ideal dipole as shown in Fig. 6-3. The far-zone 
electric field of the ideal dipole from (1-71) is 


e ій" 


E, = jouls sin 00 (6-3) 


4nr 


where S, the spacing between helical turns, is the length of the ideal dipole in 
Fig. 6-3. The far-zone electric field of the small loop from (2-53) is 


47 


хан таны” ан өф (6-4) 
е 4 4nr 


C=nD 


Figure 6-2 One uncoiled turn of a helix. 
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Figure 6-3 One turn of a normal mode 
helix approximated as a small loop and 
an ideal dipole. 


where zD?/4 is the area of the loop. The total radiation field for one turn, as 
modeled in Fig. 6-3, is the vector sum of the fields in (6-3) and (6-4). Note that 
both components have a sin 0 pattern (see Fig. 6-4) and they are 90° out-of- 
phase. The axial ratio of the polarization ellipse is found from the ratio of (6-3) 
and (6-4) as 


|El 40џ5 254 


JARI = TEE 7 Vies ns Qn): 20°. (5) 


Since the (perpendicular) linear components аге 90% out-of-phase, circular polar- 
ization is obtained if the axial ratio is unity. This occurs for 


С = пр = 4/25 (6-6) 


which was found by setting (6-5) equal to one. This circular polarization is 
obtained in all directions, except of course where the pattern is zero (along the 
axis of the helix). 


1 ! sin 8 
CX 
(a) 


(b) 


Figure 6-4 The normal mode helix and its radiation pattern. (а) 
Geometry used. (b) Radiation pattern of both | Е, | and | E, |. 
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From Fig. 6-2 it is seen that 


Lsina=S or a=sin™' (6-7) 


mu 


and 
C* + $= В. (6-8) 


For circular polarization in the normal mode, the circumference of the helix 
given by (6-6) and used in (6-8) gives 


52 4 281 — 2 — 0. (6-9) 


This is a quadratic equation which may be solved for S as 


vu 224% Bh 42 + а -4Р 1d m j| (6-10) 


Choosing the plus sign to keep the physical length 5 positive and substituting 
into (6-7) yields the pitch angle required for circular polarization 


aak + /1+ (1/2) 


1/2 


acp = Sin (6-11) 


6.1.2 Axial Mode of Radiation 


In the axial mode of radiation the helix radiates as an endfire antenna with a 
single maximum along the axis of the helix (--z-direction in Fig. 6-1). The 
radiation is close to circular polarization near the axis. Further, the half-power 
beamwidth can be reduced by increasing the number of turns. The axial mode 
occurs when the' helix circumference is on the order of one wavelength. In fact, 
the expressions presented in this section remain valid over at least a frequency 
range corresponding to 


М<С<4. (6-12) 


If fy is the upper and f, the lower frequency over this band, the bandwidth ratio 
is 
44; 3 16 
Su 94 = 5 = 22 = 178 (6-13) 
Л. cl, $ 9 
which is nearly the two-to-one bandwidth required to fit our definition of a 
broadband antenna. 
The axial mode helix carries nearly a pure traveling wave outward from the 
feed. The electric field vector rotates around in a circular fashion as does the 
current on the helix. The polarization is thus close to circular on axis. At the end 
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of the helix there is very little reflection of the outward traveling wave. Therefore, 
there will be very weak fields incident back onto the ground plane (except for 
very short helices with А < 2/2), and the effect of the ground plane may be 
neglected. The ground plane size is also not very critical, but should be made 
wider than a halí-wavelength. In addition, the conductor diameter d has little 
effect on the axial mode helix antenna properties. The helix is most conveniently 
fed using a coaxial transmission line with the center conductor attached to the 
helix and the outer conductor attached to the ground plane as suggested in 
Fig. 6-1. The ground plane can be either square or circular, made from either 
solid metal or wire mesh. 

The normal mode helix supports a wave that corresponds to a current along 
the helix which is nearly uniform in amplitude and phase if the helix dimensions 
are small relative to a wavelength. However, the axial mode helix has a circum- 
ference of about a wavelength, so the transmission mode in this case leads to a 
current distribution that has opposite phase on opposite sides of a turn (since 
they are separated by about a half-wavelength of conductor). Also the helix coil 
acts to reverse the current direction for opposite points. Thus the current at 
opposite points of a turn are essentially in phase, leading to far-field reinforce- 
ment along the helix axis. The radiation pattern can be found by considering the 
helix to be an array of N identical elements (or turns). The element pattern for 
one turn is approximately that of a one-wavelength loop. An approximate ex- 
pression for this is cos 0; see Fig. 5-46b. Assuming equal amplitude of excitation 
for each turn, the array factor is that of a uniformly excited, equally spaced array 
given in (3-33). The total pattern is then 


- з Sin(NW/2) d 
F(0) = K сов <: nw) (6-14) 
where 
y = BS cos 0 + x (6-15) 


and K is a normalization constant. 

The traveling wave along the helix produces an endfire beam along the helix 
axis (z-axis). Suppose initially that the helix can be modeled as an ordinary 
endfire array. Then a main beam maximum occurs in the 0 = 0 direction for 
y = 0, which yields x = —BS from (6-15); also see (3-36). The — 25 phase is 
phase delay due to axial propagation corresponding to the distance 5 along the 
axis for one turn. However, the current wave follows the helix. This introduces 
another —27 of phase shift since the circumference is about a wavelength. Thus 
for ordinary endfire «= —fS — 2л. Quite amazingly it turns out that the 
traveling-wave mode on the axial mode helix corresponds to nearly a naturally 
occurring Hansen- Woodyard increased directivity type endfire array. This effect 
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is accounted for with an additional —z/N phase delay over the ordinary endfire 
case; see (3-49). Thus, the element-to-element phase shift is 


ё -(ю +2 x) | (6-16) 


This phase shift leads to a value for the phase velocity of the traveling wave. To 
see this we write the phase shift of the wave in one transit around a turn of 
length L as 


= -в1 (6-17) 


where fj is the phase constant associated with wave propagation along the 
helical conductor. Equating this to (6-16) gives 


1 л 
= ros 2m +=) (6-18) 
The velocity factor (phase velocity relative to the free-space velocity of light) is 
TE ON. NN (6-19) 


с wp В, 


where v is the phase velocity of the traveling wave along the helical conductor. 
Using (6-18) in (6-19) yields 


FIT 
PT 575 + 0М + 1)2М: 


A typical configuration is С = 4, x = 12°, and N = 12. Then 5 = С (ап х = 
02134, L = алғ 5? = 1022), and р = 0815. Therefore, the traveling wave 
has a phase velocity less than that if it were a plane wave in free space. Such a 
wave is referred to as a slow wave. Another remarkable feature of the helix is that 
as the helix parameters vary over rather large ranges (5° <a < 20° апа 
i4 < C < 4A) the phase velocity adjusts automatically to maintain increased 
directivity. 

Returning to the pattern calculation, the main beam maximum occurs for 
0 = 0 and from (6-15) and (6-16), Y = —2x — n/N. Then (6-14) is 


ѕіп(– Мя – 7/2) . K(-1)**! 
N віп(-л-л/2/М) Nsin(z/2N) 


Normalizing such that the maximum is unity yields K = (—1)**' N ѕіп(л/2№), 
and the final pattern function is 


(6-20) 


F(0=0)=K (6:21) 


F(8) = (—1)**! sin — cos өзіп(Му/2) 


34 sin(y/2) (6:22) 
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where 
ý = BS(cos 0 — 1)- 27 — =. (6-23) 


This pattern expression applies to both E, and Е,. 
From a large number of measurements an empirical formula for the half- 
power beamwidth has been developed. It is 


32” 
7 (CAMNGAY "eM 


This formula holds for 12° < æ < 15°, 44 < C < $}, and N > 3. Notice that as N 
increases the beamwidth decreases. Also this is the beamwidth in any plane 
containing the axis of the helix since the beam is circularly symmetric. 

The directivity of the axial mode helix can be found from (8-80) as 


4n 41,253 
D= Q, ^ HP; HP, (6-25) 
where HP, and HP,, are the half-power beamwidths in the E- and H-planes in 
degrees. This expression follows from the fact that 4л sr = 4л(180/л)? = 41,253 
square degrees and the beam solid angle Q, = HP, HP,, . Substituting (6-24) 
into (6-25) for both HP, and HP, , since the pattern is circularly symmetric, 
gives 


2 
p-is(] 5 E (6-26) 


This directivity expression is a ratio (not decibels), and approximately equals the 
gain since the axial mode helix is nearly lossless. 

We have been assuming E, and E, to be equal in magnitude. This is only 
approximately true. The infinite helix has perfect circular symmetry but a finite 
helix does not, so one would expect that the fields radiated from a finite helix to 
be slightly asymmetric. It has been found that the axial ratio is given by 


2N +1 
= ———— -27 
[AR] = =N (6-27) 


in the main beam maximum direction. As N becomes large | AR| approaches 
unity and the wave approaches perfect circular polarization, since the fields E, 
and E, are also in time-phase quadrature. The sense of the polarization is 
determined by the sense of the helix windings as shown in Fig. 6-5, that is, a 
right- (left-) hand wound helix is a right- (left-) hand sensed polarized antenna. 
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Figure 6-5 Left- and right-hand wound 
helices. For the axial mode helix the sense 
of the windings determines the sense of 
polarization of the antenna. (а) Left-hand 
sensed helix. (5b) Right-hand sensed helix. 


In general, the terminal impedance of a helical antenna operating in the axial 
mode is nearly purely resistive since it is essentially a traveling-wave antenna. 
An empirically derived formula for input resistance is 

Ri, = 1405 ohms (6-28) 


which is accurate to +20% for 12° <a < 15°, 34 < C < $4, and N > 3. 


(с) 


Figure 6-6 Radiation patterns of а 10-turn axial mode 
helix with C = 4and« = 13° (Example6-1).(a) Measured 
! E, pattern at 8 GHz [3]. (Б) Measured E, pattern at 8 GHz 
Figure 6-6 | [3]. (c) Pattern computed from (6-22). 
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Example 6-1. A 10-Turn Helix Antenna 


The helix antenna is rather easy to construct and will perform approximately as predicted 
Әу the simple theory presented in this section, as will be demonstrated in this example. 
Calculations are compared to experimental results for a 10-turn helix constructed for a 
center frequency of 8 GHz (A = 3.75 cm). At the center frequency the helix is designed to 
have a circumference of С = 0.924, or C = 3.45 cm. The helix was built with a pitch angle 
of х = 13°. The spacing between turns is then S = C tan a = 3.45 tan 13° = 0.796 cm. The 
measured radiation patterns for the two principal planes are shown in Figs. 6-6a апа 6-65 
[3]. Note that these patterns are nearly identical, as required for circular polarization. The 
theoretical pattern based on (6-22) is plotted in Fig. 6-6c. Note the good agreement with 
the measured patterns. The half-power beamwidth of the calculated pattern is 38.8* and 
the beamwidth of the measured patterns is 45°. The empirical formula of (6-24) with 
С = 0.924, N = 10, and 5 = C tan a = 2 tan 13° = 02314 gives 


52° 
| = 372°. 6-29 
1,/10(0231) (6-9) 


6.2 BICONICAL ANTENNAS 


The bandwidth of a simple dipole antenna can be increased by using thicker 
wire. This concept can be extended to further increase bandwidth if the conduc- 
tors are flared to form a biconical structure. Then the fixed wire diameter is 
replaced by a smoothly varying diameter and a fixed angle (of the conical 
surfaces). In this section the idealized biconical antenna is considered first, 
followed by two practical forms —the finite bioconical antenna and the discone. 


6.2.1 The Infinite Biconical Antenna 


If the conducting halves of an antenna are two infinite conical conducting 
surfaces end-to-end, but with a finite gap at the feed point, the infinite biconical 
antenna of Fig. 6-7 results. Since the structure is infinite it can be analyzed as a 
transmission line. With a time-varying voltage applied across the gap, currents 
will flow radially out from the gap along the surface of the conductors, These 
currents in turn create an encirculating magnetic field H. Assuming a TEM 
transmission line mode (all fields transverse to direction of propagation), the 
electric field will be perpendicular to the magnetic field and be 0-directed. When 
the potential on the top cone is positive and the bottom cone is negative, the 
electric field lines extend from the top to the bottom cone as indicated in 
Fig. 6-7. 
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Figure 6-7 Infinite biconical antenna. The 
field components and current are shown. 


In the region between the cones J = 0, Н = Н,ф, and E= Е,0. Then 
Ampere's law, V x H = joxE + J, reduces to 


1 0 
HEC АВИРЧ З PS = jweE, = -30 
rsin 030 (sin ӨН,) = jocE, = 0 (6-30) 
for the r-component and 
AR Н.) = jocE (6-31) 
тар” e) = jocE, 


for the 0-component. From (6-30) we see that 0/00 (sin 0H,) = 0 so 


DS 
ox 


= е -3 
sin 0 (6-52) 


Since the structure acts as a guide for spherical waves we can write (6-32) as 


gm g 
H,= “a and" (6-33) 
Then, substituting this into (6-31) we obtain 
МИЕТЕ З E LES 
jwe r 4n sin 0 ôr wer 4n sin 0 
an (6-34) 


= nH, 4nr sin Ө’ 
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This equation is simply E, = nH which confirms our statement that the wave is 
TEM. The field components vary as 1/sin 0, so the radiation pattern is 


sin до 
n 6 


which is normalized to unity at its maxima on the conductor surfaces. This 
pattern is plotted in Fig. 6-8. 

In order to determine the input impedance we first find the terminal voltage 
and current. Referring to Fig. 6-7 we see the voltage is found by integrating 
along a constant radius r and it is 


Е(0) = 


6, < 0 < 72-- 0, (6-35) 


И) = | Er dð. (6-36) 


М” 


This сап be performed for апу г since the cones аге equipotential surfaces. 
Substituting (6-34) into the above equation yields 


Р % 40 nH 0 х- Or 
V X іш Жы ам arie 2 
(r) L сре In |tan 2 Г 
nH, - jpr 0, 
DE. ia ЈА йн 2! (6-37) 


Е(0) 


Figure 6-8 Radiation pattern of an infinite biconical antenna. 
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The boundary condition on H, at the conductor surface is J, = H,. The total 
current on one cone is found by integrating the current density J, around the 
cone as shown in Fig. 6-7, so 

2n 


10)-| Har sin 0 dọ = 2nrH, sin 0. (6-38) 
70 
Substituting (6-33) іп the above gives 
I(r) = Б: e dr, (6-39) 


The characteristic impedance at any point r, from (6-37) and (6-39), is 


V(r) " (cot 
22-16 2 2) em) 
Since this is not a function of r it must be also the impedance at the input 
(r = 0). Thus, using у = 120 in (6-40) gives the input impedance 


Zo =Z = 1 ШЕ 2 J ohms. (6-41) 
For 0, less than 20* 
2, = Z = 120 in(7. ohms (6-42) 
h 


where 0, is in radians. The input impedance is real because there is only a pure 
traveling wave. Since the structure is infinite there are no discontinuities present 
to cause reflections setting up standing waves, which would show up as a reac- 
tive component in the impedance (except at a few resonance points). If 0, — 1^, 
Zi, = 568 + |0 ohms. If 0, = 50°, Zin = 91 + j0 ohms. 

If one cone is flared all the way out to form a perfect ground plane a single 
infinite cone above a ground plane results. This monopole version of the 
infinite bicone then has an input impedance which is half that of the infinite 
bicone. 


6.2.2 The Finite Biconical Antenna 


A practical biconical antenna is made by ending the two cones of the infinite 
bicone. This finite biconical antenna is shown in Fig. 6-9. Inside an imaginary 
sphere of radius h just enclosing the antenna, TEM waves exist together with 
higher order modes created at the ends of the cones. Outside this sphere only 
higher order modes exist. The ends of the cones cause reflections that set up 
standing waves that lead to a complex input impedance. For a given voltage 
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Figure 6-9 Finite biconical antenna. 


excitation the resulting modes of H, can be obtained [4]. The boundary condi- 
tion leads to the current as in (6-38) and then the impedance expression is found. 
The values of input impedance resulting from this procedure are plotted in 
Fig. 6-10 [5]. The capacitive effect of the ends has been neglected. To use these 
curves first compute the characteristic impedance Z, from (6-41) using the 
appropriate сопе half-angle 0,. Notice that the input resistance becomes very 
large and the input reactance very small for an overall antenna length 2h of 
slightly less than one-wavelength, just as with an ordinary dipole. 

The pattern of the finite biconical antenna for small cone angles is very similar 
to that of an ordinary dipole of the same length. 


6.2.3 The Discone Antenna 


If one cone of the finite biconical antenna is replaced with a disk-shaped 
ground plane, the structure becomes a disk-cone, or discone, antenna (see 
Fig. 6-11). The discone antenna was developed by Kandoian [6] in 1945, 
followed several years later by experimental design studies [7, 8]. It is used (like 
a vertical dipole) for vertical polarization and nearly uniform azimuth coverage 
(1.е., an omnidirectional pattern). But the discone offers satisfactory operation 
over a wide frequency range (several octaves) while maintaining acceptable pat- 
tern and impedance properties. 
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The discone is constructed as shown in Fig. 6-11. The outer conductor of the 
coaxial transmission line is connected to the cone and the inner conductor is 
attached to the disk ground plane. The cone and disk can be either solid metal 
or radial wires. Ideally the pattern between the ground plane and the cone is that 
of the infinite bicone. This omnidirectional pattern is well suited to broadcast 
applications. 

The discone antenna can be designed for broadband impedance performance 
(typically 50 ohms), while maintaining acceptable pattern behavior with 
frequency [8]. Typical center frequency dimensions аге Н = 0.72, B = 0.64, 
D = 044, 0, = 25°, and 6 < D. For example, the discone with the patterns of 
Fig. 6-12 has a center frequency of 1 GHz (å= 30cm) So at 1 GHz, 
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Figure 6-10 Input impedance of a finite biconical antenna of half-length h. 
Z, = 120 In[cot (0,/2)]. (Reproduced, by permission, from [5]. © 1952 John Wiley.) 
(a) Input resistance. 
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Input reactance (ohms) 


"А 
tb) 


Figure 6-10 (b) Input reactance. 


discone antenna for H = 21.3 cm, B= 
dimensions аге H ~ 0.77, B ~ 0.64, D ~ 0.47, 19.3 cm, and 6, = 25" [8]. (а) 500 MHz, 
and ô < D. 


| 
4 Figure 6-12 Measured patterns of a 
Figure 6-11 Discone antenna. Typical 
(6) 1000 MHz, (c) 1500 MHz. 
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H = 21.3 cm = 0.714, В = 19.3 cm = 0.644, and 0, = sin ^ '[(B/2)/H] = 27°. Nail 
[7] has given optimum design formulas of D = 0.7B and 6 = 0.3C, independent 
of H and @,. 

The pattern performance over a 3 to 1 bandwidth is revealed in Fig. 6-12. At 
low frequencies the structure is small relative to a wavelength, and the pattern is 
not too different from that of a short dipole (see Fig. 6-12a). As frequency 
increases the electrical size of the ground plane increases and the pattern is 
confined more to the lower half-space (see Fig. 6-12b). For further increases in 
frequency, the antenna behavior approaches that of an infinite structure. For 
example, at 1500 MHz, the pattern (of Fig. 6-12c) is very close to that of the 
monopole version of the infinite biconical antenna in Fig. 6-8. Measurements 
with several disk parameters, D, and spacings between the cone, ó, showed that 
the patterns are insensitive to these parameters [8]. 


6.3 SLEEVE ANTENNAS 


In Section 5.1 we saw that the dipole antenna is very frequency sensitive and its 
bandwidth is much less than the octave bandwidth provided by the antennas 
studied previously in this chapter. However, the addition of a sleeve to a dipole 
or monopole can increase the bandwidth to more than an octave. In this section 
we will briefly examine a few forms of the sleeve antenna, which incorporates a 
tubular conductor sleeve around an internal radiating element. Emphasis will be 
placed on practical configurations. 


6.3.1 Sleeve Monopoles 


Three sleeve monopole configurations are shown in Fig. 6-13 fed from a coax- 
ial transmission line. The sleeve exterior acts as a radiating element and the 
interior of the sleeve acts as the outer conductor of the feed coaxial transmission 
line, The length of the sleeve may be any portion of the total length of the 
monopole from zero (no sleeve) to that of Fig. 6-135 where the sleeve constitutes 
the entire radiating portion of the antenna. There is an endless number of sleeve 
antenna configurations. Frequently the sleeve is a large conducting structure or 
the center radiating element is conical. These are, however, complex structures 
and we will consider only the more common simple sleeve monopole of 
Fig. 6-13c. Its characteristics are a function of the dimensions shown as well as 
frequency. As for an ordinary monopole with no sleeve, the antenna dimensions 
affect the impedance more than the pattern. 
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Figure 6-13 Sleeve monopole configurations. The arrows in (a) 
indicate polarity when / + L < 2/2. 


The first sleeve monopole resonance, as might be expected, occurs at a 
frequency where the monopole length /+ L is approximately 4/4. Design 
proceeds by locating this first resonance near the lower end of the frequency 
band, thereby fixing the total physical length / + L. The remaining design vari- 
able is //L. It has been found experimentally that a value of //L = 225 yields 
optimum (nearly constant with frequency) radiation patterns over a 4:1 band 
[9]. The value of //L has little affect for / + L < 4/2 since the current on the 
outside of the sleeve will have approximately the same phase as that on the top 
portion of the monopole itself, as suggested by the arrows of Fig. 6-13a. 
However, for longer electrical lengths the ratio //L becomes very important and 
has a marked effect on the radiation pattern, since the current on the outside of 
the sleeve will not necessarily be in phase with that on the top postion of the 
monopole. Some typical specifications for optimum performance are given in 
Table 6-1. In some applications the VSWR may be too high, requiring a match- 
ing network. 


Table 6-1 Specifications for Optimum Pat- 
tern Design of a Sleeve Monopole 


Pattern bandwidth 4:1 
+L 4/4 at low end of band 
бі. 225 
Did 30 
VSWR less than 8:1 
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Figure 6-14 Sleeve dipole configurations. 


6.3.2 Sleeve Dipoles 


The sleeve monopole has a counterpart in the sleeve dipole antenna, two forms 
of which are shown in Fig. 6-14. The sleeve dipole of Fig. 6-14b can be approx- 
imated with an open-sleeve dipole in which the tubular sleeve is replaced by two 
conductors close to either side of the driven element as shown in Fig. 6-15. The 
length of the parasites (simulated sleeve) is approximately one-half that of the 
center-fed dipole. The open-sleeve dipole we will describe from an experimental 
viewpoint is operated in front of a flat reflector, or ground plane [10]. The results 
are also applicable to sleeve dipoles without a flat reflector present. 

The antenna was designed for the 225-400 MHz frequency band. The dipole 
to reflector spacing 5, was chosen to be 0.29; at 400 MHz to avoid the deterior- 
ation of the radiation pattern which occurs for larger spacings. All of the dimen- 
sions required for design of the open-sleeve dipole are given in Table 6-2. These 


Table 6-2 Electrical Dimensions of an Open-Sleeve 
Dipole with a Reflector for Lowest VSWR 


Electrical dimension Electrical dimension 
at lowest frequency at highest frequency 


Parameter (225 MHz) (400 MHz) 
D 0.0264 0.0474 
H 0.3852 0.6842 
Б 02162 0.3854 
5 003814 0.06774 
5, 0.1634 0.294 
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Figure 6-15 The open-sleeve dipole antenna with a flat 
reflector shown in front, top, and side views. 


design values yield low VSWR over a wide bandwidth. This is illustrated in 
Fig. 6-16 by a comparison of the VSWR characteristics of a conventional (un- 
sleeved) dipole and an open-sleeve dipole with a diameter D of 2.9 cm. While 
these results do not represent exhaustive design data for the open-sleeve dipole, 
they do serve as a starting point in the design of open-sleeve dipoles with or 
without a reflector present. 


6.4 SPIRAL ANTENNAS 


Frequently it is desirable to have the pattern and impedance of an antenna 
remain constant over a very wide range of frequencies (say 10:1 or higher). An 
antenna of this type is referred to as a frequency independent antenna. The biconi- 
cal antenna forms the emergence of a frequency independent antenna. In Section 
6.2 we found that the input impedance and pattern of the infinite biconical 


М 
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Conventional 
cylindrical dipole 
(without sleeves) 


VSWR 


Open-sieeve 
dipole 


200 250 300 350 400 
Frequency (MHz) 


Figure6-16 Comparison between the VSWR response of a conventional 
(unsleeved) cylindrical dipole and an open-sleeve dipole both with a 
diameter D of 2.9 cm [10]. 


antenna were independent of frequency. This is precisely the behavior we desire! 
What then is the most distinctive feature of this antenna? It is the emphasis on 
angles and complete removal of finite lengths. In fact, when the infinite biconical 
antenna is truncated forming a finite biconical antenna most of its broadband 
behavior disappears. The concept of angle emphasis has been exploited in recent 
years and has lead to a family of wide bandwidth antennas. These antennas can 
be divided into two types: frequency independent spiral antennas which we 
discuss in this section and log periodic antennas to be discussed in the following 
section, 


E 
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If we are to completely remove finite lengths and replace them with angles, an 
infinite structure would always be required. Hence, in practice, frequency 
independent antennas are designed to minimize finite lengths and maximize angular 
dependence. 

Before discussing specific antennas another feature of frequency independent 
antennas will be introduced. Consider a metal antenna with an input im- 
pedance Z,,,. A complementary structure сап be formed which is an antenna 
with air replacing the metal and metal replacing the air (of the original metal 
antenna). Its impedance is Z,- Complementary antennas are similar to a posi- 
tive and negative in photography. An example would be a dipole made of 
ribbons of metal (instead of wire). Its complement is a slot in a sheet of metal. It 
can be shown (Babinet’s principle) that the impedances of complementary 
antennas are related as follows. 


т" 
Lair Z metal = 4 2 (6-43) 


If an antenna and its complement are actually the same, they are called self- 
complementary, and then 


Zain = Zmeui = 5 = 1885 ohms. (6-44) 


This relationship is frequency independent and is our second design principle for 
frequency independent antennas, that is, sel[-complementary antennas tend to be 


frequency independent. It turns out, however, that many frequency independent 


antennas are not self-complementary and still have relatively constant 


impedance. 

Now we will examine a specific case of a self-complementary antenna. First 
consider an equiangular spiral curve as shown in Fig. 6-17. In cylindrical coor- 
dinates the distance of the curve from the origin is given by 


rre (6-45) 


549 r 


Figure 6-17 Equiangular spiral curve. 
r=r,e*withr, = 0.311 cmand a = 0.221. 
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Figure6-18 Planar equiangular spiral 
antenna. (Self-complementary case 
with à — 90*.) 


where r, is the radius for ф = 0 and a is a constant giving the flare rate of the 
spiral. The spiral of Fig. 6-17 is right-handed; left-handed spirals can be gen- 
erated using negative values of a. The equiangular spiral curve can be used to 
make the angular antenna shown in Fig. 6-18 which is referred to as a planar 
equiangular spiral antenna. The four edges of the metal (indicated by dots) each 
have an equation for their curves of the form in (6-45). In particular, edge no. | 
is that of Fig. 6-17, so ғұ = r,e**. Edge по. 2 has the same spiral curve but 
rotated through the angle à, so r} = 7,6“? The other half of the antenna has 
edges which make the structure symmetric, that is, by rotating one spiral arm 
one-half turn it would coincide with the other arm. So ғ = r,e*^^ " and 
rg = reU "7%, The structure of Fig. 6-18 is self-complementary so д = 7/2. It 
does not have to be constructed this way, but pattern symmetry is best for the 
self-complementary case. 

The impedance, pattern, and polarization remain nearly constant over a wide 
range of frequencies. The feed point at the center, the overall radius, and the flare 
rate affect the performance. The flare rate a is more conveniently represented 
through the expansion ratio 


= b+ da). ame 
EE NEP. 


= 22" (6-46) 


which is the increase factor of the radius for one turn of the spiral. A typical 
value of £ is 4. Then from (6-46) a = 0221. The high-frequency end of the 


Pp 
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operating band is set by the feed structure: the minimum radius (r, for our 
right-hand wound spiral case) is about a quarter-wavelength for an expansion 
ratio г of 4 [11]. Of course, the spiral terminates at this point and is connected to 
the feed transmission line. The low-frequency limit is set by overall radius R, 
roughly about a quarter-wavelength. 

Spirals of from one-half to three turns have been found experimentally to be 
relatively insensitive to the parameters a and ó [12]. Around one and one-half 
turns appears to be optimum. For example, consider a one and one-half turn 
spiral with a — 0221 as shown in Fig. 6-18. Each edge curve is of the form in 
(6-45), so the maximum radius is R = r(ó = Зп) = r, e???!C? = 803r,. This 
equals 7, /4, where Д, is the wavelength at the lower band edge frequency. At the 
feed point r = r(¢ = 0) =r, e? = r,, and this equals 4/4 where Ay is the wave- 
length at the upper frequency band edge. The bandwidth is then f/f, = 
2, Ay = (A,/4)/(4, /4) = 803r, /r, = 803. This 8:1 bandwidth is typical, 
however bandwidths of 20:1 can be obtained. 

The self-complementary equiangular spiral, from (6-44), has a theoretical 
input impedance value of 188.5 + /0 ohms. In practice the measured impedance 
values tend to be lower than this, as a result of the presence of the coaxial feed 
line which is wound along one arm toward the feed at the center [11]. In fact, an 
input impedance of about 164 ohms has been measured over a 6:1 frequency 
range from 500 MHz to 3 GHz [13]. 

The radiation from the self-complementary planar equiangular spiral antenna 
has been shown experimentally to be a bidirectional pattern with two wide 
beams broadside to the plane of the antenna. The field pattern is appproximately 
cos 0 where the z-axis is normal to the plane of the antenna. The half-power 
beamwidth is, thus, approximately 90°. The polarization of the radiation is close 
to circular over wide angles, out to as far as 70? from broadside. The sense of the 
polarization is determined by the sense of the flare of the spiral. For example, the 
spiral of Fig. 6-18 radiates in the right-hand sense for directions out of the page 
and radiates in the left-hand sense for opposite propagation directions. 

Another form of a planar spiral is the Archimedean spiral antenna shown in 
Fig. 6-19. This antenna, as are many spiral antennas, is easily constructed using 
printed circuit techniques. The equations of the two spirals in Fig. 6-19 are 
r=r,q@ and r,($ — х). The properties of the Archimedean spiral antenna are 
similar to those of the equiangular planar spiral antenna. A single main beam 
can be obtained by placing a circularly cylindrical cavity on one side of the 
spiral, forming a cavity-backed Archimedean spiral antenna. Commercially avail- 
able cavity-backed Archimedean spiral antennas have a 90° half-power beam- 
width, 2:1 VSWR, and a 1.1 axial ratio of polarization on boresight, over a 
10:1 bandwidth. 

Nonplanar forms of spiral antennas can be employed to produce a single main 
beam. For example, the planar equiangular spiral antenna can be conformed 
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Figure 6-19 The Archimedean spiral 
antenna. 


onto a conical surface, thus creating the conical equiangular spiral antenna. The 
equation for a conical equiangular spiral curve is 


r= е sin One (6-47) 


The planar spiral is a special case with 0, = 90°. The equations for the edges of 
one spiral of metal are that of (6-47) for r,, and r, = еб" X679; and ӧ = 1/2 
for the self-complementary case. The other spiral arm is produced by a 180° 
rotation. The edges of the arms maintain a constant angle « with a radial line for 
any cone half-angle @,, and [11] 


ал cot a. (6-48) 


The conical equiangular spiral antenna, unlike its planar counterpart, has a 
single main beam. In particular, there is more intense radiation off the cone tip 
(—z-direction) than there is in the opposite direction. The self-complementary 
shape yields the best radiation patterns. Typical patterns for 0, < 15% and х 
about 70^ have a broad main beam with a maximum in the 0 — 180? direction 
and a half-power beamwidth of about 80*. Since the structure is rotationally 
symmetric, the pattern is also nearly rotationally symmetric. The polarization of 
the radiated field is very close to circular in all directions, with the sense 
determined by the sense of the spirals. However, the ellipticity does increase with 
off-axis angle. The impedance [11] can be approximated by the relation 


Z, * 300 — 1.5d(degrees) ohms (6-49) 


where ó(degrees) is the angle ó of Fig.6-20 in degrees. For the self- 
complementary case д is 90° and from (6-49) Z, = 165 ohms which is close to 
the 188.5 ohms theoretical value. The impedance is not affected significantly by 
0, or «. 


е 
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Figure 6-20 The conical equiangular spiral antenna. 


Design of the conical equiangular spiral antenna is rather simple and proceeds 
as follows [14]. The upper frequency fy of the operating band occurs when the 
truncated apex diameter is a quarter-wavelength, that is, d = 2,/4. The lower 
band edge frequency f, is determined by the base diameter B and occurs for 
В = 32, /8. 0, is usually less than 15° and х about 70°. For 0, = 10° and х = 73° 
the front-to-back ratio is 15 dB and the axial ratio of the polarization is well 
below 2 on axis. 

In spiral antennas most radiation comes from the region of the structure 
where the circumference is about one wavelength, often called the active region. 
Thus, as frequency is changed a different part of the spiral supports the majority 
of the current. This feature is responsible for the broadband performance. To see 
this recall that the current amplitude on an infinite biconical antenna is con- 
stant with distance from the feed. Therefore, it will be altered when the structure 
is terminated to form a finite biconical antenna. On the other hand, an antenna 
with a distinct active region in which the current farther out from the feed point 
is very small essentially appears as if it were infinite. This property is exploited 
further in the next section. 


6.5 LOG-PERIODIC ANTENNAS 


The spiral antennas of the previous section illustrate the principle that emphasis 
on angles will lead to a broadband antenna. Although spiral antennas are not 
complex structures, construction would be simplified if simple geometries, in- 
volving circular or straight edges, could be utilized. Antennas of this type are 
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discussed in this section. To see how the ideas develop, first consider the bowtie 
antenna (also called the bifin antenna) of Fig. 6-21. It is the planar version of the 
finite biconical antenna (see Fig. 6-9). It has a bidirectional pattern with broad 
main beams perpendicular to the plane of the antenna. It is also linearly po- 
larized. The bowtie antenna is used as a receiving antenna for UHF TV chan- 
nels, frequently with a wire grid ground plane behind it to reduce the back lobe. 
Since currents are abruptly terminated at the ends of the fins, the antenna has 
limited bandwidth. As we shall see shortly, by modifying the simple bowtie 
antenna as shown in Fig. 6-22, the currents will then die off more rapidly with 
distance from the feed point. The introduction of periodically positioned teeth 
distinguishes this antenna as one of a broad class of log-periodic antennas. A 
log-periodic antenna is an antenna having a structural geometry such that its 
impedance and radiation characteristics repeat periodically as the logarithm of 
frequency. In practice the variations over the frequency band of operation are 
minor, and log-periodic antennas are usually considered to be frequency 
independent antennas. 

Most of the work on frequency independent antennas took place at the 
University of Illinois in the late 1950s and the 1960s [15]. A series of antennas 
were developed through many experiments. Several geometries were examined, 
and those that produced broadband behavior led to determination of the 
properties necessary for wide bandwidth. Frequency independent spiral antennas 
were discussed in the previous section. In this section we outline the develop- 
ment of the log-periodic antenna family. The metamorphosis of the log-periodic 
produced the log-periodic dipole antenna, which is made up of only straight wire 
segments. 

One of the first log-periodic antennas was the log-periodic toothed planar 
antenna shown in Fig. 6-22. It is similar to the bowtie antenna except for the 
teeth. The teeth act to disturb the currents which would flow if the antenna were 
of bowtie-type construction. Currents flow out along the teeth and, except at the 
frequency limits, are not significant at the ends of the antenna. The rather unusual 
shape of this antenna is explained by examining the planar equiangular spiral 


Figure 6-21 The bowtie antenna. 


ы 
[3 

x 
S 
LA 
5 

ў 


6.5 LOG-PERIODIC ANTENNAS 289 


Figure 6-22 Log-periodic toothed planar antenna. (Self-com- 
plementary.) 


antenna. Along a radial line from the center of the spiral, the positions of the far 
(or near) edges of a conductor from (6-45) are 


r, = r(ġ + n2n) = r,t "2". (6-50) 
The ratio of the n+ Ith position to the nth position is 


$*(n* 1)2x) 
LES Ef rg 


$* nix) 
ғ, r, e^ 


mtus 6-51 
(6-51) 


which is the expansion factor of (6-46). This is a constant, and thus the distances 
(or period) of the edges are of constant ratio for the planar spiral. For the 
structure of Fig. 6-22 the ratio of edge distances is also a constant, and is given 
by the following scale factor 


« 1. (6-52) 
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The slot width is expressed by 


c= = <1. (6-53) 


These relations are true for any n. The parameter т gives the period of the 
structure, We would thus expect periodic pattern and impedance behavior with 
the same period. In other words, if frequencies f,,, and f, from adjacent periods 
lead to identical performance, then 


Sn 
fora 


Forming f,., = f,/t from this equation and taking the logarithm of both sides, 
we have 


ыг баб. (6-54) 


log f,41 = log f, + log(1/x). (6-55) 


Thus, the performance is periodic in a logarithmic fashion, and hence the name 
log-periodic antenna. All log-periodic antennas have this property. 

If the teeth sizes of the log-periodic toothed planar antenna are adjusted 
properly, the structure can be made self-complementary. From Fig. 6-22 we see 
that in general (whether self-complementary or not) 


y+B=180° and ) + 25 = а. (6-56) 
If the structure is self-complementary (as shown) 
a=y and 3 =ӧ. (6-57) 


Substituting (6-57) into (6-56) yields х + fj = 180° and f + 2) = a. Solving these 
two equations gives 


х-135% and 3 = 45° (6-58) 


for a self-complementary log-periodic toothed planar antenna. As we saw in the 
previous section, an antenna that is self-complementary tends to be broadband 
and has an input impedance of 188.5 ohms. 

If the widths of the teeth and gaps are equalized, с = a, /R, = R,., /a,. Using 
(6-52) and solving for « gives 


o= t. (6-59) 

This relationship and the self-complementary feature are popular in practice. 
The properties of the log-periodic toothed planar antenna depend upon т. It 
has been found experimentally that the half-power beamwidth increases with 
increasing values of т [11] as shown in Fig. 6-23. The pattern has two lobes with 
maxima in each normal direction to the plane of the antenna. The radiation is 
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Figure 6-23 Half-power beamwidth of the self- 
complementary toothed planar antenna (for с = Jt) 
as a function of scale factor r. 


linearly polarized parallel to the teeth edges. This is perpendicular to what it 
would be if there were no teeth (5 = 0), in which case the antenna would be a 
bowtie. The fact that transverse current flow dominates over radial current flow 
is significant. Most of the current appears on teeth that are about a quarter- 
wavelength long (the active region). This, we have seen, is key to achieving wide 
bandwidths. The frequency limits of operation are set by the frequencies where 
the largest and smallest teeth are a quarter-wavelength long. 

The log-periodic toothed planar antenna should have a performance (im- 
pedance and pattern) that repeats periodically with frequency with period t 
given by (6-52). The self-complementary version of the antenna, while not pro- 
ducing frequency independent operation, does lead to performance that does not 
vary greatly for frequencies between periods, that is, for f, <f < /, +1. In fact, 
measurements have produced nearly identical patterns over a 10:1 bandwidth 
[11]. 

The log-periodic toothed wedge antenna of Fig. 6-24 is a unidirectional pattern 
form of its planar version in Fig. 6-22, in which the included angle y is 180°. A 
single broad main beam exists in the +z-direction. The patterns are nearly 
frequency independent for 30° < y < 60^. The polarization. is linear and y- 
directed for on-axis radiation, as indicated in Fig. 6-24. There is a small cross 
polarized component (x-directed) arising from the radial current mode, as found 
in a biconical antenna. Typically this cross-polarized component is 18 dB down 
from the copolarized (y-directed) component on-axis, indicating a strong excita- 
tion of the transverse current mode associated with frequency independent beha- 
vior. The bandwidth of the wedge version is similar to the sheet version but the 
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У 


Figure 6-24 Log-periodic toothed wedge an- 
tenna. 


input impedance is reduced for decreasing v. For the planar case (y = 180°) the 
self-complementary antenna, which should have an impedance of 188.5 ohms, 
has an impedance of about 165 ohms, whereas the wedge form with y = 30° has 
а 70-ohm impedance. As y is decreased the impedance variation over a period of 
the structure (frequency ratio of т) increases. For example, a 3:1 variation 
occurs for y = 60° relative to the geometric mean [11]. 

From a construction standpoint it would be desirable if the toothed antennas 
could be made with straight edges. This simplification of the structure turns out 
to be of little consequence in the performance of the antenna. This is another 
major step in the development of the log-periodic antenna. As an example, if the 
tooth edges of the log-periodic toothed planar antenna in Fig. 6-22 are replaced 
by straight edges the log-periodic toothed trapezoid antenna of Fig. 6-25 results. 
The performance of this antenna is similar to its curved edge version in 
Fig. 6-22. A log-periodic toothed trapezoid wedge antenna can be formed by bend- 
ing the planar version into a wedge, creating an antenna similar to that of 
Fig. 6-24. In fact, the patterns of the two wedge forms (curved edge and 
trapezoid) are similar, but the trapezoid version has better impedance perform- 
ance with only about a 1.6 : 1 variation over a period for y = 60° [11]. 

The solid metal (or sheet) antennas we have described are practical for short 
wavelengths, but for low frequencies the required structures can become rather 
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X Figure 6-25 Log-periodic toothed trap- 
ezoid antenna. 


impractical. It turns out that the sheet antennas can be replaced by a wire 
version in which thin wires are shaped to follow the edges of the sheet antenna. 
An example of this major structural simplification is that of Fig. 6-26, which is 
the wire version of Fig. 6-25. This log-periodic trapezoid wire antenna can also be 
bent at the apex to form a wedge that produces a unidirectional pattern. The 
log-periodic trapezoid wedge wire antenna has a performance similar to its sheet 
version. Measurements for a wedge angle y = 45° have yielded E- and H-plane 
half-power beamwidths of 66°, a gain of 92 dB, and a front-to-back ratio of 
12.3 dB. The average input impedance has been measured as 110 ohms with a 
VSWR of 1.45 over a 10:1 band [16]. As with other wedge log-periodics, the 


Ї Figure 6-26 Log-periodic trapezoid wire antenna. 
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Figure 6-27 Log-periodic zig-zag wire antenna. 


main beam maximum is straight off the apex and the radiation is linearly 
polarized. 

Other even simpler log-periodic wire antennas exist in both planar and wedge 
shapes. The log-periodic zig-zag wire antenna of Fig. 6-27 is an example. 

The final phase in this metamorphosis of log-periodic antennas is the use of 
only parallel wire segments. This is the log-periodic dipole array of Fig. 6-28 
[17, 18]. The log-periodic dipole array (LPDA) is a series-fed array of parallel 
wire dipoles of successively increasing lengths outward from the feed point at the 
apex. Note that the interconnecting feed lines cross over between adjacent ele- 
ments. This can be explained by noting that the LPDA of Fig. 6-28 resembles 
the toothed trapezoid of Fig. 6-25 when folded on itself, making a wedge with 
zero included angle. The two center fins of metal then form a parallel transmis- 
sion line with the teeth coming out from them on alternate sides of the fins. This 
alternate arm geometry occurs for all wedge log-periodic antennas. 


Figure 6-28 Log-periodic dipole array geometry. 
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A particularly successful method of constructing an LPDA is shown in 
Fig. 6-29. A coaxial transmission line is run through the inside of one of the feed 
conductors. The outer conductor of the coax is attached to that conductor and 
the inner conductor of the coax is connected to the other conductor of the 
LPDA transmission line. 

As shown in Fig. 6-28, a wedge of enclosed angle « bounds the dipole lengths. 
The scale factor t for the LPDA is 


ex 4, (6-60) 


ER == 6-61 
= 2 R, Ra+ı ( ) 
Thus 
L, г КК-7 Ls 
ээс! mee eam e m m =e, 6-62 
. “іре = Ry #9) 
Using this result in (6-60) gives 
R *1 L *1 
= =. 6-63 
T R, L; ( ) 


Thus, the ratio of successive element positions equals the ratio of successive 
dipole lengths. 


Feed point 


Array elements 


a 


ч 


Figure 6-29 Construction details of the log- 
periodic dipole array. 
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The spacing factor for the LPDA is defined as 


d, 
o= 21, (6-64) 
where the element spacings as shown in Fig. 6-28 are given by 
d= R,—R,,,. (6-65) 
But BR ueri = тК,, 50 
d, = R, — тК, = (1 — т)К,. (6-66) 
From (6-61) К, = L,/2 tan (2/2). Using this in (6-66) yields 
E, 
Шер sy 0. 3 
= (1 9; tan(a/2) (567) 
Substituting this in (6-64) gives 
d, 1-т 
= 3f. ^ Жылай) (5-60) 
ог, 
1-т 
сы 22 (= ан. i 
a= 2 tan уа | (6-69) 


Combining (6-68) with (6-63), we note that all dimensions аге scaled by 


К,. 1 Lat 1 4, + 1 
t= аты ТЖ! (6-70) 

As we have seen with other log-periodic antennas, there is also an active 
region for the LPDA, where the few dipoles near the one that is a half-wavelength 
long support much more current than do the other radiating elements. It is 
convenient to view the LPDA operation as being similar to that of a Yagi-Uda 
antenna. The longer dipole behind the most active dipole (with largest current) 
behaves as a reflector and the adjacent shorter dipole in front acts as a director. 
The radiation is then off of the apex. The wedge enclosing the antenna forms an 
arrow pointing in the direction of the main beam maximum. 

As the operating frequency changes, the active region shifts to a different 
portion of the antenna. The frequency limits of the operational band are roughly 
determined by the frequencies at which the longest and shortest dipoles are 
half-wave resonant, that is, 
^L and Ly = ж (6-71) 
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where 4, and 4, are the wavelengths corresponding to the lower and upper 
frequency limits. Since the active region is not confined completely to one dipole, 
often dipoles are added to each end of the array to ensure adequate performance 
over the band. The number of additional dipoles required is a function of t and 
c [19, 20]. But for noncritical applications (6-71) is sufficient. 

The pattern, gain, and impedance of an LPDA depend upon the design par- 
ameters t and c. Since the LPDA is a very popular broadband antenna of simple 
construction, low cost, and light weight, we will give the design details and 
illustrate them by examples. Gain contours are plotted in Fig. 6-30 as a function 
of t and c [18]. Note that high gain requires a large value of t, which means a 
very slow expansion, that is, a LPDA of large overall length. Gain is only 
slightly affected by the dipole thickness. It increases about 02 dB for a doubling 
of the thickness [11]. Optimum gain is indicated in Fig. 6-30, and it gives the 
smallest scale factor for a given gain value. - 

Further details on the design and calculations for the LPDA are available in 
the literature [19-23]. Also the LPDA can be constructed in a size reduced form 
or using printed circuit techniques [24-26]. 


0,22 


Spacing factor o 


10 O98 096 094 092 090 088 086 084 082 080 0.78 
Scale factor т 


Figure 6-30 Gain of a log-periodic dipole array. (From Carre! [18]. © 1961 IRE 
(now IEEE). Reprinted with permission of IEEE.) 
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Example 6-2. Optimum Design of а 54-216 MHz Log-Periodic Dipole 
Antenna 

It is desired to have an antenna that operates over the entire VHF-TV and FM broadcast 
bands, which span the 54 to 216 MHz frequency range for a 4: 1 bandwidth. Suppose the 
design gain is chosen to be 8.5 dB. The corresponding values of т and с for optimum 
design from Fig. 6-30 are 


t= 0.822 and s= 0.149. (6-72) 
Then from (6-69) we have 
1 — 0.822 
- zc 2332 E: 
х = 2 1ап | 40149) 33.37. (6-73) 


The length of the longest dipole is determined first. At the lowest frequency of operation. 
(54 MHz) the dipole length from (6-71) should be near a half-wavelength, so 


L, = 0.54, = 0.5(5.55) = 2.78 m. (6-74) 


The shortest dipole length should be on the order of Ly = 0.54y = 0.694 m at 216 MHz. 
The LPDA element lengths are computed until a length on the order of 0.694 m is 
reached. To be specific, element lengths are found from L, using Lasi = tL,. For 
example, 

L: = tL, = (0.822)(2.78) = 228 m 
and 

L, = tL; = (0.822)(2.28) = 1.88 m. 


Completing this process leads to 


ІЛ = 2.78 т, L; = 2.28 m, L; = 1.54 m, L, = 127 т, 


L; = 104m, [= 0.8586 т 1; = 0.704 т, А, = 0.578 m. (6:75) 


The array was terminated with eight elements since Ly = 0.578 m is less than the 0.694-m 
length for the highest operating frequency. Elements could be added to either end to 
improve performance at the band edges. 

The element spacings for this example are found from (6-68) as 


d, = 20 L, = 2(0.149)L, = 0.2981... (6-76) 
Using the element lengths of (6-75) gives 


d, = 0.828 т, 4, = 0.679 m, 4, = 0.459 m, 4, = 0.378 m. 


(6-77) 
4,-0310т, 4,-0255т, 4, = 0210 m. 


These dipole lengths and spacings completely specify the LPDA, as shown in Fig. 6-28. 
The total length of the array is the sum of the spacings in (6-77), which gives 3.119 m. 
The outline of the antenna fits into an angular sector of angle х = 33.37, 
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Example 6-3. Characteristics of a 200—600 MHz LPDA 


In this example we examine the gain, pattern, impedance, and current distribution de 
LPDA as a function of frequency. Suppose it is to be constructed for operation оуегї с 
200 to 600 MHz band. For optimum performance and a design goa! of 10 dB gain, меже 
from Fig. 6-30 that т--0917 and с = 0.169. The lowest frequency of operation 
(200 MHz) has a wavelength of 4, — 1.5 m, so the first element has a length ef 
L,= A, /2 = 0775 m. The length of the shortest element should be on the order ofa 
half-wavelength at 600 MHz, and 2,/2 = 0.500 m/2 = 0250 m. Using ihe desgn 
techniques illustrated in the previous example and four extra elements at the narrow esd 
gives the 18 element LPDA shown in Fig. 6-31a. (The antenna geometry details are leftas 
a problem.) 

The LPDA of Fig. 6-3ia was modeled using the computer techniques of Section 79. 
The resulting current distributions at the band edges and one midway frequency же 


Relative dipole termina! 
current amplitudes 


0.0 


"48 16 12 10 9 8 7 6 5 E 3 2 1 
LPDA element number 


Figure 6-31 An optimum log-periodic dipole antenna for operation in the 200 to 600 
MHz band (Example 6-3). (а) The geometry. (6) Current distributions. 
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f= 650 MHz 0° 
G = 8.98 dB ——— H-plane 
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Figure6-32 Radiation patterns at several frequencies for the 
log-periodic dipole antenna of Example 6-3. The gain and 
impedancevalues are also given. (a) 150 MHz. (b) 200 MHz. 
(c) 300 MHz. (d) 450 MHz. (e) 600 MHz. (f) 650 MHz. 
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shown in Fig. 6-31b. These currents illustrate the active region behavior we have men- 
tioned several times. For example, at 200 MHz there are three dipoles with strong cur- 
rents on them and a total of five with significant currents. This is also true for other 
frequencies in the operating band, with the active region shifted to some other portion of 
the antenna as seen in Fig. 6-31b. At the high-frequency limit element 14 is about a 
half-wavelength long and the extra four elements provide support for the active region at 
600 MHz. 

The gain, pattern, and impedance behavior as a function of frequency are shown in 
Fig. 6-32. At 150 MHz the gain is considerably less than the 10-dB design value due to 
the large back lobe. Also the input impedance has a substantial imaginary part. This 
inferior performance is, of course, caused by insufficient antenna length required for proper 
support of the active region at that frequency. At the lower band edge of 200 MHz, 
however, the pattern has little back radiation, the gain is approaching the design goal, 
and the input impedance has a small imaginary part. Similarly, at 650 MHz the perform- 
ance is only slightly inferior to that at the upper band edge of 600 MHz because of the 
added elements. At intermediate frequencies between the band edges the gain, pattern, 
and impedance remain reasonably constant, indicating frequency independent behavior. 
Figures 6-32c and 6-324 are typical of intermediate frequencies. The fact that the gain 
never quite reaches the design goal of 10 dB is mostly due to the use of a characteristic 
impedance termination of the transmission line rather than a reactive termination (that is, 
open or short circuit). The use of a reactive termination can lead to unwanted resonances 
on the LPDA caused by energy being trapped between the termination and the stop 
region on the termination side of the active region. These high Q resonances can be 
eliminated by using a termination that is at least slightly resistive or by using a relatively 
high value for the LPDA transmission line impedance (e.g. 2, ~ 150 ohms) since this will 
cause the dipole elements to more heavily load the line. This makes the active region 
more efficient [27], with the result that there is relatively little energy left to propagate 
past the active region and cause a strong resonance effect on the radiation pattern. 


REFERENCES 


1. J. D. Kraus, Antennas, McGraw-Hill, New York, 1950; Chapter 7. 

. H. Jasik, Editor, Antenna Engineering Handbook, McGraw-Hill, New York, 1961; 
Chapter 7. ` 

3. T. S. M. Maclean and R. G. Kouyoumjian, "Bandwidth of the uniform helical 
antenna," Ohio State University Research Foundation Technical Report 662-27, 
March, 31, 1959. 

. E. A. Wolff, Antenna Analysis, Wiley, New York, 1967; Section 3.10. 

5. S. A. Schellkunoff and H. T. Friis, Antennas: Theory and Practice, Wiley, New York, 

1952; Section 13.20. 

6. A. G. Kandoian, "Three new antenna types and their applications," Proc. IRE, 

vol. 34, pp. 70W-75W, Feb. 1946. 

J. J. Nail, "Designing discone antennas," Electronics, vol. 26, pp. 167-169, Aug. 1953. 

T. H. Crowley and W. Marsh, “ Discone type antennas," Ohio State Research Foun- 

dation Technical Report 510-13, June 30, 1954. 


һә 


ж 


% ~ 


304 BROADBAND ANTENNAS 


9. A. J. Poggio and P. E. Mayes, “Pattern bandwidth optimization of the sleeve mono- 
pole antenna,” IEEE Trans. on Antennas and Propagation, vol. АР-14, pp. 643-645, 
Sept. 1966. i 

10. H. E. King and J. L. Wong, “An experimental study of a balun-fed, open-sleeve dipole 
in front of a metallic reflector," Aerospace Corp. Rept. No. TR-0172 (2158)-2, 
Feb. 1972. 

11. V. Rumsey, Frequency Independent Antennas, Academic Press, New York, 1966. 

12. J. D. Dyson, “The equiangular spiral antenna,” IRE Trans. on Antennas and Propaga- 
tion, vol. AP-7, pp. 181-187, 1959. 

13. E. A. Wolff, Antenna Analysis, Wiley, New York, 1967; Chapter 9. 

14. J. D. Dyson, “The unidirectional equiangular spiral antenna," IRE Trans. on 
Antennas and Propagation, vol. AP-7, pp. 329-334, Oct. 1959. 

15. R. H. DuHammel and D. E. Isbell, “Broadband logarithmically periodic antenna 
structures," IRE Intern. Conv. Record, pp. 119-128, 1957. 

16. R. S. Elliott, *A view of frequency independent antennas," Microwave Journal, vol. 5, 
pp. 61-68, Dec. 1962. 

17. D. E. Isbell, “ Log periodic dipole arrays," IRE Trans. on Antennas and Propagation, 
vol. AP-8, pp. 260-267, May 1960. 

18. R. Carrel, " The design of log-periodic dipole antennas," / RE International Convention 
Record, part 1, pp. 61-75, 1961. 

19. G. DeVito and G. B. Stracca, "Comments on the design of log-periodic dipole 
antennas," JEEE Trans. on Antennas and Propagation, vol. AP-21, pp. 303-308, Мау 
1973. 

20. Carl E. Smith, Log Periodic Antenna Design Handbook, Smith Electronics, Inc., 
Cleveland, Ohio, 1966 

21. С. DeVito and G. B. Stracca, “ Further comments оп the design of log-periodic dipole 
antennas,” IEEE Trans. on Antennas and Propagation, vol. AP-22, pp. 714-718, 
Sept. 1974. 

22. P. C. Butson and G. T. Thompson, "A note on the calculation of the gain of log- 
periodic dipole antennas,” [EEE Trans. on Antennas and Propagation, vol, AP-14, 
pp. 105-106, Jan. 1976. 

23. M. T. Ma, Theory and Application of Antenna Arrays, Wiley, New York, 1974; 
Chapter 5. 

24. D. F. DiFonzo, " Reduced size log periodic antennas," Microwave Journal, vol. 7, 
pp. 37-42, Dec. 1964. 

25. S. C. Kuo, "Size-reduced log-periodic dipole array antenna," Microwave Journal, 
vol. 15, pp. 27-33, Dec. 1972. 

26. C. К. Campbell, et. al, ~ Design of a stripline log-periodic dipole antenna,” IEEE 
Trans. on Antennas and Propagation, vol. AP-25, pp. 718-721, Sept. 1977. 

27. C. C. Bantin and K. G. Balmain, “Study of compressed log-periodic dipole antennas," 
IEEE Trans, on Antennas and Propagation, vol. АР-18, pp. 195-203, March 1970. 


PROBLEMS 


6.1-1 An unfurable helix was built with an overall length of 78.7 cm, a diameter of 
4.84 cm, and a pitch angle of 11.7°. The center frequency of operation is 1.7 GHz. Calcu- 
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late the number of turns, the directivity in decibels, the half-power beamwidth in degrees, 
and the axial ratio for the helix. 
6.1-2 It is desired to achieve a right-hand circularly polarized wave with a pattern having 
a half-power beamwidth of 39*. One of the easiest ways to do this is with a helix antenna. 
It is to be built with a pitch angle of 12.5°, and the circumference of one turn is to be one 
wavelength at the center frequency of operation, which is 475 MHz. 

(a) Calculate the number of turns needed. 

(b) What is the directivity in decibels? 

(c) What is the axial ratio of the on-axis fields? 

(d) Over what range of frequencies will these parameters remain relatively constant ? 
(e) Find the input impedance at the design frequency and at the ends of the band. 
6.1-3 A commercially available axial mode helix antenna has six turns made of 0.95-cm 
aluminum tubing supported by fiberglass insulators attached to a 3.8-cm aluminum shaft. 
The band of operation is 300 to 520 MHz. The mechanical characteristics are: length of 
helix 118 cm, diameter of helix (center to center) 22.3 cm, ground screen diameter 89 cm. 

(a) Determine the pitch angle a. 

(b) Compute the gain in decibels at edges of the frequency band of operation. 
6.1-4 A 12-turn axial mode helix has a circumference of 0.197 m, a pitch angle of 8.53°, 
and operates at 1525 MHz. Calculate and plot the radiation pattern in linear-polar form. 
6.2-1 Calculate the input impedance for infinite biconical antennas of the following cone 
half angles: 0.1°, 1°, 10°, 20°, 50°. 
6.2-2 A finite biconical antenna has cones that are each 0.34 long and a half-angle 1°. 
Determine the input impedance using Fig. 6-10. 
6.3-1 Construction project. Select a frequency for which you have laboratory equipment to 
measure impedance (probably in the VHF or UHF range). Construct both an optimum 
open-sleeve dipole and its ordinary dipole version. (Alternatively, monopoles may be 
constructed.) Measure the input impedance of both antennas over a 2:1 frequency range 
about the center frequency. (Alternatively, measure the VSWR.) 
6.4-1 Design an equiangular spiral antenna for operation over the entire UHF TV broad- 
cast band (use 450 to 900 MHz). 
6.4-2 Construction project. Construct the equiangular spiral antenna of the previous prob- 
lem using aluminum foil glued to cardboard. Test its performance with a receiver (per- 
haps a television). 
6.5-1 Design a self-complementary log-periodic toothed planar antenna for operation 
from 400 MHz to 2 GHz with a half-power beamwidth of 70* 
6.5-2 ^ log-periodic dipole array is to be designed to cover the frequency range 84 to 
200 MHz and have 9-dB gain. Give the required element lengths and spacings for optimal 
design. 
6-5-3 Evaluate the dipole lengths and spacings for the LPDA of Example 6-3. 
6.5-4 Design an LPDA to operate over the UHF TV broadcast band with 10-dB gain. 
Add one extra element to each end over that required by (6-71). 


MOMENT METHODS 


Thus far we have studied a variety of antenna configurations, but for the most 
part we have assumed either that the current distribution was uniform (e.g., the 
ideal dipole) or that it was sinusoidal. It was then a relatively straight-forward 
procedure to obtain the near-zone and far-zone fields created by the current. 

In this chapter we wish to eliminate the need for assuming the form of the 
current distribution. Naturally, this greatly expands the number of antenna 
configurations which we can investigate. Indeed, we find that we are able to 
study, for example, wire antennas of almost arbitrary configuration. The 
methods we use to do this are, therefore, very general methods capable of yield- 
ing answers whose accuracy is within the limit of experimental error. The poten- 
tial price we pay for such a powerful technique lies in the effort required to write 
the necessary computer software and the time required for computer execution. 
Fortunately, for many problems efficient computer software is readily available 
and it is not necessary to write software from "scratch." 

The general method we employ in this chapter is the method of moments. The 
method of moments is a procedure for reducing an integral equation of the form 


ЦЭНЭ z’) dz’ = —E'(z) (7-1) 


to a system of simultaneous linear algebraic equations in terms of the unknown 
current /(2'). Then, as we have seen in the previous chapters, once the current 18 
known, it is a fairly straightforward procedure to determine the radiation pattern 
and impedance. 
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Electromagnetic radiation problems can always be expressed as an integral 
equation of the general form in (7-1) with an inhomogeneous source term on the 
right and the unknown within the integral. However, it was not until the avail- 
ability of modern high-speed digital computers in the mid 1960s that it was feasible 
to solve most such equations. Since that time a large amount of effort has been 
expended toward the understanding of the various numerical procedures in- 
volved and the development of computer software [2-5]. 

In this chapter we will set forth the basic principles involved in solving inte- 
gral equations via the method of moments and will demonstrate the procedure 
with several examples. The serious student is encouraged to write a simple 
computer program using the basic principles described herein, such as that 
suggested by Prob. 72-1. 


7.1 POCKLINGTON'S INTEGRAL EQUATION 


One of the common integral equations that arises in the treatment of wire 
antennas or wire scatterers is that derived by Pocklington in 1897 which enabled 
him to show that on thin wires the current distribution is approximately sinu- 
soidal and propagates with nearly the velocity of light. To derive this equation let 
us consider the situation in Fig. 7-1 where we have a wire of conductivity с 
surrounded by free space (и,, ғ). Since the wire radius is taken to be much less 


(uo, €o) 


H—2a— Figure 7-1 Wire of conductivity c in free space. 
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than the wavelength, we may assume only z-directed currents are present. From 
the Lorentz gauge condition in (1-44) we may write 


aA, 


zz = – јав, Ф (7-2) 


where Ф is the scalar potential and А, is the z-component of the magnetic vector 
potential. Using (1-39) 


E = —јор,А — Vo (7-3) 


we may write for the situation in Fig. 7-1 the scalar equation 


: 2Ф 
Е, TT —jop,A, an əz . (7-4) 
Taking the derivative of (7-2) and substituting into (7-4) we obtain 
1 (84, 4 
ет д2? + В 4.) (7-5) 
If we consider a z-directed current element J dv’ 
д ve, 2) 4 
dE, — 38 ahs + By(z, 2) |Ј dv (7-6) 
where y(z, z’) is the free space Green's function given in (1-54) as 
n2 
(a 2) = (7-7) 


where R is the distance between the observation point (х, у, 2) and the source 
point (x', у, 2) or 


Дутуу (78) 


The total contribution to the electric field is the integral over the wire volume 


B= Т 55 


We only need consider a volume distribution of current density if the wire is 
not of sufficiently high conductivity. If we assume the conductivity to be infinite, 
then the current is confined to the wire surface and (7-9) reduces to 


1 . 42 Ша v(z, z) 


joe, "e* - Li2 дг? 


а HA 2) 4 pyle, z) |I dv. (7-9) 


: 


+ P, гр 4: аф (7-10) 
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Observation 
point 


(d) 


Figure 7-2 (a) Wire with surface current density J, and observa- 
tion point on the surface. (b) Wire with surface current density 
J, and observation point on the wire axis. (c) Equivalent fila- 
mentary line source for the situation in (5). (d) Alternate repre- 
sentation of (c). 


where c is the cross-sectional curve of the wire surface as shown in Fig. 7-2a. For 
wires of good conducting material the assumption of a surface current is approx- 
imately true and leads to no complications. If one observes the surface current 
distribution from a point on the wire axis as in Fig. 7-2b, then 


= /(z- zy + а?. (7-11) 


Since а <4 and we have assumed the current distribution to be uniform with 
respect to ф', we may reduce oa to a line integral of current. Thus, 


1 us 


jox, * — 12 


+ Ва, 2) |I(z) dz. (7-12) 


We note that the equivalent filamentary line source is located a radial distance а 
from the observation point as in Fig. 7-2c and 7-2d and that we have not 
assumed the wire to be infinitely thin as was the case for dipoles studied in 
Chapters 2 and 5. 

In accordance with the surface equivalence principle [6] of Section 8.1, we can 
denote the quantity E, in (7-12) as the scattered field Ez. That 15 E; is the field 
radiated in free space by the equivalent current /(2'). The other field present is the 
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incident or impressed field E: . At the surface of the perfectly conducting wire and 
also interior to the wire, the sum of the scattered field and the incident field must 


be zero. Hence, E: — — Ei, and we may write (7-12) as 
1 22 2964) г) 2 
— = -E 7-13 
X [^re e| S5 + Pyle гс) г--Е0) (7-13) 


which is the type derived by Pocklington and is of the general form discussed at 
the beginning of this chapter in (7-1). 

Equation (7-13) is known as an integral equation of the first kind because the 
unknown /(2') appears only under the integral. In the following section we will 
illustrate how an integral equation such as this may be solved numerically and 
point out how the procedure is analogous to Kirchhoff’s network equations as 
noted by Schelkunoff [1] many years ago. 


7.2 INTEGRAL EQUATIONS AND KIRCHHOFF'S 
NETWORK EQUATIONS 


One purpose of this section is to show the resemblance between integral equa- 
tions of the type given in (7-13) and Kirchhoff's network equations 


N 
У2,.,- М, 


т-1,2,3,..., М. (7-14) 


Thus, we will solve the integral equation numerically by writing N equations іп 
N unknowns just as we would do if we were solving an N mesh or N node 
circuit problem. 

For convenience, let us write (7-13) in the form 


„2 
| 2)К(2,2) dz’ = — Ez) (7-15) 


"-L2 


Let us assume that the current is approximated by a series of expansion functions 
F, such that 


Ц-)- Ул, 272) (7-16) 


where the J,’s are complex expansion coefficients. To keep the discussion as 
simple as possible, we will assume the expansion functions are a set of ortho- 
gonal pulse functions given by 


1 for z' in Az, 


: 7-1 
0 otherwise (0557) 
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The expansion in terms of pulse functions is a “ stairstep " approximation to the 
current distribution on the wire, where the wire is divided into N segments of 
length Az,. 
Substituting (7-16) into (7-15) we obtain 
12 


| 1, F,(z’)K (zp, Z) dz = —Ei(z,) (7-18) 


~Li2 n= 


where the subscript m on z,, indicates the integral equation is being enforced at 
segment m. Note that the left side is only approximately equal to the right side 
because we have approximated the actual current distribution with an approxi- 
mate distribution. Using (7-17) in (7-18) enables us to write 


N 
Elf К(.,2) 42 = — E.) (7-19) 
n=1 Аг, 
For convenience, we let 
f. z)-| K(zm, 2) dz. (7-20) 
“АР, 


Then (7-16) and (7-17) in (7-15) yield 
„2 


[MEK Gms 2) dz =, 21) 


+ Ef (Sms 22) + °** + 1S (as %) t 
+ In f (Zm Zu) © -ЕДг,) (7-21) 


as illustrated in Fig. 7-3. A physical interpretation of this equation is as follows. 
The wire has been divided up into N segments each of length Az, = Az’ with the 
current being an unknown constant over each segment. At the center of the т” 


із 


Actual 
distribution /, 


Figure 7-3 ” Staircase” approximation to an actual current distribution. 
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segment, the sum of the scattered fields from all N segments is set equal to the 

negative of the incident field at the point z,,. The incident field is a known field 

arising from either a source located on the wire (transmitting case) or from a 

source located at a large distance (receiving case or radar scattering case). As we 

might surmize, if we need a more accurate representation of 1(2”), then shorter 

segments (and a larger N) may be used. More will be said about this later. 
Equation (7-21) leads to 


N 
ХУ цн, (7-22) 
n-1 
where in this example situation 
Luin =I (24; 21) (7-23) 
and 
Vn = — Ez.) (7-24) 


Note that we have achieved our goal of reducing the electromagnetic problem to 
(7-22) which is identical to the network formulation of (7-14). It should be 
mentioned, however, that in network problems we know Z,,, at the start, 
whereas in electromagnetic problems it is necessary to calculate Z,,, as we have 
shown in this elementary example. 

So far we have only generated one equation in N unknowns. We need N —1 
additional independent equations so that we can solve for the N unknowns. To 
obtain these additional equations, we choose a different z,, for each equation. 
That is, we enforce the integral equation at N points on the axis of the wire. The 
process of doing this is called point-matching. It is a special case of the more 
general method of moments. 

Point-matching at N points results in the following system of equations 


Lif (21, 21) + 12f (21,22) + + Inf (Zi 2) = — Е.) 
If (22 21) + Inf (22, 22) +" + Inf (22, zy) = - Ez) (7-25) 
Hf (en 24) + (к, 25) + Inf ns 24) = — El(zs) 


which can be written in matrix form as 


f(Gz. 2) Sfera -- Л) 1, — E21) 
Дай) fes) e Лам | 15|31-Ёвй| — (ag 
f(zs.z) Убх, 22)» (х 20)] Ud L-Ex) 


or in the compact notation as 


17.11 = [ А (7-27) 
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where Zm, and V, are given by (7-23) and (7-24), respectively. We refer to the 
first index (m) as the match point index because it is associated with the observa- 
tion point at which the m^ equation is valid. We refer to the second index as the 
source point index since it is associated with the field from the n'^ segment or n'^ 
source. Because of the analogy to the network equations, the matrices [Zma], (1,], 
and [V,,] are referred to as generalized impedance, current and voltage matrices, 
respectively. But this is only an analogy and thus the units of [Z,,,], [/,], and ПР, 
need not necessarily be ohms, amperes, and volts, respectively. The analogy is 
not restricted to collinear segments as in the example treated here, but applies to 
arbitrary configurations of wires as well. 
We can write the solution to (7-27) symbolically as 


11-12, '[V.. (7-28) 


In practice, we will usually not explicitly generate [Z,,,]~', but instead solve the 
system of equations by one of several fairly standard matrix algorithms. Once we 
have found (/,|, we know the current distribution in discrete form and can then 
proceed to determine impedance and radiation patterns or the radar cross 
section. 


Example 7-1. Point matching on a short dipole 


Let us illustrate the application of (7-26) with a simple example. Suppose we wish to 
calculate the input impedance of a dipole that has a length of 0.14 and a radius of 0.0054. 
For convenience we choose N = 5. We then obtain for [Z...] 


679.22 —90.01° 292.4 4 90.03° 330129027 9.74 г. 9001" 4.24 1. 92.08 
292.4290.03° 679.22 —90.01° 292429003" 330129027" 9.74290.91° 
[Zma] = 10° +] 33,01.290.27° 292.4290.03° 67924 —9001* 292.4 £ 90.03" 33.011 90.27* 
9,74 490.91" 33.01290.27° 2292419003 679.20 -9001: 292.4 490.03" 
4.24 2.92.08° 974790912 330149027 292479003 679.22 —90.01° 


For a 1-У excitation at the center of the short dipole, the following voltage matrix [Vn] 
would be obtained using the frill source discussed in Section 7.7, 


0.502 2 — 179.69" 
3.248 2 —179.95° 
[Vn] = | 70.552 — 179.99* 
3.248 4 — 179.95* 
0.5024 — 179.69* 


Solving (7-28) for (1,| yields 


0.81. 89.54* 
1.54 4 89.64° 
[1] = 107? - | 2.442 89,75° |. 
1.54 2 89.64° 
0.81. 89.54* 
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We note that the current distribution decreases from the center toward the ends as expected. 
The input impedance may be found from Zi, = Vjq/lin = 1.0/(2.44 x 107? / 89.75°) = 
409.74 4. — 89.75? = 1.788 — j409.74 ohms. Comparing with the thinner dipole in Figs. 5-5 
and 5-6, we see that the input impedance of a 0.12 long dipole also has a very small 
real part and a large negative reactive part. Further, the real part of 1.788 ohms compares 
fairly well with the approximate formula 20z?(L/A)? = 1.974 ohms even though only five 
segments were used here. These results can be verified with the computer program in 
Appendix G.7. 


To summarize this section, we have obtained an elementary numerical solu- 
tion to an integral equation of the form given in (7-15). This was done by 
successively enforcing the integral equation at N different points, as illustrated in 
(7-25). For mathematical convenience and simplicity, the locations of the points 
were chosen to be at the center of the N equal length segments into which the 
wire was divided. Strictly speaking, in order for the equations in (7-25) to be 
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Figure 7-4 Current distributions on a half-wave dipole for 
various numbers of pulse expansion functions and a unit voitage 
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exact equalities, N must approach infinity. However, in practice we can obtain 
accurate solutions for the current distribution by allowing N to be sufficiently 
large. This is illustrated in Fig. 7-4 which shows the current distribution on a 
half-wave dipole for several values of N, and in Fig. 7-5 which shows the cor- 
responding input impedance for various values of N. In both instances, it is 
apparent that for N sufficiently large, but finite, the solution has converged to a 
final or stable result. It should be emphasized that N cannot be made arbitrarily 
large without encountering a numerically unstable result in many instances. Thus, 
a curve such as those in Fig. 7-5 is well worth the effort since it clearly shows 
the convergence behavior of the solution. A comparison with experimental data 
is shown in Fig. 7-6. . 

As mentioned earlier, the point-matching procedure demonstrated in this sec- 
tion is a special case of the more general method of moments. In the next section 
we will develop a general moment method procedure. 


7.3 WEIGHTED RESIDUALS AND THE MOMENT METHOD 


Our objective in this section is to derive a moment method procedure more 
general than the point-matching method of the previous section. We will accom- 
plish this by using an approach known as the method of weighted residuals [7]. 

Consider the straight wire example of the previous section. Let us define the 
residual R to be the sum of the tangential components of the scattered and 
incident fields 


R= Es T Еһ» (7-29) 


Clearly we wish the residual to be zero and thereby satisfy the boundary condi- 
tion. In our example with pulse expansion functions the residual is found from 
(7-19) to be 


N 

Re) = tafe 5) + Ei) (7-30) 
Stated in terms of the electric field boundary condition, the residual is the sum of 
the tangential components of the scattered and incident fields at the wire surface. 
Equation (7-30) when evaluated for z = z,, gives the residual at the mth match 
point where, of course, the residual must be zero since the solution for the 1,5 
was obtained subject to the electric field boundary condition at the N matching 
points. However, at points other than the match points, the total tangential 
electric field will not generally be zero as Fig. 7-7 indicates. Therefore the resi- 
dual for z X z,, m= 1, 2, 3, ..., М, will not be zero either. Physically we can 
view the point-matching procedure as a relaxation of the boundary condition 
such that it is only satisfied at specified points. In between those points we can 
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Figure 7-5 Curve showing convergence of input impedance as the 
number of pulse functions is increased. (a) Input resistance. 
(b) Input reactance. 
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Figure 7-6 Comparison of measured dipole admittance 
with data calculated using pulse functions (N = 100). 


only hope that the boundary condition is not so badly violated that the solution 
is rendered useless. Thus, it is not surprising that as N is increased (within limits) 
the solution tends to improve as we saw in Figs. 7-4 and 7-5. ~ 

In the method of weighted residuals the 1,5 are found such that the residual is 
forced to zero in an average sense. So, in the wire problem of Fig. 7-1 the 
weighted integrals of the residual are set to zero as follows. 


| W,(z)R(z)dz=0, т-1,2,3,..,М (7-31) 


318 | MOMENT METHODS 


1.0 1.0 
Е 
0.8 2 08 
Е = 
5 06 E 0.6 
25 E] 
8 04 £ 04 
$ 02 5 02 
s of $ о 
c = 
5 5 
5 -02 с -02 
ғ - 
-0.4 -0.4 
103 103 
0 01 02 03 04 05 0 01 02 03 04 05 
End z/L Center End 2/1. Center 


Figure 7-7 Normalized tangential electric field along one-half of a center-fed 
dipole with pulse expansion functions and delta weighting functions (courtesy of 
E. K. Miller). Dots indicate match point locations. 


where W,(z) is called a weighting or testing function. Substituting (7-30) into 
(7-31) gives 
.442 N ,142 
| Walz) È Lf(zz)dz-| — W,,(z)Ei(z) dz = 0, (1-32) 
2 “3 


E 5! n=1 


m1 3 us 
If the weighting functions are Dirac delta functions 
И„(2) Е ó(z E Zm) (7-33) 


then (7-32) reduces to (7-21). If the weighting functions are the pulse functions 


1 for z in Az 
Walz) = " 7-34 
mlz) fa otherwise 0 
then (7-32) becomes 
N < . 
71) f(z, 2%) dz+| Ei(z)dz=0, (7-35) 
п=1 “Аз, * AZm = 


m=] 2, 3, .... М. 


The current obtained from solving (7-35) will not necessarily be such that the 
sum of the scattered and incident fields (ie, the residual) is zero everywhere 
along the surface of the wire, but the average over the wire will tend to be zero, 
presumably giving a more accurate current distribution for a given N than when 
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the weight functions are delta functions. Actually this may or may not be the 
case depending on the particular choice of expansion functions for the current 
and weighting (or testing) functions. 2-2 
The question of how one chooses the expansion functions and weighting 
functions is certainly a valid one. It is, however, a question without a concise 
answer. But, as rules of thumb, it is desirable to choose expansion functions that 
closely resemble the anticipated form of the current on the wire and to use the 
same functions for the weighting functions as used for the expansion functions. 
There are exceptions to these rules including the pulse point-matching solution 
of Section 7.2. When the expansion function and the weight function are the 
same, the procedure is often referred to as Galerkin's method which is closely 
related to variational methods [7]. 


Example 7-2. Galerkin's method on a short dipole 


We now repeat Example 7-1 but instead use pulse functions for weight functions instead 
of delta functions. The impedance matrix for this pulse-pulse Galerkin solution based on 
(7-35) is 


14.47 —9001* 61429003” 0.759 290.24" — 0.206/.90.86* 0.087/92.02% 
6.142 90.03° 1444 —9001* 61429003: 0.759490.247° 0.2062 90.86° 


[Zinn] = 10? - [0.7592 90.24: 6.14 £ 90.03° 1444 —9001' 61429003" 0.759 £ 90.24* 


0.206 /.90.86* 0.7594 90.24° 6.14 2.90.03° 14.42 -90.01% 6.14/90.03% 
0.087/9202% 0206/ 90.86: 0.759/90.24% 6.14 / 90.035 14.42 —90.01* 


The voltage matrix is 


0.010 Z. — 179.72° 
0.087 4 — 179.97° 
[V] = | 0.7952 — 179.99? 
0.087 Z. — 179.97° 
0.0104 — 179.72? 


and the resulting solution for [/,] is 


0.49 / 89.57% 
0.91 / 89.66" 
(1,| = 107? - | 1.38 4. 89.76° 
0.91 / 89.66" 
0.49 £ 89.57° 


We note that all of these three matrices are different from those іп Example 7-1. Of 
course, we would expect [Zma] and [Vm] to be different because they are computed by a 
different process. The reason (1,| is different is solely attributable to the fact that № is only 
5. As in Example 7-1, a larger value of N is required in order to obtain a converged result. 
The input impedance based on the above current is Z;, — 3.08 — j723 ohms, whereas the 
correct impedance is Zin = 2.35 — j556 ohms based оп М = 25. 
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Next, we wish to relate the quantities in the weighted residual integral to 
Kirchhoff's network equations, just as was done in Section 7.2. In doing so let us 
generalize somewhat and consider a wire as shown in Fig. 7-8. In this case the 
residual may be written i 


R(/) = E.(7) + Е.) = Y LE) + Е.) (7-36) 
and the weighted residual as 


W,(/) - R(^) d/ = 0 (7-37) 
“along wire 


so that we have 


2512 


[^ Walt) Еи) аи + [^ | УУ,(/):Е(/)4/-0, (7-38) 


m= 1, 2, 3,..., М. 


Figure 7-8 Segmented curved wire. 
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This equation can be viewed in the form of (7-14) and if we denote the scattered 
field from the п" expansion function of the current by Ez(^), then we may write 
for the general mnth element in the generalized impedance matrix 
lmi? 
2.-| Wall) ЕИ) а (1-39) 
2 


7 fm 
and for the mth generalized voltage matrix element 


7 — 3 


W,(/) > E'(/) 44 (7-40) 
27: 
where W,(/) is the т" testing function taken to be located interior to the wire 
as suggested in Fig. 7-8. Strictly speaking, the test function should be located at 
the wire surface (see Fig. 7-2a) in which case (7-39) and (7-40) would be double 
integrals over the surface. In placing the test function on the axis we are in a 
sense modifying the electric field boundary condition for the sake of mathemati- 
cal simplification. In doing this, experience has shown that we are restricted to 
wires for which the radius is less than about 0.014. This is sufficient for most wire 
antenna or scattering problems. For thicker, wires, a more exact formulation is 
available [8]. 

The process of expanding the unknown current /(/’) in a series of expansion 
functions and then generating N equations in N unknowns using the weighted 
residual integral of (7-37) is more commonly referred to in the electromagnetics 
literature as the method of moments [1, 3-5]. The method of moments is, as we 
have seen in this section, equivalent to the method of weighted residuals. If the 
testing or weighting functions are delta functions, then the specific moment 
method procedure is known as point-matching which is also known as colloca- 
tion. This was the procedure used to obtain the system of equations in (7-25). If 
both the test function and the expansion function are the same, then the specific 
moment method procedure is known as Galerkin's method. A pulse-pulse Galer- 
kin formulation was used in Example 7-2. There are functions other than the 
pulse function which have been shown to be useful. One of the most useful 
functions for wire geometries in empty space is the piecewise sinusoid. In Section 
7.5 we will use the piecewise sinusoid in a Galerkin formulation for the wire. In 
the next section we wish to discuss the concept of reaction which is yet another 
way of physically interpreting the method of moments. 


7.4 REACTION INTEGRAL EQUATION 


In 1954 Rumsey introduced a physical observable (e.g., mass, length, charge, etc.) 
called reaction which permitted a general approach to boundary value problems 
in electromagnetic theory [9]. His approach resulted in the formulation of the 
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reaction integral equation. Equation (7-38) is really a special form of the reaction 
integral equation which applies to wire geometries. A rigorous derivation of the 
reaction integral equation may be done using only principles of electromagnetic 
theory. The derivation is somewhat difficult to follow and so we will obtain it by 
inductive reasoning here, having derived (7-38) in the previous section by the 
relatively straightforward weighted residual approach. 

Reaction is basically *a measure of the coupling" between one source and 
another. Thus, if we view the test function (weight function) as a test source, then 
the impedance matrix elements given by (7-39) may be taken as a calculation of 
the coupling between the т!" test source and the scattered field from the п" 
expansion function or actual source. Similarly, the m'^ voltage matrix element in 
(7-40) may be interpreted as the coupling between the m™ test source and the 
incident field. In talking about (7-40) for instance, we might say that we are 
“reacting” the т" test source with the incident field, ог in the case of (7-39) that 
we are "reacting" the electric field from the л" actual source with the current 
on the т" test source. 

We obtained (7-38) for a wire. The method of moments or the method of 
weighted residuals applies to geometries other than just wire geometries as in- 
dicated іп Fig. 7-9. Consider the equivalent situation in Fig. 7-10. Let (Jm, Mm) 
be the surface current densities of a test source and let (E,,, Hm) be the fields 
from the test source. The currents on the conducting body are both replaced by 
equivalent surface currents (J^, М“) radiating the fields (E^, H^) in free space. The 
generalization of (7-38) then becomes 

|| (2-Е – M,- Н) ds + || (Jn: E. М-Н) аз =0 (7-41) 
5 5 


т == [273 2N 


The minus sign associated with M,, сап be justified by referring to the гесірго- 
city field theorems in Sections 1.7. The physical interpretation of (7-41) is that we 
wish to have zero reaction (1.е., zero coupling) between the test source and the 
sum of the incident and scattered fields. Clearly, this is equivalent to the condi- 
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Figure 7-9 Source current densities J' and M' acting in the 
presence of a metallic scattering body bounded by surface S 
create fields (E, H) exterior to S. 
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Figure 7-10 Test source interior to surface S with equivalent 
currents (Р, M5) in free space. 


tion stated by (7-31). Nevertheless, the alternative physical interpretation offered 
by (7-41) and the reaction concept is a useful one and the student will find it 
used in the literature. 

If we denote the fields from the п" expansion function of the actual current by 
(Ес, H;), the sum of the N fields being (Е°, Н"), then we may write for the general 
mn" element in the generalized impedance matrix 


2 = || (Sm E; — Mm H;) ds. (7-42) 
y 
Similarly, we may write the general m" element in the voltage matrix 


Va = -[[Q, Ei — Mn HP) ds (7-43) 
t 
The incident field (E', H'), which originates from the impressed currents Ј in 
Fig. 7-9, may be the field from a source located on S (antenna situation) or from 
a source located at a great distance from S (radar scattering situation). 

The general relationships in (7-42) and (7-43) will be useful in later sections for 
both wire and nonwire geometries. In the next section we will need to only 
consider the specialized forms of (7-42) and (7-43) which appear in (7-39) and 
(7-40), respectively. 


7.5 PIECEWISE SINUSOIDAL GALERKIN METHOD 


One of the most useful functions in moment method solutions of thin wire 
problems is the piecewise sinusoid shown in Fig. 7-11a. It may be expressed 
mathematically for z-directed segments by 


p "sin Blz, =g) 


F(z) = Жан ЛЭЭР 5 2.) 2 SZC Za i; (7 44b) 


Бураш 93b. gees (1-44a) 
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Figure 7-11 (a) Piecewise sinusoidal expansion func- 
tion. (b) Set of overlapping piecewise sinusoidal expan- 
sion functions. 


An example of a piecewise sinusoidal approximation to a current distribution is 
given in Fig. 7-11b. Note that each piecewise sinusoidal function spans two 
connected segments and that each segment contains two piecewise sinusoidal 
functions except those that have an unconnected end point (i.e., P, and Р,). 
Experience has shown that the use of piecewise sinusoidal testing (weighting) 
functions with piecewise sinusoidal expansion functions leads to a procedure 
that is numerically efficient and highly accurate. Since both the expansion func- 
tion and testing function are the same, it is a Galerkin method. It is possible to 
use the pulse function for both the testing function and the expansion function. 
However, experience has shown that the improvement of the pulse-pulse Galer- 
kin formulation over the pulse point-matching procedure is usually rather small 
and not worth the added numerical computation involved. On the other hand, 
the computational efficiency of the piecewise sinusoidal Galerkin formulation 
over the pulse Galerkin method is very substantial. This is demonstrated in 
Fig. 7-12 which shows the rate of convergence for a dipole of this same dimen- 
sion used in Fig. 7-5. We note that almost 10 times fewer segments are required 
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for the piecewise sinusoidal (PWS) expansion function as for the pulse expansion 
function. For thinner wires, the convergence of the piecewise sinusoid is even 
faster since the approximation of Fig. 7-2b is less significant [10]. 


7.5.1 Two-Segment Solution 


To illustrate both the use of the reaction integral equation and the piecewise 
sinusoidal function, let us consider first the problem of a dipole divided into two 
segments. This means there will be only one piecewise sinusoidal function in the 
expansion of the surface current density J in Fig. 7-13a and only one test source 
which will also have a piecewise sinusoidal current 1,(2) given by 


sin B(h — |z|) 


= 


(7-45) 


а = 0.005% 


а = 0.0007 A 


Input resistance (ohrns) 


0 5 10 15 20 25 30 35 40 45 
Number of PWS functions 


(a) 


Figure 7-12 (а) Input resistance convergence rate for the piecewise 
sinusoid for two different wire radii. 
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1= 0.47А 


o naan 


Input reactance (ohms) 


Number of PWS functions 
(b) 


Figure 7-12 (5) Input reactance convergence rate for the piecewise 
sinusoid for two different wire radii. 


where h is the dipole half-length and z is measured from the center. The current 
on the equivalent filamentary source in Fig. 7-13b is given by the classical 
formula 


UEM (7-46) 
What we wish to do is to determine the terminal current /, excited by a given 


voltage generator of voltage V,. To do this we employ (7-39) where E, is the field 
from the expansion function /(z). Thus, ZI, = V, where 


9+ ES dz (7-47) 


and the solution for 1, follows. We note in passing that this two-segment solu- 
tion coincides with the well-known induced emf theory. 


л 
Ч 
= 
X 
t 
2 


Ai tti Frons 
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(a) 


Equivalent filamentary source J = J2za 


2 Test source 


| | 


zh z=h 
(b) 


Figure 7-13 (a) Two-segment piecewise sinu- 
soidal problem with the weighting function (test 
source) located on the wire axis. (6) Current on 
the wire surface replaced by equivalent filamentary 
source. 


The two segment solution is obviously useful only for a limited range of 
antenna lengths. Therefore, let us consider next the four-segment solution for a 
single linear antenna. The extension to the N segment solution for a single 
antenna or for coupled antennas will then be obvious. 


7.5.2 Four-Segment Solution 
Consider the symmetrical dipole of Fig. 7-14a divided into four segments. The 
complex coefficients /,, 1;, and 1; represent samples of the current function (г) 
at the junctions of the various segments. 
Г, = ЦО) (7-48а) 
h h 
2 i5) - (75) n (7-48b) 


The current is assumed to vanisli at the ends of the antenna. 


I(h) = 0 = I(—h). (7-49) 
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— 4 


h lz 


Figure 7-14 (a) Four-segment piecewise sinu- 
soidal problem with weight function (test source) 
located on the wire axis. (b) Three overlapping 
piecewise sinusoids. 


Thus, the current on the equivalent filamentary source is 


_ , Sin B(h/2 — г) sin Bz me. 
I(z) 2 I, ~~ sin(Bh/2) + 1, sin(Bh/2)’ 0«2 55 (7-50а) 
in B(h — H 
I(z) = aR 5 <z<h (7-50b) 
_ , sin B(h/2 — |z|) sin B|z| 22 
IG) = 1 7 S Bhp) + Ts 24/2): 73 <z<0 (7-50c) 


sin {h — |z 
I(z) = I5 Қ | D 
sin(Bh/2) 
as illustrated in Fig. 7-145. The objective is to determine li, 15, and 14. This is 


accomplished by reacting each of the three test sources with the three filamen- 
tary sources in a manner similar to (7-47), the details of which are given in 


(7-50d) 
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Section 7.5.3. This results in three equations in three unknowns. Since I, = I, 
we need only solve for two unknowns, and thus 


Zyl, + (Zi + Zial = V, (7-51a) 
2:11, + (Z22 + Z23)l2 = 0. (7-51b) 


21, and Z3, represent the mutual impedance between parallel filamentary 
dipoles with sideways displacement a and no stagger (with respect to the z- 
direction). To obtain Z,; and Z,, the dipoles are in echelon with displacement a 
and stagger h/2 whereas in obtaining Z,4 and 2, the stagger is h. 


7.5.3 N-Segment Solution 


Next let us consider the situation of an arbitrary number of equal length (Az,) 
segments which are either coincident with the z-axis or are parallel to it. Thus, 
we may consider, for example, a single dipole with N segments or an array of 
parallel dipoles. Using (7-44) we may write for the mn" impedance matrix 
element as 


*= sin f(z — z,-i). 


шин dM , Sin(f Azm) а 
regia алі 22 - 
L афа) КЕ in 


We, of course, need an expression for the field E, from the т” actual source in 
order to evaluate (7-52). First we note that 


02,2) | 002,2) (7-53) 
ez 0” 


апа 


ayle, 2) 2442) 


ёг? oz" (7-54) 


Next integrate the first term of (7-12) by parts twice using (7-54), substitute the 
result into (7-12), and use (7-53) to obtain 


E Ж AR ) y. 2) + Це) 442 г | Е 
1 -22 4102) кҮн ЖҮ қ | 
paLa ep нь “ya: Эр” 


where the limits of integration are only over one segment. 
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When the current on the segment is piecewise sinusoidal the bracketed expres- 
sion in the integrand of (7-55) vanishes. Since we are using one-half of the 
piecewise sinusoidal function depicted in Fig. 7-11a, the z-component of the field 
from the unit current on the segment extending from 2, to z;, El(p, z), is [11] 


шал 3. [feos B(z —2,) 
E: (p. z) юэ 080) E 

si pz – 2,) д јет іе" 

“Яп (5-24/8: r 


ug. 


— (7-56) 


2 
z=z 


where 


г= 4/0? + (2 2). (7-57) 


When we consider that portion of the source from 2: to 2, we obtain E?(p, г). 
Then the total field from both halves of one piecewise sinusoid of unit amplitude is 


E, = E} (p, 2) + E2(p, 2) (7-58) 
We may generalize this result for the n and (n + 1)" segments as 
Be a a ны вер 
Ry sin B(z, E 26-1) К, sin Bz, 274 24-1) sin В(2,+1 к” z,) 
өт FBRa+ П 


+ : . (7-59 
Ra+1 sin В(2,- 1 25 Zn) ( ) 


The quantities К, |, R,, and R,, , are shown in Fig. 7-15 and defined below. A 


similar expression for E, is obtainable but is not required here since all segments 
are z-directed [1]. 


Pir, 0, $) 


Figure 7-15 Wire segment along 
Origin Р z- axis. 


RE 
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Finally, the elements of the generalized impedance matrix are given in general 
for z-directed segments by 


i£. D - Ei dz 


37 98884) үүлэн а) 0 
EE Ве sin(fAz) 4,  si(fAz,) ]|sin(f Az,) 
-18Ёк-1 =3 шээсэн 
n - 2 со5(8 Az) + Эг | dz (7-60) 
n-1 n nti 


where 


Il 


R,-1=V/P *(6-—2-1 R, VP HE- (7-61) 
Ravi = p *t(z—241) 


Az, = Z,— 21-1 2451 — Ins Aig = Zig — 24-15-2744 oL (7-62) 


Equation (7-60) may be evaluated without difficulty by numerical integration. 
However, when p = a and a is quite small (i.e., wires of very small radius) it may 
be preferable to carry out the integration in the form of sine "Si" and cosine 
“Ci” integrals of (F-13) and (F-14). When this is done, the elements of Z,,, аге 
given by Z,, = Rmn t jX,,, Where 


15 
Бэк” sull Ac eint АЖ) 
[cos B(z,-1 — Zm- 1) (Ci(vo) + Ci(uo) — Ci(uy) — Ci(vi)) 
+ sin f(z,-, — Zm—1) {Si(vo) — Si(uo) + Si(u;) — Si(vi)j 
[Ci(va) + Ci(ua) — Ci(us) — Ci(vs)j 
+ sin fi(z,., — z,-1) [Si(e4) — Si(us) + Si(us) — Si(vs)} 
— 2 cos(f Az, cos В(2, — Zm- 1) (Се) + Ci(uz) — Ci(us) — Ci(rs)} 
- 2 cos(f Az,)sin fl(z, — Zm-1) {Si(v2) — Si(u;) + Si(us) — Si(vs); 
+ cos B(Z,—1 — Zm+1) (Ci(re) — Сис.) + Ci(ug) — Ci(ui)j 
+ sin Ё(2,-1- Zm+ 1) (Si(rg) — Si(ug) + Si(us) — Si(v1)] 
+ cos B(Z +1 — Zm+1) (Ci(rs) — Ci(rs) ^ Ci(us) + Сив)! 
+ sin f(z,«1 — Zm+1) {Si(vg) — Si(ug) + Si(us) — Si(vs)} 
— 2 cos(f Az, cos В(2, — 2,21) (Ci(rz) — Ci(vs) — Ci(us)  Ci(us)) 
— 2 cos(f! Az, sin ff(z, — 2+1) {— Silu) + Si(vz) + Si(us) — Si(vs)}] 
(7-63) 


+ cos f(z,.1 — Zm-1 


Зэ” 2 
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where 
Ho = NES CERERI %(ЕУаь-а — 221) (7-64а) 
uy = 8 Р + n-i — SY + Yes — 2,-1)] (7-64) 
g= BIP? + (En = 2-1) t (Eos = 2, (7-64c) 
us = PVP? + s — 2)? es — 2.) (1-644) 
tig = BO PI + nei — 2-1) + (А-а — 21] (7-64е) 
us = B[V P? + (2,1 — Zm) + (Lm — Zn+1)] (7-641) 
us = БУР” + (z,-1— Zasa) (Lei 7 2-10] (7-64g) 
uy = PIP + (En za + ssi Za) (7-64) 
us = 807 + Cusi сна) + (Lemos 7 zi] (7-64i) 

and L= +1. The г; are found in similar manner as (7-64) with L= —1. X mn 


can be obtained by replacing Ci(x) by —Si(x) and Si(y) by Ci(y) in the expres- 
sion for Rmn- 

The piecewise sinusoidal Galerkin method is treated in detail here because it is 
the best known moment method procedure for thin wire antenna and scattering 
problems in free space. While the mathematics of (7-63) and (7-64) may be a bit 
overwhelming to the student, the methods employed are those used to write 
general purpose computer programs given in the literature [12] and the one 
listed in Appendix G.8. Actually. an understanding of (7-60) is sufficient to 
appreciate the essential features of such programs. 

The piecewise sinusoidal Galerkin method applies equally well to arbitrary 
configurations of wires. We have restricted our discussion here to --directed 
wires for instructional convenience. The more general formulation appears in the 
literature [12]. 


7.6 CALCULATION OF ANTENNA AND 
SCATTERER CHARACTERISTICS 


Thus far in our discussion of the method of moments we have been mainly 
concerned with acquiring a knowledge of some unknown current distribution. 
Let us now consider how we can obtain other information as well. But first, we 
should make one further remark about the currents derived from the solution of 
the matrix equation. 

If pulse functions are used as the expansion functions in the point-matching 
technique, a knowledge of the current coefficients J, means that the current 
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distribution at the match points is known “ precisely,” assuming, of course, that 
the solution has converged. Іп between the match points we do not know the 
current but, since the distance between the match points is small іп terms of a 
wavelength, one can simply fit a curve through the current values at the match 
points to obtain a good approximation to the current distribution along the 
wire. 

In the case of the piecewise-sinusoidal functions, a knowledge of the 
coefficients 1, again only means that the current is known at the junctions of the 
segments. Along the segments we can use the piecewise sinusoidal functions 
themselves to approximate the current distribution between segment junctions. 
This approximation is quite adequate except for some extremely unusual situations 
which need not concern us here. 

Having determined the current distribution, the input or terminal current can 
be found by evaluating the current distribution at the antenna terminal location. 
In turn then the input impedance may be calculated by dividing the terminal 
voltage by the terminal current. The calculation of accurate impedance data is a 
task that is somewhat sensitive to the model used for the feed point. Two such 
models are discussed in the next section. 

Distributive loading, which arises when a wire is not perfectly conducting, 
may affect the current distribution in certain situations [13]. For simplicity, 
consider a wire whose axis is parallel to the z-axis. When the wire has finite 
conductivity, we can relate the tangential electric field at the surface of the wire 
to the equivalent electric surface current density by the use of the surface im- 
pedance Z, which is defined [14] as the ratio of the tangential electric field 
strength at the surface of a conductor to the current density which flows as a 
result of that tangential electric field. Thus, 


E-—2ZA,. (7-65) 
Using M, = E x ñ and the relationship J, = z/(z)/2xa. we can write 


ЕСІР 


M, = ZJ,x p= 5 (7-66) 
Writing the reaction integral equation from (7-41) and reciprocity as 
Ї| &. F- n, M°) ds = v, (7-67) 
and substituting (7-66) Чин to 
(Це)%-Е,-2,%-Ң,14:- Va- (7-68) 
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Note that if the wire is of perfect conductivity, the surface impedance goes to 
zero and (7-68) reduces to a form similar to (7-47). We can write for the gener- 
alized impedance matrix element Z,,,,, modified for finite conducting wires, as 


Zim =| 1, Endz- 2, r "1,(2) - Н, dz. (7-69) 
“24-1 “14-1 
From Ampere's law a suitable approximation for Н,, is 
3, 1,(2) 
На 7-7 
6-H, = 2 (7-70) 


and thus (7-69) can be written as 

Zi | 
2ла "qi. m 
where region (m, n) is the wire surface shared by testing function m and expan- 
sion function m. In the case of overlapping expansion functions such as the 
piecewise sinusoid, this region covers two intersecting segments if m and n are 
equal. When m + n, the shared region covers at most one wire segment. This 
means that distributive loading is accounted for by a modification of only the 
appropriate main diagonal elements and those elements adjacent to the modified 
main diagonal elements. 

The effect of either lumped loading (considered in Section 7.9) or distributive 
loading is to alter the current distribution on the wire antenna or scatterer. 
Knowing the current distribution, the far field can be obtained by the classical 
methods used previously in this book. To illustrate, consider again z-directed 
segments with a piecewise sinusoidal expansion of the current. Let there be N 
"e functions. Then, from (4-1), we have 


Zinn = Lin emn 


1,(2)1„(2) dz (7-71) 


ie 
E,(0) = 2 e-i” sin 0 
E,(0) 2 sin рага sin(f 222 
„л „2.+1 
| sin B(z’ — z, ,)e^" t dz + | sin f(z,., — 2) *** az 
“14-1 E 


(7-72) 


The numerical evaluation of this is most easily accomplished by changing the 
sine terms to exponentials, integrating the various exponentials, and then evalu- 
ating the result with the specified limits. 

Once the far field is known in the direction of maximum radiation, the power 
gain may be determined from the general relationship 


[LE + [Е] 


600. 4)- OTT PR. 


(7-73) 
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where R,, is the real part of the antenna input impedance. The directivity may be 
obtained by replacing R;„ with R,;, the radiation resistance. 
The radar cross section may be found from (1-234) as 


2 
с = im 4nr? tee E i (7-74) 


where E* can be determined, for n" from (7-72). The radar cross section 
for a dipole scatterer is shown in Fig. 7-16. 
The radiation efficiency is calculated using (1-184) as 


(7-75) 
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Figure 7-16 Monostatic radar cross section of a straight wire 
at normal incidence as a function of wire length. 
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R, is the radiation resistance referred to the input terminals and Қ. is the loss 
resistance due to dissipative loading, either distributed or lumped (see Section 
7.9.1). Alternatively, we could determine the radiated power by integrating the 
power density in the far field as we did in Chapter 1. However, the above 
method (i.e. (7-75)) is computationally more efficient. 

From the discussion in this section we can see, among other things, that such 
a refinement as the losses due to finite conductivity can be included into a 
moment method solution in a fairly straightforward manner. In the next section 
we will examine the lone remaining major aspect of modeling wire antennas or 
scatterers by the method of moments, namely the modeling of the source. 


7.7 SOURCE MODELING 


No doubt the most used generator model in wire antenna theory is the delta gap 
model, shown in Fig. 7-17a, which is often referred to as a slice generator. 
Although such sources do not exist in practice, they do permit surprisingly good 
calculations to be made. The source arises from the assumption that a voltage is 
placed across the gap giving rise to an impressed electric field Е! = V/6 confined 
entirely to the gap (ie., no fringing). 

Mathematically, the delta gap model enters into the method of moments in 
the following way. From (7-43) we note that one can write for the generalized 
voltage matrix element i 


Vn = —|] (Jn E — Mn H))ds (7-76) 


Figure 7-17 The delta gap source model. (a) Gap 
with impressed field Е = V/ò. (5) The equivalent 
magnetic current ring generator. 
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or by reciprocity (see Fig. 7-10) 


Va = — ||] En- J* - Hy © M) dv. (8-77) 


V, 


If we replace the narrow gap region in Fig. 7-17a by the narrow strips of 
magnetic current (M' = E' x ñ) as in Fig. 7-17b, then, as the gap size tends 
toward zero (using the definition of the Dirac delta function) 


NR | H,: M ds = || 20) ag dz — 1. (7-78) 


Consequently, only those positions in the generalized voltage matrix correspond- 
ing to segment junctions that contain generators will have nonzero values. 
A second generator model, which has practical significance, is the so-called 


frill generator. Consider Fig. 7-18a which shows a coaxial line feeding a mono- 


pole on a ground plane. Assuming a purely dominant mode distribution (TEM) 
in the coaxial aperture and image theory, we can replace the ground plane and the 
coaxial aperture with a frill of magnetic current as shown in Fig. 7-18b. Since the 
assumed form of the electric field in the aperture is 


1 


= 2p'In(b/a) (773) 


E,(p') 


the corresponding magnetic current distribution is 


=A 


M y = p'In(b/a) (7-80) 


from which it can be shown that the electric field on the axis of the monopole is 
[5. 14] 


7 1 е 3 К1 етік 
ЕРТТЕП ШЕЛ -K (7-81) 
where 
К, = xa (7-82а) 
Rea +? (7-82b) 


if the frill center is at the coordinate origin. When this field is reacted with the 
test source current as required by (7-76), each entry in the generalized voltage 
matrix will have a nonzero entry. For segments not on the axis of the monopole, 
the form of E' is more complicated.than (7-81) and is available in the literature 
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<— Frill of 
magnetic 
current 


— H- 

mba 

(b) 
Figure 7-18 Magnetic frill generator. (a) Coaxial 
line feeding a monopole through a ground plane. 
(b) Mathematical model of Fig. 7-18a. (See Sec. 8.1). 
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Table 7-1 Voltage Matrix Values for 
a Frill Generator (2, = 50 ohms) and 
Delta Function Testing Functions, 
(L = 0.47, a= 0.0054, b/a = 2.30) 


Segment no. LA 2% 
1 0.005 154.1* 
2 0.007 159.5* 
3 0.009 164.4° 
4 0.013 168.8° 
5 0.020 172.5* 
6 0.034 175.5* 
7 0.067 177.7* 
8 0.170 LAS 
9 0.715 179.8* 

10 10.948 180* 

11 10.948 180° 

12 0.715 179.8° 
13 0.170 179.1° 
14 0.067 177.7° 
15 0.034 175.5* 
16 0.020 172.5* 
17 0.013 168.8* 
18 0.009 164.4* 
19 0.007 159.52 
20 0.005 154.1* 


(5, 15]. Table 7-1 gives the values for — E:(0, z) and V,, when the testing function 
is a delta function. Note the rapid decrease in values with increasing distance 
from the generator compared with the numerical values of zero or one that exist 
when a delta gap generator is used. 


7.8 SOME COMPUTATIONAL CONSIDERATIONS 


There are essentially two limitations to the use of the moment method. These 
are: (1) the amount of computer storage necessary for the N? elements of the 
impedance matrix and, (2) the amount of time required to compute those N? 
elements and solve the resulting system of equations. In this section we first 
examine the time requirements of moment method techniques and then examine 
ways of using symmetry advantageously to reduce those time and storage 
requirements. 
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7.8.1 Computer Time Considerations 


An impedance matrix of М? elements is said to be of order М. Let М, be the 
number of different source or incident fields (i.e., radar cross section is a function 
of incidence angle) associated with a given impedance matrix and let N, be the 
number of observation points at which the field is to be computed from 
the current solution; then the time t for execution will be approximately given 


by [8] 
t= AN? + B,N? + CN?N, + DNN;N, (7-83) 
where the algorithm and computer dependent factors A, B, C, and D are: 


A = time required to compute a typical impedance 
matrix element, 
B; = time required to solve (7, І,1- [Vm] for [7,] by 
matrix inversion (/,1-12,6| '[V,] for a system 
of order N, 
C = time required to perform the operation [Z,,,]~ ![V,.] 
or its equivalent for each new [Vp], 
D = time for computing far-field from [I,]. 


It is clear from (7-83) that the dominant factor in determining the required 
time lies in the second term which is associated with the solution of the system of 
equations. The dominant effect of this term can be reduced in a number of ways. 
If instead of actually finding the inverse (2,,| |, an algorithm such as Crout or 
Gauss-Jordan is used, then B4 N? — B, N? and we have 


t= AN? + BN? + CN?N, + DNN,N, (7-84) 


which is a significant reduction in the solution time required for a given N. If the 
impedance matrix is toeplitz (see Section 7.8.2), then В) N? В, N?? and we 
have 


t AN + В, N5? + СММ, + РММ, №, (7-85) 


for which there is a significant improvement in the first term as well as the 
second. Figure 7-19 shows curves of CPU time for various values of N. The 
curve labeled Crout follows from (7-84) and that labeled toeplitz follows from 
(7-85), which is a faster approach. 

When the second term in (7-83) is on the order of N? or less, then usually the 
first term, which is associated with the time required to calculate the matrix 
elements, becomes the dominating factor. In the following subsections we exa- 
mine briefly some ways for reducing the total time required for the operations 
associated with the first two terms in (7-83). 
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Figure 7-19 Typical CPU time for several types of matrix solutions. 


7.8.2 Toeplitz Matrices 


Certain types of problems produce impedance matrices wherein there is a 
systematic repetition in the matrix elements. Often this repetition can be used to 
decrease the impact of both the first and second terms in (7-83). Consider the 
straight wire in Fig. 7-1. If the segments are of equal length, all the values of the 
N? matrix elements are contained in any one row of [Zn], say the first one. All 
other rows are mercly a rearranged version of the first. The remaining elements 
can be obtained by the rearrangement algorithm 


2 = Z1, а-аа т> 2, nal (7-86) 
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Such a matrix is said to be a toeplitz matrix. Computer programs exist for 
solving toeplitz matrices that are considerably more efficient than ones for solv- 
ing a non-toeplitz matrix. (See Appendix G.7.) For a toeplitz matrix the first two 
terms in (7-83) become AN and BN?^, respectively, and the execution time is 
approximately that given in (7-85). 

Toeplitz matrices can arise in the treatment of certain wire geometries. These 
are the straight wire (see Examples 7-1 and 7-2), the circular loop, and the helix 
[16]. A toeplitz matrix can also arise in the treatment of geometries other than 
the wire, but these are outside the scope of this chapter. 


7.8.3 Block Toeplitz Matrices 


Consider the linear array in Fig. 7-20. The impedance matrix that character- 
izes the array will be toeplitz by blocks or by submatrices when the array 
elements are of the same length and are equally spaced. Thus, if the impedance 
matrix for the array [Z],,,,, is written in terms of submatrices [S] as 


[Shi [Sh» ... (Shy ын Sh: ын ын 
[Zl - E [5], D [S]. ER (8 [S]: 2 [S]hu- n 
[5], xe (51, (Sh; [Shu-vo -- [Shi 
(7-87) 


Figure 7-20 Linear array of parallel dipoles. 
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where [S]; = [Z,,,], the entire impedance matrix is toeplitz by blocks. Thus, if 
one row of submatrices is known, the remaining submatrices may be filled by the 
algorithm 


[S]; = [S]. i-i 1 12:22 fer (7-88) 


Consequently the first term in (7-83) is of order N?/J where J is the number of 
independent submatrices. The second term in (7-83) will be of order М9, 

If the submatrices are themselves toeplitz, as they would be if all segments are 
of identical length and radius, then the matrix fill time is reduced even further. 
Computer programs exist for solving block toeplitz matrices. (See Appendix G.8.) 
The potential savings in execution time for a problem that is block toeplitz over 
the same size nonblock toeplitz problem can be considerable (see Fig. 7-19). 


7.8.4 Compressed Matrices 


In certain problems there will be a repetition in the values within [/,] due to 
the symmetry of the problem. If this can be recognized in advance, it can be used 
to advantage to compress the matrix from order N to order N/L where L is the 
degree of symmetry. 

Consider the following simple but very common example of symmetry sug- 
gested by Fig. 7-18a. Here the monopole and its image will have a symmetrical 
current about the feed point. Suppose /, --1,, { 2, then we can write 


N2 


> (6. T B ——! = Е, 


п= 1 


т-1,2,3,..., М/2 (7-89) 


Solution of this compressed system of N/2 equations will yield the N/2 indepen- 
dent 1,5. From (7-84) we can see that the solution time for the system will be 
B,(N 2)’, or a reduction in time by a factor of 4 for this portion of the comput- 
ing process. For higher degrees of symmetry the savings in time would be even 
more considerable. For some large problems it may be necessary to compress 
the matrix for another reason, namely storage requirements. It is possible that an 
impedance matrix may be so large that it cannot be stored in readily available 
core memory and that through symmetry it may be compressed to a reasonable 
size [5]. 

So it is the execution time and computer storage that tend to limit the electri- 
cal size of problems that may be reasonably treated by the moment method. In 
some of the remaining sections of this chapter we will approach certain situa- 
tions in such a way that we tend to minimize the impact of these two limitations. 
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7.9 THE WIRE ANTENNA OR SCATTERER AS AN 
N-PORT NETWORK 


In Section 7.2 we saw the resemblance between the simultaneous linear equation 
approximation of an integral equation and Kirchhoff’s network equations. It 
follows that we may view the junction of two or more segments as a port in the 
usual circuit sense as indicated by Fig. 7-21a. At each port we may place either 
series or parallel elements which are either passive or active. Series connections 
are treated on an impedance basis while parallel connections are handled on an 
admittance basis. This section considers both types. 


7.9.1 Series Connections 


We already have used a single generator placed at the junction of two wire 
segments (e.g, Section 7.7). This generator was in series with the implied port 
terminals located at the ends of the two adjacent segments in question. We 
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Figure 7-21 N segment wire (а) N — 1 port terminal 
pairs. (5) Equivalent circuit for the mth port. 
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could, of course, place as many generators on the wire as there are segment 
junctions. Thus, for an N-segment dipole there would be N — 1 ports. If there is 
no generator or passive element across the port, the port is understood to be 
short-circuited. 

Previously in Section 7.6 we saw how distributed loading was accounted for in 
the moment method by modifying certain elements in the impedance matrix. 
Here, let us examine how lumped loading may be handled. If a load Z, is 
inserted into a wire antenna at segment junction m having a current I, , the total 
voltage acting at that point is 


ТАРЕ) 1. (7-90) 


where V?, represents a voltage generator that may be located at point m in series 
with Z, as indicated in Fig. 7-21b. In many cases V2, will be zero. Considering 
the т" equation in a system of N linear equations, we сап write 


N 
> Lents = 4A = 1,2, (7-91) 
n=1 
or 
N 
È 2..1, = VE, (7-92) 
п= 1 
where 
rum Leg o: (7-93) 


Except for the diagonal elements, the new impedance matrix is the same as the 
original, ог Zi, = Z,,, m+n. Thus, the effect of lumped loading may be ac- 
counted for by simply adding the load impedances Z,, to the corresponding 
diagonal elements in the impedance matrix. The effects of lumped loading can be 
substantial. For example, it can be used to achieve increased bandwidth, but at 
the expense of lower efficiency. 


7.9.2 Parallel Connections 


In the previous subsection we saw how circuit elements, when connected in 
series at a given port, resulted in modification of certain entries in the open- 
circuit moment method impedance [Z,,,]. If, however, we wish to connect one 
port in parallel with another as in a log-periodic antenna, then it is necessary to 
work with the short-circuit moment method admittance matrix [Yma]. 

Consider Fig. 7-22 which shows a log-periodic dipole antenna (LPDA). The 
LPDA is viewed as the parallel connection of two N-port networks. One N-port 
represents the mutual coupling between N dipole antennas. The other represents 


346 MOMENT METHODS 


2 
| 3 
fa ез Fa 
SES 
ү, еге = 


a 
== =т, Lini E Ti cots 


Figure 7-22 Single log-periodic dipole antenna. 


the transmission line that interconnects the dipoles. Therefore, there is one 
network port for each of the dipoles in the system. 

The approach is shown schematically in Fig. 7-23. The N-port labeled 
“antenna elements” includes the self- and mutual impedances between N uncon- 
nected dipole antennas located arbitrarily in space. The "transmission line" 
N-port represents the transmission line connecting the dipole antennas. Included 
in this network is the effect of reversing the polarity between successive dipoles. 
Note that there is a current source, 1;, on the LPDA. If there аге N, dipole 
elements on the antenna, this means that there are voltage sources applied on 
ports 1, 2, 3, ..., N.. Also there is a terminating admittance on the LPDA 
antenna, Y,, which exists at port 1. We do not know the numerical values of the 
applied voltage sources. Thus they must be found before we can solve for the 
currents on the LPDA. 

Let [Y,] and [Z,] be the short-circuit admittance matrix апа open-circuit 
impedance matrix, respectively, for the “antenna elements” network. Note that 
[Z4] is not the moment method impedance matrix. An element of |2,1, say 
[Z 4]ij, represents the voltage induced on dipole i in the LPDA by a unit current 
on dipole j with all other dipoles open-circuited. Thus. 

Vi 
[Z АЦ x T 


j 


(7-94) 


Let [Y;] be the short-circuit admittance matrix for the "transmission line” 
network. Let [74] and [V] be the column matrices representing the voltage and 
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Figure 7-23 Schematic representation of the LPDA network. 


current at each port of the “antenna elements " network. Since the two networks 
are in parallel, the total current can be written as 


Us) = (С) + OM) (7-95) 


where [/,] represents the applied current sources. Тһе |1,| matrix contains all 
zero elements, except at the port where there is a current source /,. The current 
source, of course, represents the excitation of the LPDA antenna. Note in (7-95) 
that we know the entry in [/,] but not the entries іп [V,]. These must be found so 
that the moment method column matrix [V,] can be constructed and the usual 
equation [/,] = [Zm] [Vn] = [£,,][V,] solved for the current distributions in 
the antenna dipole elements. But. before we can solve (7-95) for [V,] and con- 
struct [V,], we must know [Y,] and [Y;]. 

To obtain the elements of [Y,] we proceed as follows. Consider an LPDA with 

'edipoles and M expansion functions on each dipole. The moment method 
impedance matrix will be of order N,x М. To obtain the moment method 
admittance matrix [Y,,] we note that [Ynn] = [Zan] апа 


[N = [Zm] Чи = ТАЛУ (7-96) 
or 
Р = 5 ieh m= 1, 2,.... M x Ne. (7-97) 


To obtain [Y] we note that most of the V,'s will be zero since voltages are only 
applied by the transmission line on the center ports of each dipole in the LPDA. 
Suppose we rearrange the system of equations in (7-97) such that the first Ne 
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entries in [V] correspond to the center ports of the dipoles in the LPDA. Then 
the currents at those ports containing a generator (i.e., antenna element ports) 
are related to the voltages at those ports by 


l.— Yi V, 52.4 Ne (7-98) 


or 
(1,1 хт (УАТУ, (7-99) 


where all the V/s in [V4] will be nonzero. In finding [Y,] in this manner we һауе 
done so without making approximations other than those germain to the 
moment method itself. Indeed, all mutual couplings have been taken into 
account and we are not limited to LPDA’s of less than 2: 1 bandwidth as in the 
treatments by Carrel [17] and Kyle [18]. 

To obtain the transmission line admittance matrix [Yp] in (7-95) we first 
recognize that [Y;] is the transmission line admittance matrix for a simple ter- 
minated transmission line with a port at the position where each dipole is 
connected. Since [У] is the short-circuit admittance matrix, a given element 
(Үҙ); represents the current induced across port j (which is shorted) by a unit 
voltage at port i, with all other ports shorted. Thus, (Үҙ); is nonzero only for 
i—1 <j sib: 

It is possible to write the transmission line admittance matrix [Yp] in a straight- 
forward fashion [18]. For a single LPDA it is 


(Y, — 17, cot 84:) —jY, сөс fid, 0 22 0 

—jY, ese fd, -(ҮДсол fid, + cot fid;) —jY, csc Bd, T 0 

ІІІ = 0 -Ү, сөс Bd, -jY (cot Bd, + cot Ва,) bes 0 
0 0 0 —jY,csc fd, ., —jY, cot Bay |, 


(7-100) 


where Y, is the transmission line characteristic admittance and fi the propagation 
constant of the transmission line. 

With the proper elements of both [Y,] and [Y;] in hand, we can obtain the 
voltages [V4] acting at the driven port of each dipole by 


[V4] = [4] + С E (7-101) 


where [/,] has one nonzero entry. Having these voltages at each dipole, the 
moment method voltage matrix [V„] can be filled and the current distribution on 
each dipole in the LPDA obtained from 


Ш = [Z4] [Va] (7-102) 


i 
| 
| 
| 
| 
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where the elements of [V,] are the nonzero elements of [V,,] and the elements of 
{I j| are the complex coefficients associated with the expansion functions on the 
various dipole elements. 

It is worthwhile to summarize the above procedure for analyzing the LPDA. 
First, the open circuit impedance matrix [Zmn] was formed in the usual manner. 
By taking the inverse of [Z,,,], the short circuit admittance matrix was obtained. 
Next the antenna elements admittance matrix [Y,] was formed from [Y,,] as in 
(7-97) and (7-98) Then [Y,] was added to the transmission line admittance 
matrix [Y,]. Then the current generator shown in Figs. 7-22 and 7-23 was used in 
(7-101) to obtain the voltage [V,] acting at each dipole port. These voltages were 
then used to obtain the moment method voltage matrix [V,,]. Solution for the 
currents (1,| on each dipole in the LPDA followed according to (7-102). Patterns 
obtained using this procedure are given in Fig. 6-32 and agree with those 
in [19]. 


7.10 ANTENNA ARRAYS 


The use of moment methods in the analysis and design of arrays of wire 
antennas (or scatterers) has significant advantages over the more classical 
methods used in treating arrays in that mutual coupling between array elements 
is taken completely into account (e.g., see the LPDA treatment in Section 7.9.2). 
Furthermore, no unrealistic assumptions need be made regarding the current 
distributions on the wires, and the array elements can be excited at any point(s) 
or be loaded at any point(s) along their lengths. Thus, the type of wire element 
array problem that can be considered is rather general In this section we exa- 
mine several array configurations of parallel dipoles and illustrate some typical 
mutual coupling effects. 


7.10.1 The Linear Array 


Consider the linear array of parallel wire elements shown in Fig. 7-20. The 
elements need not be of the same length and radius or be equally spaced in order 
to be treated by the moment method. Clearly they could be quite arbitrarily 
configured and, in fact, need not even be parallel. However, in this subsection we 
wish to illustrate the effects of mutual coupling in a typical linear dipole array by 
comparing results obtained here by the moment method (using a voltage genera- 
tor with an internal impedance of 72 ohms) with results suggested by the 
methods of Chapter 3 (i.e., current generator excitation). For this purpose, with- 
out loss of generality, we will consider a linear array of 12 equally spaced, 
parallel, center-fed, half-wave dipoles with 4/2 spacing. If we divide each dipole 
into six segments and place a 1-V generator in series with a 72-ohm resistance at 
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Table 7-2 Normalized Terminal Currents for a 
Linear Array of 12 Half-Wavelength Spaced, 
Parallel, Half- Wave Dipoles, а = 0.00014 


Zero generator 72-ohm generator 
impedance impedance 
Element — ы oo 
number Hl [Zial [ial [Zil 
1 0.689 107.1 0.746 183.9 
2 0.698 105.9 0.760 180.6 
3 0.728 101.5 0.799 171.6 
4 0.753 982 0.829 165.5 
5 0.768 96.3 0.847 161.9 
6 0.777 95.2 0.856 160.2 
7 0.781 94.7 0.854 160.6 
8 0.775 95.4 0.837 163.8 
9 0.753 98.2 0.806 170.1 
10 0.713 103.7 0.777 176.4 
11 0.689 107.3 0.802 170.8 
12 1.000 74.0 1.000 137.1 


the center port of each dipole, the piecewise sinusoidal current amplitudes ob- 
tained using (7-28) and the methods of Section 7.5 are given in Table 7-2. We 
note that neither the feed point currents nor the input impedances (see (3-96)) 
are identical. This is due to mutual coupling. Since the main beam is at ф, = 45°, 
there is no symmetry in the currents about the array center as there would be if 
the array were phased for broadside radiation. 

The normalized patterns are shown in Figs. 7-24a and 7-24b along with the 
normalized pattern for uniform current excitation. In spite of the differences 
noted in Table 7-2, there is little difference seen in the three normalized patterns 
shown in Figs. 7-24a and 7-24b. There is, of course, some small difference in the 
directivity in the two cases. It is possible to synthesize (see Chapter 10) 
the excitation voltages such that maximum gain is achieved. If this were done, 
the resulting currents at the fed ports would be of unit magnitude while 
the voltages needed to establish these unit magnitude currents would generally 
be of nonunit magnitude. 


7.10.2 The Circular Array 


Consider the circular array in Fig. 7-25 which is also known as a ring array 
[20]. Such arrays have been used in radio direction finding, radar, sonar and in 
other systems applications. Usually circular arrays are composed of identical, 
equally spaced elements. We will assume the array of Fig. 7-25 to have these 
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----- Current generator 
---- Voltage generator (unloaded) 


Current generator 
— — — Voltage generator (loaded) 


Figure 7-24 Linear array patterns with main beam sieered to 
ф, = 45° and ideal current generators (solid curve) compared to 
patterns from an array with voltage generators (see Table 7-2). (a) 
Linear array pattern. for unloaded voltage generator excitations 
(dashed curve). (5) Linear array pattern for 72-ohm loaded voltage 
generator excitations (dashed curve). 
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Dipole N — 1 


Figure 7-25 Circular array of dipoles. 


characteristics and, further, that each dipole is excited at its center. If we tem- 
porarily replace each dipole with a point source at the excited dipole ports, we 
can write for the array factor (see Section 3.1) 


M 
АЕ(0, $) 2- X 1, QJ? ЛИРА sin 0 costó — $4)] (7-103) 
n=1 

where I, is the current excitation of the nth element located at ф = ф,, х, is the 
associated phase excitation relative to the array center located at the coordinate 
origin, and p, is the radial distance of each element center from the origin (all of 
which equal b for the circular array case) For the usual case of cophasal 

excitation 
х, = — fp, sin 0, соѕ(ф, — ¢,) (7-104) 


where (0,, @,) is the desired position of the main beam maximum. 

For the half-wave dipoles the element pattern is given approximately by (2-10). 
Thus, the complete pattern for the circular array of half-wave dipoles with an 
assumed sinusoidal current distribution can be written as 


Е(0. Ф) = = = : - (7-105) 


N 
Б COS | X 1 ей ellos sin # costi ф,)] 
n 
1 
sin 0 


where the assumption is made that (3-109) applies rather than (3-108). 
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The analysis of the circular array in (7-103) to (7-105) is, of course, based on 
known currents on the array elements. In practice we usually apply voltages 
rather than currents to the array element ports. To determine the currents estab- 
lished by the voltages we can use the method of moments thereby including all 
mutual effects. 

We will consider the circular array in Fig. 7-25 to be composed of identical, 
equally spaced dipoles. Thus, certain simplifications in the moment method 
formulation are possible. With the excitation at the centers of all dipoles, it is 
clear that the current distributions will have even symmetry about the z — 0 
plane. This image symmetry can be used to compress the size of the impedance 
matrix [Z,,,] of each dipole as discussed in Section 7.8.4. (This could also have 
been done for the linear array in the previous section.) In addition to this, the 
impedance matrix for the circular array will take the submatrix from 


[Shi [Sha ... [5]. 
[21,., = [She BSa o (Shen (7-106) 


[Sh: [Shs .. [Shu 
where [S]; = [Zmn], and each [Z,,] may be compressed as described in Section 
7.8.4. The matrix in (7-106) is not only toeplitz but goes by the name “block 
circulant." It can be shown that the inverse of a block circulant matrix is also 
block circulant. Thus [Y ],sray would be block circulant. 


Table 7-3 Normalized 
Terminal Currents for 
a Circular Array of 
12 Half -Wavelength 
Spaced, Parallel Half- 
Wave Dipoles (72-ohm 
loaded voltage gen- 
erators) 


Element 
number [Final 


0.735 
0.566 
0.628 
0.517 
0.547 
0.791 
1,000 
0.791 
0.547 
10 0.517 
11 0.628 
12 0.566 
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With voltage generators of 1-V magnitude in series with a 72-ohm impedance 
at the center of each dipole in a 12-element circular array with 4/2 spacing, the 
currents given in Table 7-3 resulted. The almost 2 : 1 variation in current magni- 
tude is the result of mutual coupling. The corresponding pattern in the azi- 
muthal plane is shown in Fig. 7-26 where a simple extension of (7-72) was used. 
For purposes of comparison, also shown is the pattern for uniform (current) 
excitation calculated using (7-105). The difference between the two types of 
patterns is more noticeable here than in Fig. 7-24 for the linear array. Although 
the pattern with the voltage generator obtained using the moment method is the 
more realistic of the two, an advantage of the moment method is that it does 
yield the input impedance of the elements for any scan angle thereby providing 
information for the design of the feed network (see Section 3.7). 


7.10.3 Two-Dimensional Planar Array of Dipoles 


Consider a two-dimensional array of parallel dipoles located in the xz-plane 
as shown in Fig. 7-27. Our purpose here is to use the method of moments to 
show how the input impedance of a given element in the array can vary with 


scan angle. 
ó Current generator 
---- Voltage generator 


ф = 270° Ф = 90° 


$ = 180° 


Figure 7-26 Patterns of the circular array of Fig. 7-25 with 
12 elements for uniform current excitation (solid curve) and for 
72-ohm loaded voltage generators with currents of Table 7-3 
(dashed curve). > 
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Figure 7-27 Input impedance variation of a central element in a 7 by 9 dipole array 
as a function of scan angle for three planes of scan (dx= dz=0.5A). 


Figure 7-27 shows the input impedance variation of the center element in a 7 
by 9 array (i.e. 7 collinear elements in ап E-plane row by 9 parallel elements in 
ап H-plane row). Three scanning conditions are illustrated: H-plane. E-plane, 
and the 45° plane between the E- and H-planes. It is clear from Fig. 7-27 that the 
input impedance does vary considerably with scan angle and that the variation is 
different for various planes of scan. Clearly this variation poses a challenging 
design problem for the engineer responsible for designing the feed and matching 
network for the array elements. 
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Note that as the array is scanned in the E-plane (zy-plane) to 90° (ie., 
* endfire "), the real part of the input impedance is tending toward zero which in 
turn means the element is tending not to radiate! Indeed, although the other 
elements in the array will not have exactly the same behavior, most of them 
(except the edge elements) will behave similarly and the entire array will tend not 
to radiate! This phenomena is known as the Wood's anomoly, or blindspot 
phenomena, and it would seem inappropriate not to mention it in a book on 
antenna principles. The Wood's anomoly is more likely to occur in iarge arrays 
than in the relatively small one considered here. Fortunately the Wood's 
anomoly can be avoided in some arrays by suitable choices in the array design 
parameters as well as in the element design itself. 

The moment method analysis of a two-dimensional array such as that in Fig. 
7-27 is aided by the fact that such a problem is block toeplitz. Even so, the 
moment method of analysis of such an array is limited to arrays on the order of 
that analyzed here for the reasons mentioned in Section 7.8. For substantially 
larger arrays of either dipoles or slots, other methods of analysis may be used 


[21]. 
7.10.4 Summary 


In this section we have illustrated, through the use of several examples, the 
application of the moment method to antenna arrays. The examples show us 
several things. First, the moment method takes into account all mutual coup- 
lings and makes it unnecessary to assume the current distribution on the ele- 
ments in the array or to assume that each element has the same pattern. Second, 
the moment method directly provides accurate information concerning the input 
impedance of various elements under any scan condition. Third, the assumption 
of a sinusoidal current distribution on a thin half-wave dipole in an array envir- 
onment is a pretty good one and therefore the classical methods of dipole array 
analysis based on this assumption are quite accurate. It is for elements other 
than the dipole that the moment method has an obvious additional advantage. 


7.11 MODELING OF SOLID SURFACES 


There are two principal ways in which the method of moments can be used to 
model either two-dimensional or three-dimensional bodies (e.g., infinite cylinder 
or finite cylinder, respectively). The simplest way to model a solid surface body is 
with a grid of wires, the so-called wire-grid model. Examples of this approach are 
illustrated in Fig. 7-28. The other common approach is to use a magnetic field 
integral equation (see Prob. 7.11-5) in which the surface is broken up into 
patches or cells each having a continuous metallic surface. In this section we take 
a brief look at both of these approaches. 
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Figure 7-28 Examples of wire-grid modeling. 
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7.11.1 Wire-Grid Model 


In this subsection we demonstrate the application of the wire segment 
procedure to model not just a wire antenna or wire scatterer, but also to model 
the metallic environment of the antenna. We can accomplish this by using a 
wire-grid or wire mesh to simulate an actual continuous metallic surface. The 
idea of using a wire mesh to simulate a continuous metallic surface precedes, of 
course, the time when the moment method came into widespread useage. There 
are many practical situations where the effect of a continuous metallic surface is 
required but the weight and/or wind resistance offered by a continuous surface is 
too large (е.р.,.а reflector surface). 

The successful substitution of a wire-grid for a continuous metallic surface (in 
reality or in a model) depends upon the fact that as the grid size becomes smaller 
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Figure 7-29 Radar cross section of a MIG 19 aircraft. 
(L = fuselage length) 


7.11 MODELING OF SOLID SURFACES 359 


relative to the wavelength, the grid supports a current distribution Which 
approximates that on the corresponding continuous surface. The current is only 
an approximation to the actual current, however, and as such it can be expected 
to reasonably predict the far fields but possibly not the near fields. This is due to 
the fact that the grid supports an evanescent reactive field on both sides of its 
surface [22]. An actual continuous conducting surface is not capable of support- 
ing such a field. 

The accuracy with which a wire-grid model simulates an actual surface 
depends on the computer code (i.e., expansion and weighting functions) used, the 
radius of the wire segments used, as well as the grid size. For example, with pulse 
expansion functions it has been found that a grid spacing of about 0.12 to 0.24 
yields good results [23]. With the piecewise sinusoidal Galerkin method, it has 
been found that the grid size should not exceed 2/4 and that a suitable wire 
radius is a — w/25 where w denotes the width or length (whichever is greater) of 
the apertures [24]. A radar cross section result using the piecewise sinusoidal 
Galerkin method for a 70-segment aircraft model is shown in Fig. 7-29. The 
model is shown in Fig. 7-30 (1:200 scale). 

Let us now consider the situation where a monopole is axially mounted on the 
base of a cone [5] as shown in Fig. 7-31. A wire-grid representation can be used 
in which the cone or frustum is represented by a number of " generating lines 
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Figure 7-30 Wire-grid mode! for the MIG 19 with 70 segments. 
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y Figure 7-31 Dimensions of experimental cone 
model. The 18:75 cm monopole is a quarter- 
wavelength at 400 MHz. 


consisting of a number of wires joined end to end, as shown in Fig. 7-32a. Except 
for the base, no wires need to be provided in planes normal to the z-axis because 
of symmetry. The length of the antenna and the dimensions for the cone, frustum, 
or frustum and spherical cap can be arbitrarily specified. 

An interesting simplification (see Section 7.84) can be obtained from the 
symmetry of the configuration in the case where all generating lines have the 
same number of segments, each segment being identical (except for the orienta- 
tion on the $-coordinate) to the corresponding one on each other generating 
line. The currents on such corresponding segments should be equal in magnitude 
and phase, since /(2) is independent of ф. Let the segments be numbered in a 
consecutive way, starting with the line at ф = 0 and proceeding in a counter- 
clockwise direction along the other lines. Let M be the number of segments on 
each line, and L the number of generating lines. Thus, one can write 

LM 
à4;e-É. %-12.5Е-М. (7-107) 


j= 
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Since the currents on corresponding segments are equal, 


1; lj+m = ly+2m = 1 у-аг-л)м) i (7-108) 
and (7-107) can be written as (see Sec. 7.8.4) 


L-1 


M А 
Yu 5 2 eH den M: (7-109) 
151 (ао 


The advantage of (7-109) is that it permits us to reduce the number of un- 
known currents to M, while the actual number of wire segments is L : M, where 
L is arbitrary. As a result, there is no limitation other than computer running 
time to the number of generating lines (and thus to the total number of segments 
represented). The number of segments M in a generating line is, however, limited 
because of computer memory size. For the patterns calculated here L was chosen 
to be 10, M to be 170, and pulse basis functions were used. 


=> matching points 


(a) íb) 


Figure 7-32 Wire grid model of cone in Fig. 7-33. 
(a) Model of monopole and cone. (5) Cone generating 
line showing distribution of segments and boundary 
matching points. 
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The left-hand side of (7-109) represents E* for the cone problem under con- 
sideration here. It remains to determine E' For the monopole consider the 
geometry depicted in Fig. 7-33. Starting with the vector potential, the following 
expressions for the monopole configurations of Fig. 7-33 may be derived as 

~ bry -jêr 
Ei = —j29975|1| Í Z 


Ti r 


cos fH EX езі” sin BH 


= ae sin pa | (7-110) 


and 
, 72997511 ЗҮЙЧ саг 
gi, ІЗІ | le- me” — - e" J* cos BH 
p ry r 


12-22: Bt i 
-F JP sin BH + ru ir sin s| (7-111) 
Solving for the current on the cone makes it possible to calculate the far-field 
pattern of the cone-monopole structure by superimposing the fields of the cone 
and those of the monopole. A necessary but not sufficient check on the validity 
of the moment method solution in this problem requires that the currents at the 
junction of the monopole with the wire grid representation of the cone satisfy 
Kirchhoff's current law. For the formulation in (7-109) and (7-110) with L = 10, 
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Р(р, 2) 


ЦА = iH sin Ul —A) 


Figure 7-33 Configuration used for determining the near 
field of the monopole. 
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the current on each of the 10 wire grid lines was found to be 0.1 A when the 
monopole base current |1| = 1.0 A. That these 11 currents satisfy Kirchhoff's 
current law at their common junction is a direct consequence of Maxwell's 
equations since Kirchhoff's current law was not explicitly built into the system of 
equations [і.е., a constraining equation was not one of the equations in (7-109)). 

To experimentally test the validity of the wire-grid representation of a metallic 
surface, an actual wire-grid cone was built around a styrofoam core in a 
configuration similar to that shown in Fig. 7-32a. A typical experimental com- 
parison of the solid cone and its wire-grid counterpart is shown in Fig. 7-34a. 
Some representative results showing both the results calculated for the wire-grid 
cone and measurements for the solid surface cone are shown in Figs. 7-34b, 
7-34c, and 7-34d. The results in all four cases are generally quite good. The 
difference between the two patterns in Fig. 7-34d for large angular values is due 
to the presence of the coaxial cable used on the experimental cone for measure- 
ment purposes. 
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Figure 7-34 Cone patterns. (a) Experimental comparison at 400 MHz with 
а 2/4 monopole. (b) Patterns at 300 MHz using а 4/4 monopole 
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Figure 7-34 (c) Patterns at 350 MHz using а 4/4 monopole. (d) Patterns 
at 500 MHz using 2 0.3124 monopole. 


Other variations of the formulation given here are possible, of course. For 
example, instead of assuming the current distribution on the monopole, it may 
be treated as an unknown as are the currents on the metallic body. This could be 
done in a number of ways. The monopole terminal current value could be 
constrained to a particular value. This would take into account the interaction 
between the cone and monopole, but would not conveniently provide for the 
calculation of impedance. Alternatively one could use a voltage generator at the 
base of the monopole such as the magnetic frill current discussed previously. 
Calculation of the currents on the cone and monopole would account for 
the cone-monopole interaction and also yield directly the monopole impedance. 
Note that in either case the previously described symmetry for the cone due to 
the symmetrical excitation could still be used to advantage. 

The accuracy of wire-grid models may be improved upon if the grid is reac- 
tively loaded with lumped loads [22]. The motiviation for doing this is to elimin- 
ate the effects of the evanescent reactive field that is in proximity to the wire grid. 
Not only does this increase the accuracy of the model but it also permits larger 
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grid sizes to be used. Nevertheless, even without this loading, the wire-grid 
model is a convenient and relatively straightforward tool for engineering 
calculations. 


7.11.2 Continuous Surface Modei 


The continuous surface model of a three-dimensional body is a complex prob- 
lem which is beyond the scope of this text. The interested reader is referred to 
the literature for a discussion of this topic. 

On the other hand, the continuous surface model of a two-dimensional body 
follows directly from the earlier sections in this chapter. We will consider two 
such examples here, that of a conducting cylinder with the incident electric. field 
parallel to the axis of the cylinder (TM case) and that of a conducting cylinder 
with the incident magnetic field parallel to the axis of the cylinder (TE case). 

In Section 1.3 we found the solution (Green's function) to the spherical wave 
equation. Here we need a solution to the cylindrical wave equation. For the TM 
case our equation is 


V^E, + f^ E, = jop; (7-112) 


where E, = ЕДх, у). A solution to this equation is 
£,= -P inflo — el) (7-113) 


where НӨ! is the Hankel function of the second kind and zero order. It repre- 
sents an outward cylindrical traveling wave just as does е 7” for a spherical 
wave. The total scattered field is then the integral of (7-113) over the cross 
section of the cylinder or [4] 


Ep) = —P [лане (В[о ~ 1) as (7-114) 
where the integration is over the cross section of the cylinder of currents J, as 
indicated in Fig. 7-35a. l | 

А simple formulation is to require that (7-29) applies or (7-31) with delta 
weighting functions. Hence, the applicable integral equation 1s 


Et) =" | ФЭН blo - d pone (7-115) 
where ЕЦр) is known and J, is the unknown to be determined. Note that (7-115) 
has the same form as (7-1). If pulse expansion functions are used, the impedance 
matrix elements are 


NM х | HU xS v» d (7-116) 
“Ас, 
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Figure 7-35 Cylinder of arbitrary cross section for scattering calculations. (а) Geo- 
metry for solid cylinder. (b) Line source approximation for the cylinder. 


and the voltage matrix elements are 
Va = ЕДх,, Ym). (7-117) 


In order to calculate the elements of the generalized impedance matrix, it is 
necessary to evaluate (7-116). Unfortunately there is no simple analytic expres- 
sion for the integral, but it can be evaluated by one of several approximations. 
The simplest (and crudest) approximation is to view a current element J, Ac, as a 
filament of current when the field point is not on Ac,. Thus, when m +n 


a 18 Ас, HPS On- хар + Qs — Ju) ] (7-118) 


Note that although we are using a current filament approximation as shown in 
Fig. 7-35b, this is not a wire grid model and should not be confused with that 
approach. 


To obtain Z,,,, we may recognize that the Hankel function has an integrable 
singularity and that the integral must be evaluated analytically. To do this, we 
note that the small argument formula for the Hankel function of argument Вр is 


2 
(Bp) 1 ~ j= tog [ 2] (7-119) 
where 7 = 0.5772 ... is Euler’s constant and obtain 


? -, . 
> 18 Ас, ! - E oa" 2) 7-120) 
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where e = 2.718. Better formulations (e.g., faster convergence), although some- 
what more complex, are possible vM the use of other expansion functions and 
other weighting functions. 

Results for the z-directed current on a cylinder are given in Fig. 7-36 for plane 
wave incidence where Ei = e^ ^", 

Next let us consider the TE case, where the incident magnetic field is parallel 
to the cylinder axis. We will, by choice, use a magnetic field integral equation 
(MFIE) which has the form 


Jelp) +V х |), р) 47 = Hip). (7-121) 


In contrast to the electric field integral equation (EFIE) in (7-1) where the 
unknown current only appears under the integral sign, here the unknown cur- 
rent appears both under and outside the integral sign. Thus, (7-121) is referred to 
as an integral equation of the second kind. Integral equations of the second kind 
are generally preferable for large smooth conducting bodies since the contribu- 
tion by the integral part of the equation may be of second order importance. 
However, the electric field integral equation is also useful for large conducting 
bodies as we have seen in the treatment of the TM case. Magnetic field integral 
equations are not useful for treating thin wires due to the singularity in the 
integral. Recall that in Section 7.1 we avoided the singularity in the EFIE by 
using the approximation that the observation points lie on the axis of the wire 
rather than on the surface. That approach may not be employed for the MFIE. 
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Figure 7-36 Normalized current оп a conducting cylinder for TM polarization. 
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To derive the magnetic field integral equation for the two-dimensional prob- 
lem of interest here, we note that there will only be a z-component of H and a 
transverse component of J, namely J. The total magnetic field H, at any point 
on or outside the surface of the conducting body is the sum of the impressed 
field Н: plus the scattered field H on the surface of the body. Thus, 


Н, = Hi + Ht (7-122) 


Since H = V x A, we can write 
Hip) = 2: V x | Ј,(р)у(р. p) d/* (7-123) 


where V is the two-dimensional Green's function (used for the TM case) and 4/” 
specifies the reference direction of J. The discontinuity in H, at the conducting 
surface is equal to the current density J,. So, 


J= —[H,].. (7-124) 


where с” indicates that H, is evaluated just external to cross-sectional surface 
contour c. When (7-122) is applied to the contour c*, we may use (7-123) and 
(7-124) to write 


4,0) = —[Hilp) + 2: V х | Jolp рр) 4/7... (7-125) 


This is the magnetic field integral equation for the two-dimensional problem of 
interest here. The current density J, is the unknown whereas the incident field 
Н! is known. The evaluation of the integral in (7-125) must be done with care 
since Н. is discontinuous at c and the Green's function is singular, precluding а 
simple interchange of differentiation and integration. 

Rewriting (7-125) as 


Lp) + [2-9 x | Jo(p)H?2(B |p — p' |) 47. = Hi. (7-126) 
and specifying pulse expansion functions and delta weighting functions enables 
us 10 write 

Zinn = Omn + Hm, n) (7-127) 


where à,, is the Kronecker delta and Б. (т, л) is the magnetic field at (Xm, ym) 


on с” due to a unit current density on Ac, at (An. v,). or 


НДта)- Ух) HUN - xs a (v у) 20]... 0128) 
СА 


"A 
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When the observation point and source segment coincide, Н.(т, n) exhibits the 
singularity mentioned previously. However, Z mm may be evaluated by noting that 


H,.|.. хай -Н,|- ЭЭ —4 (7-129) 
since we are dealing with only a unit current. Thus, 
Zam l= fed (7-130) 


To evaluate Z,, for m x n we can employ the approximation that when 
Ас, < A and the field point at (x, y) is distant from the source Ac,, the fields from 
the source appear to emanate from a magnetic line source located at the center 
of Ac,. Thus, 


Ас, 


Н.(т,п)- 4j 


д 

5 (НЕ (бо) (7-131) 
where the derivative is taken with respect to the normal to the surface and a 
local coordinate system is implied. If ¢ is the angle between ф and ñ, then 


H,(m, п) = 28 Ac, cos ф H'?(Bp) (7-132) 
where НӨ? is the Hankel function of the first order. It is necessary to translate 
this result from its local coordinate system to one with an arbitrary origin. This 
is accomplished by replacing p Бу |р, — p, | and cos ¢ Буй · R where 


(7-133) 


is a unit vector from the source point (x,, у,) to the field point (Xm, Ym). Finally, 
for m + п, we have 


Zon 52 B Ac à RHPA р, — Pal) (7-134) 
whereas for all m 
үү — Hx. Vm): (7-135) 


Solution of the usual matrix equation [Z,,,][1,] = [Vn] yields the transverse 
currents on the conducting cylinder. A result for the current J, on a circular 
cylinder induced by a plane wave is shown in Fig. 7-37. The current is nor- 
malized with respect to the magnitude of the incident field. 

We have not considered the subject of interna! resonances here but it should 
be pointed out that it is possible to obtain erroneous currents on the cylinder at 
those precise frequencies where the interior dimensions of the cylinder corre- 
spond to the resonant frequency of a waveguide type mode [25]. Such erratic 
behavior may be avoided if a formulation is used which combines both the EFIE 
and the MFIE. 
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Figure 7-37 Normalized current on a conducting cylinder for TE polarization. 


7.12 SUMMARY 


In this chapter we have presented a very useful and powerful technique, the 
method of moments. for the analysis of certain types of antennas (e.g. wire 
antennas) and arrays of antennas (e.g., Sections 7.9 and 7.10). While the method 
has been applied primarily to z-directed wires, we have seen that it applies 
equally well to arbitrary configurations of wires, for example, Section 7.10, as well 
as to. solid surfaces, for example. Section 7.11.2. Furthermore. the method of 
moments has been used to generate some of the data presented in Chapters 5 and 6. 

The method of moments is often thought of as a low-frequency technique 
because it generally cannot be applied to bodies that are arbitrarily large in 
terms of the wavelength (e.g., Section 7.8). In contrast to this. in Chapter 9 we 
will study high-frequency techniques that apply best to bodies that are arbi- 
trarily large in terms of the wavelength. 


REFERENCES 


1. S. A. Schelkunoff. Advanced Antenna Theory, Wiley, New York. 1952. 

2. J. Н. Richmond, “ Digital computer solutions of the rigorous equations for scattering 
problems,” Proc. of the IEEE. vol. 53, Aug. 1965. 

3, R. F. Harrington. “Мах methods for field problems.” Proc. ot the IEEE. vol. 55. 
Feb. 1967. 


4. 


5: 


6. 


10. 


11. 


REFERENCES 371 


R. F. Harrington, Field Computation by Moment Methods, Macmillan, New York, 
1968. 

G. A. Thiele, " Wire Antennas," Chapter 2 in Computer Techniques for Electromag- 
netics, Pergamon Press, New York, 1973. 

R. F. Harrington, Time-Harmonic Electromagnetic Fields, McGraw-Hill, New York, 
1961. 


. B. A. Finlayson, The Method of Weighted Residuals and Variational Principles, 


Academic Press, New York, 1972. 


. E. K. Miller and F. J. Deadrick, * Some computational aspects of thin wire model- 


ing" Chapter 4 in Numerical and Asymptotic Techniques іп Electromagnetics, 
Springer-Verlag, New York, 1975. 


. V. H. Rumsey, “The reaction concept in electromagnetic theory,” Physical Review, 


Ser. 2, vol. 94, June 1954. 

W. A. Imbriale, "Applications of the method of moments to thin-wire elements and 
arrays," Chapter 2 in Numerical and Asymptotic Techniques in Electromagnetics, 
Springer-Verlag, New York, 1975. 

S. A. Schelkunoff and Н. T. Friis, Antenna- Theory and Practice, Wiley, New York, 
1952. 


. J. H. Richmond, “Computer Program for Thin-Wire Structures іп a Homogeneous 


Conducting Medium," National Technical Information Service, Springfield. VA 
22151, NASA Contractor Report CR-2399, July 1973. 


13. б. A. Thiele, “The maximum echo area of imperfectly conducting dipoles,” [EEE 


Trans. on Ant. and Prop., vol. AP-17, May 1969. 


. E. C. Jordan and K. G. Balmain, Electromagnetic Waves and Radiating Systems, 


Prentice-Hall, New Jersey, 1950, 1968. 
L. L. Tsai, “A numerical solution for the near and far fields of an annular ring of 
magnetic current," 1ЕЕЕ Trans. on Ant. and Prop., vol. AP-20, Sep. 1972. 


- G. A. Thiele. “Radar cross section of open circular loops," IEEE Trans. оп Ant. and 


Prop.. vol. AP-16, May 1968. 

R. Carrell, "Analysis and design of the log-periodic dipole antenna.” Antenna Labora- 
tory, University of Illinois Tech. Report, No. 52, April 1961. 

R. H. Kyle, “Миша! coupling between log-periodic antennas," JEEE Trans. оп Ant. 
апа Prop., vol. АР-18, Jan. 1970. 

V. H. Rumsey, Frequency. Independent. Antennas, Academic Press, New York, 1966. 
M. T. Ma, Theory and Application of Antenna Arrays, Wiley. New York, 1974. 


М. Amitay, V. Galindo and C. P. Wu. Theory and Analysis of Phased Array Antennas, 


Wiley, New York, 1972 


. K. 5. Н. Lee, L. Marin. and J. P. Castillo, “Limitations of wire-grid modeling of a 


closed surface," JEEE Trans. on Electromagnetic Compatibility, vol. ЕМС-18, Aug. 
1976. 

J. H. Richmond, "A wire-grid model for scattering by conducting bodies" IEEE 
Trans. on Ant. and Prop.. vol. АР-14. Nov. 1966. 

Y. T. Lin and J. H. Richmond, "EM modeling of aircraft at low frequencies,” JEEE 
Trans, on Ant. and Prop. vol. АР-23, Jan. 1975. 

М.О. Andreasen, “Comments on scattering by conducting rectangular cylinders,” 
IEEE Trans. оп Ant. and Prop., pp. 235-236, vol. AP-12, March 1964. 


372 MOMENT METHODS 


PROBLEMS 
7.1-1 Show that the left-hand side of (7-13) may be expressed as 


Bw M 


gx Anjwe,- 1; 


122 


Ie ge [(1 + jBR)(2R? — За?) + f^a? R?] dz’. 
2 


7.1-2 Through integration by parts, show that the left-hand side of (7-13) may be written 
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This equation may be derived by using both the vector and scalar potentials [4]. 
7.1-3 Another equation for the treatment of wire antennas is Hallen's integral equation, 


-jf 
| ЕС re ls cos Bz + C, sin В|: |) 


where C, and C; are constants. The constant C; may be evaluated as V; /2 where V; is 
the terminal voltage of the antenna. Derive Hallen's equation for the dipole by writing a 
solution to the wave equation for 4. that is proportional to the right-hand side of the 
above equation and then equating this result to the integral form of the vector potential 
for А, due to a perfectly conducting thin wire dipole. 

7.2-1 In order to obtain some feeling for the method of moments, it is recommended that 
the student write a computer program to solve the following problem. Consider a straight 
dipole of length L (or monopole of length L/2) and radius a. Divide the dipole into N 
segments of equal length each containing a pulse expansion function. 

(a) Use point-matching and the equation in Prob. 7.1-1 for the scattered field to 
compute the elements in the first row of the impedance matrix [Z,,] as given in (7-26) 
noting that these are the only independent matrix elements since the matrix is toeplitz 
(see Section 7.8.2). Note that the integrand tends toward singularity when R — a. but even 
so one may numerically integrate through this region if reasonable care is taken. 

(b) Use (7-81) to compute the elements of [Vn]. Obtain [/,] = [Zma] ЧЕ, and compare 
with the results in Fig. 7-5. 

(c) Compute the far field pattern in the £-plane using (1-101) when L = 0.377. 

(d) Having successfully completed (b) and (c) use the relationship 


134022 БЭ” шини 


to compute [Va] for 0 = 90° (іе. the Broadside case) and compute the radar cross section 
(see (7-74)) when L = 4/2. Compare your result with Fig. 7-16. 

7.2-2 What are the units of ihe generalized voltage, current, and impedance matris ele- 
ments in (7-27)? 

7.3-1 Expand the computer program in Prob, 72-1 to use pulse weighting functions m a 
fashion similar to that in (7-33) 
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7.4-1 Show that (7-42) and (7-43) follow from (7-39) and (7-40), respectively. 

7.5-1 Derive (7-52) from (7-42). 

7.5-2 Derive (7-55). 

75-3 Derive (7-59) from (7-55) and (7-12). 

7.5-4 Show that the radial components associated with the electric field in (7-59) is 


-ің g Rea 


Е,= 4лрвіп(В Az,) i 2) Re’ 
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7.6-1 Derive (7-72) from the far-field relationship E = jw, sin 0 0, as in (1-90). 
7.6-2 Derive (7-73) starting with the Poynting theorem. 
7.7-1 Derive (7-78) from (7-43). 
7.7-2 Starting with the electric vector potential and (7-80) derive (7-81). 
7.8-1 Verify (7-87) using the algorithm in (7-88). 
7.9-1 Extend the LPDA analysis in Section 7.9.2 to an array of M LPDA antennas as in 
(181. 
7.9-2 In Section 7.9.2 we obtained а solution to the LPDA. One of the important points 
in that solution is the determination of | Y4] in the manner indicated in equations (7-96) to 
(7-99). Had we wished to then find [Z4], we could have obtained it from [Z4] = [Y4] '. 
Denote this method A. Suppose instead we find [Z4] by considering the two dipole 
mutual impedance problem as Carrel [17] and Kyle [18] did. For example, |214, is 
obtained by temporarily removing all dipoles except m and n from the system and then 
calculating [Z ,],,,. Denote this method В. 
(a) Will [Z4] obtained by method A be the same as that obtained by method B? Why? 
(b) The following question refers to the concepts implied by part (a). When we calcu- 
latc a moment method impedance matrix [Z,,,]. in what way does that calculation process 
relate to method B above? 
7.10-1 Show that (7-106) is valid. 
7.11-1 Derive (7-109) from (7-107). 
7.11-2 Sketch a wire-grid model for a square plate 14 by 12. If pulse expansion functions 
are to be used, how many unknowns will your model have? 
7.M-3 Sketch a wire-grid model for а quarter-wavelength monopole at the center of a 
circular ground plane of 4/4 radius. If pulse expansion functions are used. how many 
unknowns will your model have? If piecewise sinusoidal functions are used, how many 
unknowns will your model have? 
7.11-4 Derive (7-115) from (7-112). 
7.11-5 Derive (7-125) from (7-122). 
7.11-6 Derive (7-134) from (7-123). 
7.11-7 In Sections 7.3 and 7.11 we used pulse functions in the moment method. Expan- 
sion functions such as the pulse function (and piecewise sinusoidal function) are often 
called subdomain expansion functions because each expansion function is generally non- 


zero on only a relatively small part of the radiating body. 
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There is another type of expansion function called entire-domain expansion functions. 
In this case, the function is generally nonzero over the entire radiating body and the 
concept of segments is not used. For example, if one were to treat the dipole with an 
entire-domain expansion function (i.e, a Fourier series), one could write for the current 


1 

це)- Y LE) | 

nz pi 

where d 
2 L L 

Ее) = cos(2n - 1)“, -2545% | 


(Note that each term in F,(z') goes to zero at the ends of the dipole.) 

(a) Sketch the first two terms in the series for F,(z'). 

(b) If there are М terms and М match points (ie, a point-matching solution), write an 
expression for Z,,, using the notation in Sections 7.2 and 7.3. 

(c) Give a physical interpretation of 2:5 (i.e, complete a statement similar to the 
following: 2:5 represents the field from ats p 


APERTURE ANTENNAS 


An antenna that has as part of its structure an aperture through which the 
electromagnetic fields pass is referred to as an aperture antenna. An obvious 
example of an aperture antenna is an open-ended waveguide. Slotted waveguides 
and horns are other examples. Although an effective aperture value can be 
calculated for any antenna (see Section 1.10). this chapter will deal with antennas 
that possess an obvious physical aperture. ]n the first section general principles 
will be developed for calculating the radiation patterns from any aperture 
antenna. Subsequent discussions will focus on rectangular and circular aperture 
shapes. The properties of specific antennas such as horns and circular parabolic 
reflectors then follow naturally. As in preceding chapters. the theoretical deriva- 
tions lead to an accurate description of the antenna parameters. as well as to 
design techniques. Both rigorous and approximate methods of gain calculation 
are also presented in this chapter 


8.1 RADIATION FROIVi APERTURES AND HUYGENS' PRINCIPLE 


Alihough aperture antennas were really not widely used until the World War J] 
period, the basic concepts were available in. 1690 when Huygens explained, in a 
simple way. the bending (or diffraciion) of light waves around an object. This 
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Figure 8-1 Secondary waves used to construct successive 
wavefronts. (a) Plane wave. (6) Spherical wave. 


was accomplished by viewing each point of a wavefront as a secondary source of 
spherical waves. The next wavefront is the envelope of these secondary waves. 
Figure 8-1 shows how a plane wave and a spherical wave can be constructed 
from secondary waves. The envelope of secondary waves forms the new wave- 
front. Geometrical optics (ray-tracing) predicts that light shining through a slit 
in a screen will have a lit region and a completely dark shadow region with a 
sharp boundary between them. This is only approximately true. even for very 
large (relative to a wavelength) apertures Using the secondary source concept 
beginning at the aperture, the secondary waves will lead to a spreading of the 
waves and a smooth blending of the lit and shadow regions. This diffraction 
effect is illustrated in Fig. 8-2 for a slit in an opaque screen with a plane wave 
incident on 1t. 

This principle has been put on a theoretical foundation and is known as 
Huygens’ principle or the equivalence principle. Let electromagnetic sources be 
contained in a volume F bounded by surface S with outward normal n (see Fig. 
Х-За).! The fields E and H exterior to 5 can be found by removing the sources in 
V and placing the following surface current densities on S (see Fig. 8-35) 


J, 
М, = Е(5) ха on S (8-2) 


I 


where H(S) and E(S) are the fields produced by the original sources and eva- 
luated at the surface S. fFhus. with a knowledge of the tangential fields over а 
surface due to the original sources. we can find the fields everywhere external to 
the surface through the use of equivalent surface current densities J, and M, 
(often referred to as the Huygens! source). 


! qn this chapter the upper case symbols V and S will be used to denote volume and surtace 


пх H(S) on 5 (8-1) 
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Figure 8-2 Plane wave incident on a slit in a screen. 
The edge diffraction leads to spreading of the radiation 
from the slit. 
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It is relatively easy to explain how this form of the equivalence theorem with 
zero fields inside (referred to as Love's equivalence principle) is obtained. This 
problem, as in any electromagnetic problem, is described by Maxwell's equa- 
tions plus the boundary conditions. From differential equation theory we know 
that a solution that satisfies a differential equation and the boundary conditions 
is the solution. The solution to Maxwell's equations (including the sources) and 
the boundary conditions is unique. In the original problem of Fig. 8-3a, the 
fields which satisfy Maxwell's equations in the region exterior to volume V and 
which satisfy boundary conditions along 5 are unique. As long as the sources 
exterior to V and the boundary conditions along 5 are not changed, the solution 
E. H will not change. In the equivalent problem the sources exterior to V are not 
changed, since there are none. Also, the boundary conditions are not changed. as 
will now be explained. In the original problem the fields along the boundary are 
E(S) and H(S) In the equivalent problem the fields inside г are zero and the 
surlace currents are given by (8-1) and (8-2). For the boundary conditions to be 
the same, the difference between the interior and exterior fields (tangential to 
and evaluated at S) must be the same as in the original problem. The boundary 
conditions (1-22) and (1-23) yield а x (H(S) — 0) = J, and (E(S) 0) x n= M, 
which are identical to (8-1) and (8-2). Therefore. the boundary conditions are the 
same for the original and equivalent problems. Thus, the fields exterior to V are 
the same in the original and equivalent problems. 


No sources 
Zero fieids 


(4 
ба) thi 


Figure 8-3 The equivalence рипсіріе (а) Ouginal problem 
(b) Equivalent problem. 
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Figure 8-4 Equivalent current configurations for a planar aperture 
surface. (a) Both equivalent surface current densities acting in free 
space. (b) Equivalent electric current density alone. (c) Equivalent 
magnetic current density alone. 
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Since the fields inside S are zero in the equivalent problem, we may place a 
perfect conductor along part of this surface. M, will vanish over that part be- 
cause tangential E must be zero. Then J, over this part of S equals the true 
electric surface current density induced on the perfect conductor and it radiates 
in the presence of the conductor. If there is àn opening (or aperture) in the 
conductor, both currents J, and M, exist over the aperture portion. 

In general it is difficult to calculate the radiation from sources over an arbi- 
trary surface, which may have conducting portions. However, if the surface 5 is 
an infinite plane, the problem is simplified through the use of image theory. 
Many practical antennas, such as horns and parabolic reflectors, have a planar 
aperture, so this simplification is usually not restrictive. In any case, even though 
an antenna may not have a planar physical aperture, we can still define an 
equivalent planar aperture surface S; this will be fruitful only if the tangential 
fields over S are known. We can find the fields in the half-space (say z > 0) 
which is exterior to the source half-space (z « 0) using the equivalent surface 
currents acting in free space. This equivalent system is shown in Fig. 8-4a. 

The contribution to the radiation fields from the electric surface current den- 
sity is found by evaluating the magnetic vector potential [see (1-99))- 52 

p 2 
ж (8-3) 


| 


ж "ESL sa — " 
шті ae 


The far-zone electric field from (1-102) is then found from the components of 
Е. = —jouA (8-4) 


which are transverse to f. The subscript A indicates that this field arises from the 
magnetic vector potential A. By duality electric vector potential F, which is 
associated with the magnetic current density, is found from? 

егі” 


77 4nr 


| Mayen as. (8-5) 
5 


The far-zone magnetic field arising from F is the dual of (8-4), so 
H; = — jocF. (8-6) 


In both (8-4) and (8-6) we retain only those components that are transverse to f. 
The electric field associated with H, is found from the TEM relationship 
E, = nH, x f. The total far-zone electric field of the equivalent current system of 


? The symbol F for magnetic vector potential should not be confused with the notation F for 
normalized radiation pattern. 
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Fig. 8-4a is then 
E=E, + E, = —j@pA — joegF x f (8-7) 


where only transverse (@ and $) components are retained. 

The equivalent system of Fig. 8-4a involves both the electric and magnetic 
current densities. Computations would be reduced considerably if we had to deal 
with only one of the current densities. We will now show this is possible. Since 
the equivalent currents of Fig. 8-4a were obtained by using zero fields for z < 0, 
we can introduce materials in the left half-space without altering the fields 
there because they are zero. First we introduce a perfect magnetic planar con- 
ductor along surface S. The image currents shown in Fig. 8-4b are obtained by 
duality of images in a perfect electric ground plane; that is, a magnetic current 
parallel to the plane has an oppositely directed image and a parallel electric 
current has a similarly directed image. The fields for z > 0 are unchanged after 
removing the conducting plane and introducing the images, as shown in 
Fig. 8-4b. Since the currents and their images are adjacent to the plane S, we can 
add them vectorially to obtain the final equivalent system, which has a doubled 
electric surface current density and no magnetic surface current density. The 
radiation fields for z » 0 are then found as follows. 


A 13 еі" 45, 8-8 
E «(ге 5 (8-8) 


апа 


E = —jwpA,6 – јорА Q. (8-9) 


In a similar fashion a perfect electric ground plane can be introduced along S 
as shown in the left most part of Fig. 8-4c. Image theory renders the images 
shown. These images acting together yield a zero total electric surface current 
density and a magnetic surface current density of 2M,. Then radiation fields for 
z > 0 are found from 


Е- 


2! 2М.(г ен” dS’ (8-10) 


T 
and 


Н = — jocF,0 — jweF , à. (8-11) 


The equivalence theorem in a form most suitable to radiation pattern calcula- 


tions will now be summarized. A coordinate system is selected such that the n 


antenna is in the half-space for z < 0. If the antenna has a planar physica 
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aperture the xy-plane is often chosen to be tangent to it; in any event the 
aperture plane $ is the xy-plane. Then the fields for z > 0 can be found by using 
one of three equivalent surface current configurations acting in free space: 


(a) J, and M, on plane 8 
or 

(b) 2J, on plane 8 
or 

(c) 2M, on plane S 


where J, and M, are given by (8-1) and (8-2). The radiation fields for each of 
these equivalent systems are obtained from the following: 


(a) A and F from (8-3) and (8-5). E from (8-7). 
or 

(b) A from (8-8) E from (8-9). 
or 

(c) F from (8-10). H from (8-11). 


So far no approximations have been introduced. Indeed, if the exact fields E(S) 
and/or H(S) are used in any of the above three procedures, exact results (within 
the limits of usual far-field approximations) will be obtained in the half-space 
г> 0. However, such exact knowledge of the fields over the entire plane S is 
rarely available. Usually at best it is possible to obtain only an approximate 
knowledge of the fields over a finite portion of the infinite aperture plane. One 
such approach is the popular physical optics approximation, in which it is 
assumed that the aperture fields E, and H, are those of the incident wave. It is 
usually assumed that these fields exist over only some finite portion S, of the 
infinite plane S and the fields elsewhere over S are zero. In most cases the 
aperture surface 8, coincides with the physical aperture of the antenna. These 
approximations improve as the dimensions of the aperture relative to a 
wavelength increase. 

The three solution procedures will now be simplified. Suppose that aperture 
fields E, and H,, which exist over and are tangent to some portion S, of the 
infinite plane S, are known, perhaps by employing the physical optics approxi- 
mation. The equivalent surface current densities are then 


J, = à x H, (8-12) 
M, =E, xf (8-13) 
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on $, and zero elsewhere. Using these in (8-3) and (8-5) gives 


e JP Я 
= n Bree’ 2 Ye 
A qux | H,e/*'* dS (8-14) 
e hr 542 
= — Пп Цан е - 
Е--%-ах | E,e/^*" ds’. (8-15) 


The integral in each of the above two equations is a two-dimensional Fourier 
transform. The two-dimensional Fourier transform of an aperture field plays an 
important role in radiation calculations for aperture antennas, in a way similar 
to the Fourier transform of the current distribution for line sources (see Chapter 
4). We therefore make the following definitions for the integrals 


P= {| Ee" ds’ (8-16) 


5а 
о- | | mer" 45. (8-17) 
Si 


The aperture surface 5, is in the xy-plane, so r= х + уў. This with f in 
spherical coordinates from (A-4) in (8-16) and (8-17) yields 


Р,- IE ^ ЕИ antag Ay shed sine) Дэр ay (8-18a) 

fy | E(x; уде sino cos pty'sin sind) dy’ Ду (8-18b) 
Se 

- i Hal уҙе sin 0 cos d+ y' sin Osin d) Дү! ду (8-19a) 
5 

= “| нык уулт ауу (8-19b) 


5. 


Now, (8-14) and (8-15) together with ñ = 2 reduce to 


d TU 8-20 

A= Fay C 9t 94) ( Б ) 
e ibe 

Е--- (Р; + Р,У) (8-21) 
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Expressing € and y in spherical coordinates as іп (A-1) and (A-2), and retaining 
only the 0- and ¢-components gives 


=jfe 2 : 
KS %-1% cos 6(0, sin ф- Q, cos $) + %(0, cos $+ 0, sin ф)) (822) 
-jbr р 
Е-- “- (0 cos O(P, sin ф- P, сов ф) + Ф(Р, cos ф + P, sin ф)]. (8-23) 
Using these in ie yield the final radiation field components 


(a) E, = ip ^^ P. cos $ + P, sin $ + y cos 0(0, cos ф — О, sin Ф)| (8-24a) 


Е, ши” [cos O(P, cos Ф- P, sin 0)-1(0,5 ф + О, cos $)). (8-24b) 


In a similar fashion the other two equivalent systems reduce to 


(b) E, інісі cos 0(0, cos ф- О, sin d) (8-252) 
-jfn — F " (0, sin ф + О, сов ф) (8-25b) 

(с) Е, = 185 ав 224 cos ф + P, sin 9) (8-26a) 
Е,-і c (8-26b) 


If the exact aperture fields over the entire infinite aperture plane are used. the 
three formulations of (8-24), (8-25), and (8-26) each yield the same result. Use of 
the exact aperture fields leads to equal contributions arising from the electric and 
magnetic currents [1]. Therefore, the equivalent system using both current types, 
as in (8-24), gives zero total field for z < 0 because л/2 < 0 < л renders cos 0 
negative, and the contributions cancel as guaranteed by the equivalence theorem. 
However, the single current systems of (8-25) and (8-26) do not yield zero fields 
for z « 0. This is an expected result since image theory was involved in the 
development of these, and identical fields are obtained only in the region 2 > 0. 

In practice only approximate information about the aperture fields is 
available, such as obtained from the physical optics approximation. Then the 
three formulations give different results. The accuracy of the three results 
depends on the accuracy of the aperture fields, but the differences are usually not 
significant. It is obvious that the equivalent system using both equivalent cur- 
rents involves several more calculations than those using only one equivalent 


“ 
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current. Thus (8-25) or (8-26) are often used in preference to (8-24). Further, it is 
customary to work with the aperture electric field, so the formulation of (8-26) is 
very commonly used. 

It can be shown (see Prob. 8.1-5) that the trigonometric functions appearing in 
(8-24) to (8-26) actually describe the projections of the aperture equivalent sur- 
face current densities onto the plane containing the far-field components (the 
0ф-рїапе). The element factor associated with the radiation fields from a line 
source is interpreted in a similar fashion. For aperture field expressions the 
trigonometric functions that multiply the radiation integrals are often referred to 
as obliquity factors. 


Example 8-1. Slit in an Infinite Conducting Plane 


The aperture antenna calculation procedures and the physical optics approximation can 
be illustrated rather simply for a plane wave normally incident on a slit in an infinite 
perfectly conducting plane as shown in Fig. 8-5. This is the same problem as in Fig. 4-6a, 
except for a coordinate system change. The physical optics approximation leads us to 
assume that the incident field E; = $E,e // associated with the plane wave propagating 
in the + z-direction renders the field over the physical aperture, so 


(38, 12. 2=0 
=. 3 (8-27) 


| 0 elsewhere. 


The magnetic current formulation is appropriate in this case because the aperture electric 
field is zero over the perfectly conducting portion of the aperture surface. This is essen- 
tially a one-dimensional problem because the aperture field is uniform in the x-direction; 
and then the radiation fields will not change with position along the x-direction. We are 
thus concerned only with the yz-plane (ф = 90%), and since the aperture field is only 
y-directed, (8-18) reduces to 


142 : : 
P=9P,=9[ E ray = jE, Л 281), 


“-ы2 (BL/2)sin 0 (28) 


The total radiation electric field components are then found from (8-26) with ф = 90° as 


e i Ё  Sin[(BL/2)sin 01. 
2nr ^ = (BL/2)sin 0 


Notice that on the conducting plane (0 = 90^) E, is nonzero; but, this is acceptable 
because it is normal to the conductor. The normalized radiation pattern is 


_ sin[(BL/2)sin 6] 
Шингэн 


E= jp 


E, - 0. (8-29) 


(8-30) 


H 


толад, 
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Ei 


Incident 
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Figure 8-5 Plane wave incident on a slit in 
an infinite conducting plane. The slit is infinite 
in the x-direction and is L wide in the 
y-direction. 


8.2 RECTANGULAR APERTURES 


There are several antenna types which have a physical aperture that is rectangu- 
lar in shape. For example, many horn antennas have rectangular apertures. 
Another example is a rectangular slot in a metallic source structure such as a 
waveguide. In this section we will present some general principles about rectan- 
gular apertures that have uniform and tapered excitations. In Section 8.4 these 
principles are applied to rectangular aperture horn antennas. 


8.2.1 The Uniform Rectangular Aperture 


A general rectangular aperture is shown in Fig. 8-6. It is excited in an idealized 
fashion such that the aperture fields are confined to the L, by L, region. If the 
aperture fields are uniform in phase and amplitude across the physical aperture, 
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= 
м 


Еа а-ы 
Figure 8-6 The rectangular aperture. 


it is referred to as a uniform rectangular aperture. Suppose the aperture electric 
field is y-polarized, then the uniform rectangular aperture electric field is 


5 L. Ї, 
Е,-Е,у Ix] S5 ly] — (8-31) 
Then from (8-18b) 
15 L2 
Р, ах Е, | ePP* sing eos ф dx' | ells’ sin 0 sin ф dy 
"-LU2 *=1,/2 ^ 
sin[(BL, 2)u] sin[((BL,/2)v] 
= E,L.L,— 2. -32 
VT ( Л (BL,/2)v ан 
where we have introduced the pattern variables 
u = sin 0 cos ф. r — sin 0 sin ф. (8-33) 
The complete radiation fields are found from (8-26) as 
uM .. , sin[((BL,/2)u] sin[(BL,/2)v] 
E, = jg —— E,L,L, 2 — D -34 
ыт Psi i OLJA бана) 
ми sin[(BL,/2)u] sin[(BL,/2)e] 
E, = jf —— E. LsL, cos 0 cos ф- 5 - шанд -3 
«m IBS, Ее. cos 0 05 d ri (BL/2)c (5-45) 


These fields are rather complicated functions of 0 and ф, but fortunately they 
simplify in the principal planes. In the E-plane (yz-plane) ф = 90°, and (8-34) 
reduces to 

474! sin[(BL,/2)sin 0] 


E, jk —— EL, E. -plane). -35 
LE gr Ве Laag = Plane) (8-33) 
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In the H-plane (xz-plane) ф = 0°, and (8-34) becomes 


pns | 
E, = iB <— E,L,L, cos ө 2101.2) 0) ry ne) (8:36) 


(BL, /2)sin 0 
The normalized forms of these principal plane patterns are 
F:0)=~ (gr asin 6 аа 
n sin[(BL,/2)sin 0] ? 


For large apertures (L,, L, > 4) the main beam is narrow and the cos 0 factor 
is negligible, and the principal plane patterns are both of the form sin(x)/x which 
we have encountered several times before, as for example with the uniform line 
source. By neglecting the obliquity factors in (8-34) the normalized pattern factor 
for the uniform rectangular aperture is 

(1./2ш . (BL2) 
which is the normalized version of P, in (8-32). 

The half-power beamwidths in the principal planes follow from the line source 

result in (4-14). In xz- and yz-planes the beamwidth expressions are 


1 7 
НР,-0886--, НР, = 0.886. (8-40) 
L. Е, 


Example 8-2. А 20; by 107 Uniform Rectangular Aperture 


The complete pattern for a uniform rectangular aperture which has L,= 204 and 
L, = 104 is from (8-39) 


.. sin(20zu)sin(1Onv) 
~ 20m 10: ` vilis 


f(u, v) 


The contour plot of this pattern is shown in Fig. 8-7. The principal plane patterns, which 
are profiles along the u and v axes of Fig. 8-7, are shown in Fig. 8-8. The aperture of 
Fig. 8-6 has a ratio L,/L, = 2 as in this example. Notice that the wide aperture dimen- 
sion, L,, leads to a narrow beamwidth in that direction (along the u-axis). Тһе half- 
power beamwidth in the xz-plane from (8-40) is HP, = 0.0443 rad = 2.54", and in the 
yz-plane HP, = 0.0886 rad = 5.08”. 


The transformation from 0 and $ to u and v given by (8-33) is essentially a 
collapsing of the spherical surface of unit radius described by 0 and $ onto a 
planar surface through the equator, giving a circular disk of unit radius. There is 
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Figure 8-7 Contour plot of the pattern from a uniform amplitude, uniform phase 
rectangular aperture (L, = 204, L, = 102). The solid contour levels are 0, -5, -10, 
—15, -20, -25, -30 dB. The dashed contour levels are -35 and -40 dB. Principal 
plane profiles are shown in Fig. 8-8. 


an ambiguity here because points on the upper hemisphere (0 « л/2) project 
onto the top of the u, v disk, and points on the lower hemisphere map onto the 
bottom of the и, v disk. This is not a problem when using our equivalent 
current/image theory formulation, because the solution is valid only over the 
upper hemisphere (z > 0). The visible region in и and v corresponding to 0 < 1/2 
is 

и + vp? = sin? 0 <1 (8-42) 
which follows from (8-33). 
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Figure 8-8 Principal plane patterns for a uniform amplitude, uniform 
phase rectangular aperture (L, = 202, L, = 104). The complete pattern 
is shown in Fig. 8-7. (а) The xz-plane pattern; и = sin 0. (b) The 
yz-plane pattern; г = sin 0. 


Directivity calculations are greatly simplified when the и and г variables are 
used. The beam solid angle is. 


А .n/2 
Oe]. | LL (8-43) 


where, as mentioned above. only radiation for 0 < 7/2 is considered. The beam 
solid angle can be evaluated by integrating over the entire visible region in terms 
of u and v. First, consider the projection of dQ onto the и, v plane; it is given by 
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du dv = cos 0 dQ. From (8-42) it is seen that cos 0 = ,/1— и? — v^. Therefore, 
dQ = du dv/,/1 и? — v? and (8-43) becomes 
| du dv 


= ] 2 ї 
О, = | | F(u; v)| Ji-w—o 
и2+02< 1 


This is a general expression. For а large uniform phase aperture (L, апа L, » 4) 
the radiation will be concentrated in a narrow region about u — v — 0 (0 — 0). 
Then the square root in (8-44) is approximately one. Also, since the side lobes 
are very low we can extend the limits to infinity without appreciably affecting the 
value of the integral. Using these results and (8-39) for the uniform rectangular 
aperture in (8-44) yields 


e -Ai желіні. а (8-45) 


(8-44) 


0.-| Туе 


The following change of variables 


ог B. и = P sin 0 cos $ (8-46a) 
v= m v= Es sin Ө sin ф (8-46b) 

leads to 
Q,- i = [4 Y f » РЕ dv. (8-47) 


Each integral above, see (F-12), equals л; so 
4 "TE 


= Е. (8-48) 
9, QuAPL,L,  — LLL, 


The directivity of the rectangular aperture with uniform amplitude and phase 
is then 


e 4n 
zc 13 


From this expression the physical area of the aperture can be identified as 
A, = L, L,. Comparing this to D = 4лА.,/22 from (1-213) we see that the maxi- 
mum effective aperture A,,, equals the physical aperture A, for the uniform 
rectangular aperture. This is true for any shape aperture with uniform excitation. 
Also note that for ideal apertures there are no ohmic losses (radiation efficiency 
e = 1), so gain equals directivity and A, = Aem- 


D (8-49) 


Ф 
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8.2.2 Tapered Rectangular Apertures 


In the previous section we saw that the uniform rectangular aperture has an 
effective aperture equal to its physical aperture. In other words, uniform illumin- 
ation leads to the most efficient use of the aperture area. It will be shown in 
Section 8.3 that uniform excitation amplitude for an aperture gives the highest 
directivity possible for all constant phase excitations of that aperture. In the 
antenna design problem high directivity is not the only parameter to be con- 
sidered. Frequently low side lobes are very important. As we saw in Chapter 4, 
the side lobes can be reduced by tapering the excitation amplitude toward the 
edges of a line source. This is also true for two-dimensional apertures. In fact, 
many of the line source results can be directly applied to aperture problems. 

To simplify our general discussion of rectangular aperture distributions, we 
shall omit the polarization of the aperture electric field, so that E, can represent 
either the x- or y-component of the aperture field. Then (8-18) becomes 


P= || ЕДх, yjet eito ду ay. (8-50) 
5, 


Most practical aperture distributions are separable and can be expressed as a 
product of functions of each aperture variable alone: 


E,(x', y) = Ea (x')E,s(y'). (8-51) 
Then (8-50) reduces to 


з . .Ly/2 A 7 
Ед(х) dx | Е, (уђе? dy’. (8-52) 
"- L2 “= Ly2 
Each of these integrals is recognized as the pattern factor of a line source along 
the respective aperture directions. The normalized pattern factor for the rectan- 
gular aperture is then 


S, w) = fi) (0) (8-53) 


where f,(u') and /;(г”) arise from the first and second integrals in (8-52), which 
are essentially pattern factors of line source distributions along the x- and y- 
directions. Again here we have neglected any obliquity factors. The uniform 
rectangular aperture result corresponding to (8-53) is (8-39). It is obtained 
directly from sin(u)/u of (4-9) by using и of (8-46a) in place of u for f, (и) and v' 
of (8-46b) in place of и for f;(v'). Note the different definition of u in Chapter 4 
and this chapter. 

Thus, the pattern expression for a rectangular aperture distribution which is 
separable as in (8-51) is obtained by finding the patterns f, and f; corresponding 
to the distributions Е, and E,,, and then employing (8-53). 
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Example 8-3. The Open-Ended Rectangular Waveguide 


Suppose the aperture electric field is cosine tapered in the x-direction, similar to (4-23), 
and is uniform in the y-direction. This particular example is similar to an open-ended 
rectangular waveguide operating in the dominant ТЕ, mode, which has a cosine distrib- 
ution in the broad dimension and a uniform distribution in the narrow dimension [2]. f, is 
obtained from (4-27) by replacing и by и’ апа fz is obtained from sin(u)/u by replacing и 
by r'. Thus 

cos и sin v' 


и. v) = 1-(С/туүр Uu (8-54a) 


or 


flu, v) =: cos[(BL,/2)u] sin[(BL,/2)v] 
"^ l-[Q/n(8L/2)| (81,2) ` 


The half-power beamwidths in the principal planes are controlled by the aperture distrib- 
utions in the same planes, so from Table 4-2 


(8-54) 


À 4 
HP, = LEES HP, = 0.886 7-. (8-55) 


Y 


The directivity (see Example 8-4 in Section 8.3) is 0.81 of a uniform aperture of the same 
size, or 


D = 081 Sy? = a (8-56) 


8.3 GAIN CALCULATIONS FOR APERTURE ANTENNAS 


During the discussions of specific aperture antennas which follow, we shall have 
need for the gain calculation techniques presented in this section. The gain of 
aperture antennas can, in most cases, be estimated rather simply. Gain estima- 
tion methods will be presented after a discussion of more formal methods. 
Maximum power gain (or simply gain) is found from directivity using (1-153) 
as : 
С — eD (8-57) 


where e is the radiation efficiency arising from ohmic losses on the antenna 
structure. Directivity from (1-143) is 


4nU 4n 
D= "--- 5 
D 0, (8-58) 
where (/, is the maximum of the radiation intensity defined by 
I Vim 
U(0, $) = 2, UP + [Ep]? = Uml Е(0, Ф). (8-59) 


B. 
ў 
= 
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Q, is the beam solid angle given by (8-43), and P, is the total radiated power 
evaluated by integrating (8-59) over all radiation space. 

If the tangential electric and magnetic aperture fields nearly form a plane 
wave, the radiation intensity expression simplifies. This assumption provides a 
good approximation if the aperture fields vary slowly relative to a wavelength 
and if the aperture phase is nearly uniform. The plane wave assumption for the 
aperture fields leads to 


E 
H,- —P* and H,=—. (8-60) 
"n Л 
These applied to (8-18) and (8-19) yield 
P, P 
„=-= and Q,-—. (8-61) 
Q ж ий” 


Using these and the general aperture radiation field expressions of (8-24) in 
(8-59) gives 
2 


00, 9) = 5222 (1 + cos OY [IP + ІР, (8-62) 


The maximum value of this function, which corresponds to the main beam peak, 
for a uniform phase aperture occurs in the broadside direction (0 — 0); so from 
(8-16) 


25 
шэн 872) 


ЦЕ, as (8-63) 
5 


since f- r' = 0 in the broadside case, because f = 2 and г is in the xy-plane. 

Integration of (8-62) to obtain P, is, in general, rather difficult. This can be 
avoided by observing that the total power reaching the far field must have 
passed through the aperture. Under the assumptions of (8-60) the power density 
in the aperture is |Е,|2/2ң, and we can determine the radiated power from : 


х 


|E,|? ds’. (8-64) 


1 А 

Р, = — | 

21 г 

Substituting (8-63) and (8-64) in (8-58) gives а simplified, but powerful, directi- 
vity relationship 

2 


E unii 
= ЇЕД 87 
5а 


jf E, ds’ 
Se 


(8-65) 
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Note the similarity of this result and that of (3-93) for a half-wavelength spaced 
linear array. 

If the aperture distribution is of uniform amplitude (E, — E,), then (8-65) 
reduces to 


4n 
LE A, (8-66) 


D 
where A, is the physical aperture area. This was shown to be true for the 
rectangular aperture by direct evaluation; see (8-49). Further, (8-66) is a general 
result. The directivity of a uniform amplitude aperture is the highest obtainable 
from a uniform phase aperture. This is true because the maximum of (8-65) occurs 
for a uniform illumination, which yields (8-66); see Prob. 8.3-2. 


Example 8-4. The Open-Ended Rectangular Waveguide 


To illustrate the aperture field integration method of determining directivity, we return to 
the open-ended waveguide operating in the ТЕ, mode as described in Example 8-3. The 
aperture field distribution is 


a 


E, = $E, cos = -5 505 (8-67) 


where the waveguide (and, thus, the aperture) has wide and narrow dimensions of a and b 
(L, = a and L, = Б in Fig. 8-6). Then 


7! 2 .a2 Я) b2 2 2 
(Ге, ав = (E, [7 cos "av [^ ay | = 23 IL (8-68) 
8: “-а2 а "-b n 
and 
«а .a2 2 bi2 
|| IE; ds =E} | co? а| aye EZ. (8-69) 
< “-а/?2 а “-һ2 2 


Substituting these into (8-65) gives 


4 32 ав 
| 4n 8 | 2a (8-70) 


“АС 


Gain is easily obtained from directivity using G — eD. For most aperture 
antennas the ohmic losses are very small, so 
ezl (8-71) 
and therefore 
G x D. (8-72) 


3 
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Many gain calculations, though, can be performed without first computing direc- 
tivity by using (1-222) 


G- ыы А, (8-73) 


where A, is the effective aperture. It is convenient for aperture antennas to relate 
effective aperture directly to the physical aperture area A, of the antenna as 


where the aperture efficiency є, is a measure of how efficiently the antenna 
physical area A, is utilized. Once ғ, is calculated or estimated, it is a simple 
matter to calculate gain from (8-73) and (8-74). 

The aperture efficiency factor £p represents many sources of efficiency reduc- 
tion. In particular, it can be factored as 


Esp = CEE 8263 77. (8-75) 


As mentioned above e is approximately unity. Exceptions to this are: if the 
antenna size is on the order of a wavelength or less, if a lossy transmission line is 
considered to be part of the antenna, and if lossy materials are an integral part of 
the antenna (such as in a dielectric lens antenna). The factor г, is the aperture 
taper efficiency, which represents intentional gain loss due strictly to the design 
aperture distribution. If an antenna is designed to have a directivity D,, then г, 
gives the fractional loss in directivity, and gain, relative to the maximum attain- 
able, that is, from the uniformly illuminated case; thus 


D, 


а= (8-76) 


u 
Values of c, were given in Section 4.2 for line sources. 

The remaining factors =; 6:63 ° are referred to as achievement factors. They 
represent the fractional deviation from design directivity caused by the many 
changes from the design aperture illumination which occur when the antenna is 
constructed. They are a measure of how the directivity D of the actual antenna 
differs from the design directivity: 


D 
бугуй элээ рг (8-77) 


Hence, the gain loss given by z,, in (8-75) is composed of an ohmic loss factor е 
and directivity loss factors 5, бү. £2, £3..... For simple directly radiating 
antennas such as horns, slots, and so forth, the achievement factors are usually 
taken to be unity. Antennas involving more complex configurations usually have 
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achievement factor values less than unity. For example, reflector systems have 
several sources of gain loss, such as spillover, random surface errors, aperture 
blockage, and so forth. These will be discussed in Section 8.6.3. 
Any of the efficiency factors in (8-75) can be expressed as a gain factor in 
decibels as 
&(dB) = 10 log c. (8-78) 


The gain "loss" would be the negative of this. For example, the aperture taper 
efficiency for Example 8-4 is c, = D,/D, = [(32/z)(ab/4?)/[(4x/4?)ab] = 8/л2 = 
0.81, so ¢(dB)= —0.91 dB. Gain in decibels is then computed as G(dB) = 
10 log(414,/4?) + e(dB) + (dB) + e, (dB) + ---. Recall that polarization mis- 
match factor p and impedance mismatch factor q are not included in aperture 
efficiency nor gain, but they play a role similar to the efficiency factors (as 
discussed in Section 1.11). 

If the aperture efficiency is known, the gain can be calculated very simply, 
from (8-73) and (8-74), which give 


4 
G-5, 3 A, = bp D,. (8-79) 


The range of ¢,, for aperture antennas is about 30 to 90% Horn antennas have 
values of £, from about 40% to 80%. Optimum gain horn antennas typically 
have an aperture efficiency of 50%. The aperture efficiency of circular parabolic 
reflector antennas is about 55%. 

The gain of an aperture antenna can be estimated very quickly using (8-79). If 
the aperture efficiency in unknown, a value of 50% is usually a good estimate. 
For a 20-dB gain antenna, if the aperture efficiency were really 60% instead of 
50%, the error is only 0.8 dB. 

Directivity, and thus gain, can also be estimated from a knowledge of the 
principal plane half-power beamwidths, HP, and HP,,. If the main beam of the 
radiation pattern is relatively narrow and the side lobes are negligibly small, 
then all power in the main beam can be imagined to be redistributed such that it 
is uniform inside the half-power points and zero outside. Then the beam solid 
angle (see Fig. 1-13b) is approximated by a rectangular solid angle НР, by HP,,, 
so 0, “НР;НР,. The directivity is approximated as 


4л 4n 41,253 


D ш-- 8 = -- П. 
О, HP,HP, НР,НР, 


(8-80) 
where HP, and HP, are the principal plane half-power beamwidths in degrees. 
Most pattern main beams have a smoothly varying cross section which is nearly 
elliptical, rather than rectangular. The area is then (r/A)HP,HP,, instead of 
HP;HP,,, so 

41,253 52,525 


“(24)НР-НР, HPHP; (8-81) 
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Actual antenna patterns will, of course, have side lobes which are not negli- 
gible. Comparisons with several horn and circular parabolic antennas in practice 
today reveal that the gain is fairly well approximated by 507; of the directivity in 
(8-81), so 

.. 26,000 
iua HPLHP, 


This is an extremely simple yet very useful result. 


(8-82) 


Example 8-5. Pyramidal Horn Antenna 


A pyramidal horn antenna (see Fig. 8-16a), with a rectangular aperture of width A and 
height B, designed for optimum gain has an aperture efficiency of 50%; so from (8-79) 


G=05 a AB. (8-83) 


As a specific example, a “standard gain horn" operating from 33 to 50 GHz has a 
measured gain of 24.7 dB (G = 295.1) at 40 GHz (A = 0.75 cm). The aperture dimensions 
of this horn are A = 5.54 cm and B = 4.55 cm. Using these values of A, A, and B in (8-83) 
gives G = 281.6 = 24.5 dB. The gain can also be estimated from the principal plane 
half-power beamwidths, measured at 40 GHz to be HPy = 9° апа HP, = 10°. Then 
(8-82) yields G — 288.9 — 24.6 dB. The gain values from both of these methods agree very 
well with the measured gain of 24.7 dB. 


Example 8-6. Circular Parabolic Reflector Antenna 


The aperture efficiency of a typical circular parabolic reflector antenna with diameter d is 
55%, so (8-79) becomes 


d? 


4n 4л| d? 
34, = 055 5n. )- 5.43 3 


22 (8-84) 


G — 0.55 jg 
For a specific example, a 3.66-m (12-ft) circular reflector operating at 11.7 GHz 
(2 = 2.564 cm) has a measured value of G = 50.4 dB and HP, = HP, = 0.5*. Again we 
will check our estimation formulas. First, (8-84) gives С = 5.43(366/2.564)? = 110,644 = 
50.4 dB. Next, (8-82) yields G — 26,000/(0.5)? — 104,000 — 50.2 dB. Both of these estimates 
are in good agreement with the measured gain. 
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Horn antennas are extremely popular antennas in the microwave region above 
about 1 GHz. Horns provide high gain, low VSWR, relatively wide bandwidth, 
low weight, and they are rather easy to construct. As an additional benefit the 
theoretical calculations for horn antennas are achieved very closely in practice. 
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(a) 


(c) 


» 
(b) 


Figure 8-9 Rectangular horn antennas. (a) H-plane sectoral horn. 
(b) E-plane sectoral horn. (c) Pyramidal horn. 


The three basic types of horn antennas which utilize rectangular geometry are 
illustrated in Fig. 8-9. These horns are fed by a rectangular waveguide which is 
oriented with its broad wall horizontal. For dominant waveguide mode excita- 
tion the E-plane is then vertical and the H-plane horizontal. If the horn serves to 
flare the broad wall dimension and leave the narrow wall of the waveguide 
unchanged, it is called an H-plane sectoral horn antenna as shown in Fig. 8-9a. 
On the other hand, if the horn serves to flare only the E-plane dimension it is 
called an E-plane sectoral horn antenna and is shown in Fig. 8-9b. When both 
waveguide dimensions are flared it is referred to as a pyramidal horn antenna, 
which is shown in Fig. 8-9c. 

The operation of a horn antenna can be viewed as analogous to a megaphone, 
which is an acoustic horn radiator providing directivity for sound waves. The 
electromagnetic horn acts as a smooth transition from the waveguide mode to 
the free-space mode. This smooth transition reduces reflected waves and empha- 
sizes the traveling waves. This traveling wave behavior, as we have seen with 
other antennas, leads to low VSWR and wide bandwidth. 

Since the 1930s several horn antennas have been developed.? In addition to 
rectangular horns discussed in this section, conical shaped horn antennas are 
used when connection to circular waveguide is required. Special purpose horns 
are those loaded with dielectric material or lined with metallic corrugations. 
Corrugated horn antennas, as well as other horn types, are very popular for 
feeds in reflector antenna systems. 


3 See [3] for a collection of many papers on horn antennas. 
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8.4.1 The H-Plane Sectoral Horn Antenna 


The H-plane sectoral horn of Fig. 8-10а is fed from a rectangular waveguide of 
interior dimensions a and b, with a the broadwall dimension. The aperture is of 
width A in the H-plane and height b in the E-plane. The H-plane cross section 
of Fig. 8-10b reveals the geometrical parameters we shall use. The following 
relationships for the geometry will be of use in subsequent analysis: 


2 
бк ты R? + «6 | (8-85a) 
аң = tan^ (2) (8-85b) 


Ry2(A—a | ЧЕ (8-86) 


Figure 8-10 H-plane sectoral horn antenna. (а) Overall 
geometry. (5) Cross section through the xz-plane (H-plane). 
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It is an exercise to prove (8-86). The dimensions A and Ry (or Zy or R,) must be 
determined to allow construction of the horn. We shall investigate the principles 
of operation and then present design procedures for determining the horn 
dimensions. 

The key to solving aperture antenna problems is to find the tangential fields 
over the aperture. The aperture plane for the H-plane sectoral horn shown in 
Fig. 8-10a will be taken to be the xy-plane. The aperture fields, of course, arise 
from the attached waveguide. As is usually the case in practice, we will assume 
that the waveguide carries the dominant ТЕ, о rectangular waveguide mode. The 
transverse fields in the waveguide are then given by 


E, — E, cos Pid (8-87a) 
Hc 2 (8-876) 


where Z, = n[1 — (4/2a]'? is the waveguide characteristic impedance. The 
fields arriving at the aperture are essentially an expanded version of these wave- 
guide fields. However, the waves arriving at different points in the aperture are 
not in phase because of the different path lengths. We will now determine this 
phase distribution. ң 

The path length R from the (virtual) horn apex in the waveguide to the horn 
aperture increases toward the horn mouth edges. Thus waves arriving at aper- 
ture positions displaced from the aperture center lag in phase relative to those 
arriving at the center. The phase constant changes from that in the waveguide, 
B,. to the free-space constant, f, as waves progress down the horn. But for 
relatively large horns the phase constant for waves in the vicinity of the aperture 
is approximately that of free space. The aperture phase variation in the x- 
direction is then given by 


ст JR “Ки (8-88) 


The aperture phase is uniform in the y-direction. An approximate form for R 
using Fig. 8-10b is 


t4 Ме | (8-89) 
for x < R, which holds if 4/2 < R,. Then 

lg 
2R, 


R45 (8-90) 


Г gx 
| FORE 
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The amplitude distribution is an expanded version of that in the waveguide, so it 
is a cosine taper in the x-direction. Using this fact and (8-90) in (8-88) leads to 
the aperture electric field distribution: 


E,, = E, cos ы аны (8-91) 


inside the aperture and zero elsewhere. The above phase distribution is often 
referred to as a quadratic phase error, since the deviation from a uniform phase 
condition varies as the square of the distance from the aperture center. This 
result can be derived more rigorously by representing the horn as a radial 
waveguide [4]. ХЭЭР 
The quadratic phase error complicates the radiation integral, however the 
result is worth the effort. Substituting (8-91) into (8-18b) yields 
Aj2 nx! ee „612 ror 
cos ar Moge dy’ || git ay. (8-92) 
= 412 А “-ы2 


Pym; | 


After considerable work this reduces to 


1 Гл; sin[(fb/2)sin 0 sin ф) 
FE bd “pf 21 (fib/2)sin 0 sin ф 


where the factors in brackets correspond to each of the integrals in (8-92). The 
second factor is that for a uniform line source. The first involves the function 


I(0, ф) = eX:2949 sin sos 6+ s" [C(s;) — jS(s;) — C(s1) + JS(s1)] 
ЗЕ eX R28 sin 0 cos $— чад) — jS(t;) 24 C(t) + jS(t)] 


(8-93) 


8-94) 


where 


1 А mR 
s= ET. P fli = 
à 1 (8-95) 
4. 4 BA as 
11 = «ЙЕК, E — R, ĝu + A 
к | [ВА 20 
u* um eet 


and the functions C(x) and S(x) are Fresnel integrals defined in (F-17) and 
tabulated in [5]. 
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The total radiation fields can now be obtained. Using (8-61) in (8-24) gives the 
far-zone electric field components 


= jpr 
E, = jf %- (1 + cos 0)sin ФР, (8-962) 


—jfr 
E, =jb (1 + cos 0)cos ФР,. (8-96b) 


These together with (8-93) give the complete radiated electric field 


-jfr 
E = ЈВЕ,Ь eo ( "jo sin ф + ф cos ф) 


_ sin[(fb/2)sin 0 sin ф] 
(Bb/2)sin 0 sin ф 16, 9) (557) 
where 1(0, ф) is still given by (8-94). 
The complete radiation expression is rather cumbersome, so we will examine 


the principal plane patterns. In the E-plane ф = 90°, and the normalized form of 
(8-97) is 


1 + cos 0 sin[(fib/2)sin 0] 
2 (Bb/2)sin 0 
The second factor is the pattern of a uniform line source of length b along the 


y-axis, as one would expect from the aperture distribution. 
In the H-plane ф = 0°, and the normalized H-plane pattern is 


1 + со50  I(0, = 0°) 
2 1(0 = 0°, ф = 0°) 
The H-plane pattern can be displayed rather simply using universal radiation 


pattern plots which are based on the maximum phase error across the aperture. 
The aperture distribution phase error as a function of position x is from (8-91) 


Ғы) ын 


(8-98) 


F,(0) = 


(8-99) 


ЭР: s 
i= (8-100) 
Since the maximum value of x is 4/2 the maximum phase error is 
ч а) А? 
ИС ——1— = 2 = 2 
п 7 3g. (2 "ER. 2nt (8-101) 


ғы -4 | р. | 
028. Bias RA Вин 
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The function 1(0, ф = 0°) in (8-94) can be expressed іп terms of t as 
100, ф = 0°) = ейті8і(А/2өіп 0+ исз, — jS(s2) - C(s,) + jS(s.)] (8-103) 
жебени sss V?P[C(0)) — 1501) — Са) +1508) 


where 
s=2/i|-1 EE 0) - | 
s=2/if -8( sin 183 
ti =2/i|-1 - as 183 


9 1 
s - Mif - (5 sin в) 


(8-104) 


This function is plotted in Fig. 8-11 for various values of t. It is normalized to 
the main beam peak for a zero phase error condition, which displays the directi- 
vity loss (reduction of the main beam peak) as the maximum phase error 2zt 
increases. 

The curves in Fig. 8-11 are universal pattern plots from which antenna pat- 
terns can be derived for specific values of A, b, and 7. The H-plane plots (solid 
curves) are a function of (4/2)віп 0. The E-plane plot (dashed curve) is the 
second factor of (8-98) and the abscissa for it is (b/A)sin 0. The factor 
(1 + cos 0)/2 which appears in both pattern functions (8-98) and (8-99) is not 
included in Fig. 8-11. For most situations it has a small effect on the total 
pattern and may be neglected. Its effect, however, is easily included by adding 
20 log[(1 + cos 0)/2| to the corresponding pattern value for 0 from the universal 
pattern. Note the E-plane plot of Fig. 8-11 has the — 13.3-dB side lobe level of a 
uniform line source pattern, and the H-plane constant phase (t — 0) plot has the 
— 23-dB side lobe level of a cosine-tapered line source pattern. As the phase 
error increases the H-plane pattern beamwidth and side lobes increase. 

The directivity for an H-plane sectoral horn is obtained from the aperture 
integration method of (8-65) as 


AnbR | 
Du =~, 1С(:)- CP [S(,) – S)? —— (84054) 
where 
ji 3, x Fi m. | "m L af 1/2 ЯА (8-105b) 
NAP: 4/2 № К/А \ 2 ‘A « К,/4 


H-plane 
— — — E-plane 


t= à (optimum) 


Relative pattern (dB) 


2.0 2.5 
A sin 0 UI-plane] > 
Н sin 0 (K-plane) — 
Figure 8-11 Universal radiation patterns for the principal planes of an 


H-plane sectoral horn as shown in Fig. 8-10. The factor (1 cos 0)2 


is not included. (Reproduced, by permission, from (2). © 1967 John 
Wiley.) 
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Dy 


жі 


Figure 8-12 Universal directivity curves for ап Н-ріапе sectoral horn. For 
pyramidal horns the vertical axis values are (4 B)D,, . 


and py = —sy- ty, р = sy —ty in (8-95) for и = 0. A family of.universal 
directivity curves is given in Fig. 8-12, where 2Dj/b is plotted versus 4/4 for 
various values of R,/4. Notice that for a given axial length R,. there is an 
optimum aperture width 4 corresponding to the peak of the appropriate curve. 
If values of 4/2 corresponding to optimum operation are plotted versus R, /A, it 
is seen that a smooth curve with the equation 4/2 = ,/3R, /7 passes through 
those points: so 


A-—A/34R, (optimum). (8-106) 


For example, the value of 4/2 for the peak of the R, /4 = 30 curve of Fig. 8-12 is 
9.5, and from (8-106) 4/4 = VBR, 4 = /3(30) = 9.49. 
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Equation (8-106) can be used to find the corresponding phase error parameter 
for optimum operation. 


A? 


los === 
997 BAR; 


= : (optimum). '(8-107) 


The optimum behavior of the directivity curves can be explained rather simply. 
For a fixed axial length, as the aperture width A is increased from a small value 
the directivity increases by virtue of the increased aperture area. Optimum per- 
formance is reached when t = tep = à, which corresponds to a phase lag at the 
aperture edges (x = +A/2) of ,,, = 2nt,, = 37/4 = 135°. As А is increased 
beyond the optimum point, the phase deviations across the aperture lead to 
cancellations in the far-field and decreased directivity, as can be seen from the 
pattern plots of Fig. 8-11. 

The half-power beamwidth relationship for optimum performance can be 
determined from the pattern plot of Fig. 8-11 for t = 3. The 3-dB down point on 
the main beam occurs for (4/A)sin Өд = 0.68, so the H-plane beamwidth for an 
optimum H-plane sectoral horn is 20, = 2 sin 1(0.682/4); and for A > 4 


2 
HP, = 1.367 = 78—* (optimum). (8-108) 


8.4.2 The E-Plane Sectoral Horn Antenna 


A rectangular horn antenna can also be formed by flaring the feed waveguide 
in the E-plane. The resulting horn is referred to as an E-plane sectoral horn 
antenna as shown in Fig. 8-13. The geometrical relationships for this horn are 


B 2 
A = R24 (5) (8-109a) 
B 
= {а ES —— y- [C 
x, = tan (ж; (8-109b) 
ШЕРІ 


A similar line of reasoning as employed for the H-plane horn leads to the 
following aperture electric field distribution for the E-plane horn. 


E — E, cos Tg M inae (8-111) 


a 


av 


E 


84 RECTANGULAR HORN ANTENNAS 407 


(b) 


Figure 8-13 E-plane sectoral horn antenna. (a) Overall 
geometry. (b) Cross section through the i--plane (Е-ріапе). 


The same steps as used with the H-plane sectoral horn yields the radiation field 


j = jlir 
E = ВЕ, | = ЙК 2279 sin ф + ф cos ф) 


_14cos@ cos[(ffa/2)u] 


з T= [asy] C2) 7 02) ~ Crs) «ЖАЛ (8-02) 
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ДЕЛЕ - Rav) n= JEG -Rav } (8-112b) 


The normalized H-plane pattern follows from (8-112) with $ = 0° as 


1 + cos 0. cos[(Ba/2)sin 0] 

2  1- [(fla/z)sin 0]? ' 
The second factor in this expression is the pattern of a uniform phase, cosine 
amplitude tapered line source of length a. 

The phase distribution in (8-111) is 6 = (B/2R;)y?. The maximum phase error 


occurs for y= +B/2, and there the phase error is dm, = (8/2R2)(B/2} = 
2n(B?/8A4R5) = 2л5, where we define the phase error parameter 


B? -i8) І 


ER, 8\1] RM 


where 


F,(0) = (8-113) 


(8-114) 


The E-plane pattern (magnitude) from (8-112) with ф = 90° can be expressed in 
terms of s as 


) [C а 2 $ 2 211/2 
\F,(0)| = Le cool (r4) de A по лын | ` (8-15a) 
where 
ұз [81-4 - a5 sin JI pom 2. fs 1- (5 з Ji (8-115b) 


The universal patterns for the E-plane sectoral horn are plotted in Fig. 8-14. 
The E-plane patterns (solid curves) for various values of s are not normalized to 
0 dB at the maximum point, but rather are given relative to the no phase error 
case (ie. the s = 0 uniform line source pattern). The H-plane pattern (dashed 
curve) is that of a cosine tapered line source the second factor of (8- 113). The 
factor (1 + cos @)/2 is not included in these plots. 

The directivity of the E-plane sectoral horn is given by 


32 aB C? (q) + S?(q) 
л 22 а? 


D; = 


(8-116) 


where q = В/, 258,. A family of universal directivity curves, 20, /а, for various 
values of К; /4 is given in Fig. 8-15 as a function of В/2. Again optimal perfor- 
mance is observed from these curves. A curve fit to pairs of values of 4/2 and 
R5/À for optimum conditions yields 


B=,/2/R, (optimum). (8-117) 


$ 
4 


E — plane 
------ H — plane 


M 


! 


(optimum) 


! 


A 
2 
3 
8 
22%; 
4 
28. 
8 


Relative pattern (dB) 


2.0 25 


X sin 8 (H-plane) —— 


Ё sin 6 (E-plane) ->- . 

Figure 8-14 Universal radiation patterns for the principal planes of an 
E-plane sectoral horn antenna as shown in Fig. 8-13. The factor 
(1 + cos 0)/2 is not included. (Reproduced, by permission, from [2]. 
( 1967 John Wiley.) 
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Figure 8-15 Universal directivity curves for an E-plane sectoral horn. For pyramidal 
horns the vertical axis values аге (2/A)D, . 


The corresponding value of s is 


EE EM 
ж SIR. o4 


5 


(optimum). (8-118) 


The half-power beamwidth relationship follows from the s = 1 plot in Fig. 8-14 
and is 


221047 4 uem 
HP, -2sin^! в; х 0945 = ^ (optimum). (8-119) 


Gain for horn antennas nearly equals directivity, so D, (and D,,) are taken as 
С, (and Gy). The gain of ап E-plane sectoral horn has been shown to be more 
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accurately given by [6] 


1688 — C'(q)) + 5°(9,) „ази: – va) 
= 048.  C'(q) * 9 M цыд 8-120 
5" PUFA pr A 


where 4,— A/\/1 — (4/2af. is the wavelength of the dominant mode in the 
waveguide feeding the antenna and q, = В/УЛАВК,. This expression yields values 
that agree quite well with experimental results. The values from (8-116) are about 
20% or less under those of (8-120). 


8.4.3 The Pyramidal Horn Antenna 


Probably the most popular form of the rectangular horn antenna is the pyra- 
midal horn antenna. As shown in Fig. 8-16, it is flared in both the E- and 
H-planes. This configuration will lead to narrow beamwidths in both principal 
planes, thus forming a pencil beam. The aperture electric field is obtained by 
combining the results for H- and E-plane sectoral horns from (8-91) and (8-111). 


giving 
Е, = E, СЕ p” EEN, (8-121) 


Following a procedure similar to that used for the sectoral horns will yield a 
general radiation field expression. It turns out, though, that the principal plane 
patterns are the same as those obtained from the sectoral horn calculations. To 
be precise, the E- and H-plane patterns of the pyramidal horn equal the E-plane 
pattern of the E-plane sectoral horn and the H-plane pattern of the H-plane 
sectoral horn. Therefore, the E-plane pattern of the pyramidal horn can be found 
from the universal pattern plots (solid curves) of Fig. 8-14, and the H-plane 
pattern can be found from the solid curves of Fig. 8-11. 
The directivity of the pyramidal horn is found rather simply from 


л |2 2 
»,= (40:50) 7 


The terms in parentheses are obtained directly from the directivity curves for 
sectoral horns. To do this the ordinates of Figs. 8-12 and 8-15 are interpreted as 
7D,,/B and 2D,/A, respectively. Gain values computed from (8-122) agree very 
well with experiment. It includes the geometrical optics fields and simply dif- 
fracted fields from the horn edges. Inclusion of multiple diffraction and diffrac- 
tion at the edges arising from reflections from the horn interior leads to small 
oscillations іп the gain about that predicted by (8-122) as a function of fre- 
quency, and even better agreement with experimental results is obtained [7]. 


Figure 8-16 Pyramidal horn antenna. (а) Overall geometry. 
(b) Cross section through the xz-plane ( H-plane). (c) Cross 
section through the vz-plane (E-plane). 
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A pyramidal horn must be designed such that when it is constructed it fits 
together with the feed waveguide. In order to have a realizable structure it is 
obvious from Fig. 8-16 that 


Rp =Ry,=R, (8-123) 


Pyramidal horns are frequently designed for optimum gain. We shall now give 
a simple design procedure for optimum performance. Since the sectoral horn 
results apply, we can borrow them. For large horns where R, = /;, and К, = fp. 
(8-106) and (8-117) give 


A= „ЛК, «./ЗАн (8-124a) 
B= JAR, х 2f, (8-124b) 


Typically a gain С is specified, and the problem is to determine A, B. and R,. The 
effective aperture of an optimum horn is nearly 50*, of its physical aperture area 
[8]. so from (8-79) 

4n 14 


‘ap 22 A,= =- (AB) (8-125) 


G=* 572 


which provides а relationship between gain and 4 and B. Combining this with 


(8-124) and enforcing the realizability condition А; = R,;, through (8-86) and 
(8-110), gives the design equation 


СП E. -4Ң 61-1 (8-126) 


na 
у 26 — x Tx ДЭЭ х, > 
А 2/2nJo 2 182° 0 


where с = /,/4. The waveguide dimensions a and b are known, as well as the 
gain б, so this equation can be solved by trial and error for с to find /;. Then B 
follows from (8-124b), А from (8-125), /, from (8-124a), and R, = Ry = К, from 
(8-86) or (8-110). As a first trial for the solution of (8-126) one should use 


G 
- 2 8-127 
“734% i 


A very simple horn design procedure available in the literature [9] claims 
0.1-dB gain accuracy. The results from it are in good agreement with the above 
procedure. 


Example 8-7. Design of an Optimum Gain Pyramidal Horn Antenna 


A “standard gain” pyramidal horn antenna operates from 8.2 to 12.4 GHz (X-band). It is 
fed from WR90 waveguide with a = 0.9 in. = 2.286 cm and b = 0.4 in. = 1.016 cm, and is 
to have a gain of 22.1 dB at 9.3 GHz (4 = 3.226 cm). For optimum gain (8-126) must be 
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E-plane pattern 


H-plane pattern 


Figure 8-17 Principal plane patterns for the optimum 
pyramidal horn antenna of Example 8-7 at 9.3 GHz. 
The patterns include the (1 + cos 0)/2 factor. HP, = 12.0? 
and НР, = 13.6". 


solved using known values of G = 102-2! = 162.18, а/2 = 0.7087. and b 4 = 0.315. The 
first trial for 0 = б, = 10.54 from (8-127), followed by successive trials on о leads to the 
solution ¢ = /,/7 = 10.17. Then from (8-124b), (8-125), (8-124a). and (8-110) we find 

A = 18.46 cm, B= 14.55 cm 

/, = 32.81 cm, (н = 35.21 ст (8-128) 

К, - Ry = 29.75 cm. 
As a check of our entire procedure we can locate the operating points on the gain curves. 
From (8-85a) and the computed data in (8-128) we find R, = 33.98 cm. Then R,/4 = 
10.53 and 4/4 = 5.73 locate a point on the directivity plot of Fig. 8-12 which falls in the 


optimum region. Similarly from (8-109a) we find А, = 31.98 cm and R3/4 = 9.91. Using 
this and B. 2 = 4.51 in Fig. 8-15 again reveals optimum behavior. Reading from these 
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curves gives AD,,/B= 44 апа 40,/4 = 37.5, and from (8-122) D, = 162.0 = 22.1 dB, 
which is exactly the design gain value and is also the measured gain. The half-power beam- 
widths from (8-108) and (8-119) are HP, = 13.6° and НР = 12.0°, which are in good 
agreement with measured values of 13° and 12°. We can also check the gain estimation 
formula of (8-82) as G = 26000/(HP, НР) = 26,000/(12.0 · 13.6) = 159.3 = 22.0 dB, 
which is indeed a good result for such a simple formula. 

The complete radiation patterns from (8-99) and (8-115) are plotted in Fig. 8-17. They 
include the (1 + cos 0)/2 factor. The half-power beamwidths are HP, = 13.6° and 
HP, = 12.0°, which are exactly the same as obtained from (8-108) and (8-119) even 
though they do not include the effect of the (1 + cos @)/2. So we see that for narrow beam 
patterns, (8-108) and (8-119) give very good results. The first side lobe of the H-plane 
pattern in Fig. 8-17 is located at 0 = 42° and has a value of — 32.0 dB, and the E-plane 
pattern has a first side lobe at 0 = 16° with a value of —9.2 dB there. These compare to 
—31 and -94В from the patterns in Figs. 8-11 and 8-14, and we see that the 
(1 + cos 0)/2 factor has a minor effect on the first side lobe. 


8.5 CIRCULAR APERTURES 


An antenna that has a physical aperture opening with a circular shape is said to 
have a circular aperture. Various forms of circular aperture antennas are en- 
countered in practice. In this section we will discuss ideal circular aperture 
distributions with uniform and tapered amplitudes. This is followed in the next 
section by a study of parabolic reflector antennas which are the most popular 
circular aperture antennas. 


8.5.1 The Uniform Circular Aperture 


A general circular aperture is shown in Fig. 8-18. If the aperture distribution 
amplitude is constant, it is referred to as a uniform circular aperture. This is 
approximated by a circular hole in a conducting sheet with a uniform plane 
wave incident from behind. Suppose the aperture electric field is x-directed, or 


E,-&E, <a (8-129) 
Then (8-16) gives 


| e as. (8-130) 


5, 


Р-5Е, 


From Fig. 8-18 it is seen that 


r= r cos фХ + r sin ф%. (8-131) 
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ы 


Far-field point 
(r, 0, 9) 


Figure 8-18 The circular aperture. 


This with (A-4) yields 


£-r = r sin (сов ф cos ф + sin ф sin ¢’) 
= r sin 0 cos(¢ — ф). (8-132) 


Hence (8-130) becomes 


э 


-4 | ,«т 
Р- ХЕ, | | "n sin 0 cond = Фф?) а r dr 
“0 [€ 


) 


-ХЕ2л| rJo(fr' sin 0) dr’ (8-133) 
"0 


where (F-6) was used for the $' integration. J9(x) is a Bessel function of the first 
kind and zero order, which is one at x = 0 and is a decaying oscillatory function 
for increasing x. The r' integration can be performed using 


| xJo(x) dx = xJ4(x) (8-134) 


which follows from (F-9). J,(x) is a Bessel function of the first kind and first 
order, which is zero for x = 0 and is a decaying oscillatory function for increas- 
ing x. Transforming variables as x = Br’ sin 0 and using (8-134) in (8-133) yields 


Р-ХЕОл = à Jia sin 0) = &P,. (8-135) 


Hd її 
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The equivalent magnetic current formulation of (8-26) renders the radiation field 
5 етін 
E = (б cos ф- ф sin ф cos 9) —— P,. (8-136) 


This together with (8-135) comprises the radiated electric field expression for a 
uniform circular aperture with an x-directed aperture electric field. 

For large circular apertures the main beam will be narrow and for a uniform 
phase aperture (as we have assumed here) the main beam maximum will be in 
the 0 = 0% direction. Then cos 0 5: 1 near the z-axis (0 = 0°) and the polarization 
of radiation, from (8-136), will be p = Ê cos  — % sin ф. Also the projection of X 
onto a far-field sphere, from (A-1), is x — t sin 0 cos ф = 6 cos 8 cos  — $ sin $ = 
6 cos ф- % sin ф for 0 small, which equals p. Therefore, the polarization of the 
radiated electric field equals that of the aperture electric field. or more accurately, 
the projection of it onto the far-field sphere. 

The relative intensity of the radiation, from (8-135), is 


2J ,(Ba sin 8) 


Ba sin 0 e 


70)- 


which is normalized for a maximum of unity when 0 — 0*. This function is, of 
course, circularly symmetric since the aperture field amplitude is. It is plotted in 
Fig. 8-19 in the uv-plane for a = 54 out to the limit of the visible region 
(0 = 90°). A plot of the pattern through any plane passing through the center of 
Fig. 8-19 is shown in Fig. 8-20. Note the similarity of the 2J ,(u)/u function to the 
sin(u)/u function. 

The half-power point of (8-137) occurs at fla sin 0 = 1.6. so the half-power 
beamwidth is 


HP —20,,—2sin^! 2 «2 
HP- 1.02 = rad (8-138) 


for a > 2. For the 107 diameter example HP = 0.102 rad = 5.84°. The side lobe 
level of any uniform circular aperture pattern is — 17.6 dB. This сап be seen in 
Fig. 8-20. Since the uniform circular aperture has uniform excitation amplitude, 
it has unity aperture efficiency and the directivity, from (8-66). is 


4 яд, 
В. = E A,= 32 (na?). (8-139) 


2 
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Figure 8-19 Radiation pattern of a uniform amplitude, uniform phase, 10-wave- 
length diameter circular aperture. 


8.5.2 Tapered Circular Apertures 


Many circular aperture antennas can be approximated as a circular aperture 
with an aperture field amplitude distribution which is tapered from the center of 
the aperture toward the edge. In practice many circular aperture distributions 
are close to radially symmetric; that is, not a function of $' (see Fig. 8-18). We 
shall assume this is the case, and again we will confine our attention to a 
broadside circular aperture which is large in terms of a wavelength. Then the 


-10 -08 —06 -04 -02 0 0.2 0.4 06 08 1,0 
sin а 


Figure 8-20 Pattern of a 104 diameter uniform circular aperture. It 
equals the pattern in any plane passing through the center of Fig. 8-19. 


pattern is well approximated by the unnormalized radiation integral 
fu (0) = [ ЕЗУ dr аф. . (8-140) 
f. dg 
Performing the integration over $' with the aid of (F-6) leads to 
0) = 28 | Exley Jo(fr sin 0) dr. (8-141) 


This integral can be performed for various aperture tapers and normalized to 
obtain / (0). 

The results of several common circular aperture tapers are given in Table 8-1.* 
This table is very similar to Table 4-2 for line sources. Note that the aperture 
taper efficiency ғ, is the directivity of the pattern relative to that of the same 
circular aperture uniformly illuminated (see Prob. 8.5-4). The parabolic taper 
(n = 1) is a smooth taper from the aperture center to zero at the aperture edge. 
The parabolic-squared taper (n — 2) gives an even more severe taper. Parabolic 
tapers on a pedestal provide for a nonzero edge illumination as might be en- 
countered with a circular reflector antenna. The pedestal represents the fact that 
the reflector intercepts the feed illumination only out to the reflector rim. Notice 
that in all cases as the taper becomes more severe (n increases or C decreases) 
the beamwidth increases, the side lobe level decreases, and the directivity 
decreases. 


* Extensive data are available in the literature for various aperture tapers [10, 11]. 
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Table 8-1 Characteristics of Tapered Circular Aperture Distributions 4 
(а) Рагабойс їарег % 
Е І ( | : à 
40) T Fe 8 
езі ШЕР sin 0 
po. n= ZOA Diesla sin 0) 
(Ba sin OF 
Side lobe Normalized 
HP level pattern 
n (rad) (dB) E 700, п) 
: 5 : 
0 10^ -03 100 24948 0) 
2а Ва sin 0 
ШЕ же ов Мое 
2a (Ва sin 6)? 
3E" 5 оф Зэйзий 
2a (Ba sin 0)? 
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Table 8-1 (continued) 


n=1 n=2 
Edge 
illumination Side lobe Side lobe 
ш-ын 5 » НР level HP level 
C(dB) C (rad) (dB) 5, (rad) (dB) ғ, 
— енен наннан ннен a ——( P8: ауан не ск IM. NS 

À À 

-8 0.398 1.12 — -21.5 0.942 1.14 — —24.7 0.918 
2a 2a 
À 2 

-10 0.316 1.14 — -223 0.917 1.17— -27.0 0.877 
2а 2а 

- 12 0.251 1.16 i +229 0.893 1.20 2 — 29.5 0.834 
2a 2a 

— 14 0.200 117 -234 0.871 1.23 2 —31.7 0.792 
2a 2a 
À À 

— 16 0.158 1.19 — —23.8 0.850 1.26 — —33.5 0.754 
2a 2a 
4 2 

-4 0136 122 -241 0833 1292 -345 0719 
2a 2a 
2 1 

-20 0100 121 -3à3 ӨБ” — i3à -247 060 
2а 2а 


To illustrate the circular aperture pattern computations consider the circular 
aperture with a parabolic taper. From (8-141) and the aperture field function in 
Table 8-1(a), 


fal) = 2x | | > | - | | r'Jo(Br’ sin 0) dr. (8-142) 
E 
The integral can be evaluated using 
q 2751 
| (1 — x?yxJo(bx) dx = T Jab) (8-143) 
"Y 


by letting x = ғ/а and b = fla sin 0. Then (8-142) reduces to 


2 
л 


" а” Ё 
71.00) = dE f (0. n) (8-144) 
where 
| 2^7 (и + 1), (Ba sin 0) 
T AE -145 
10, n) (Ba sin oy pe 


is the normalized pattern function. The patterns given in Table 8-1(a) follow 
from (8-145). 
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8.6 REFLECTOR ANTENNAS 


In long-distance radio communication and high-resolution radar applications, 
antennas with high gain are required. Reflector systems are perhaps the most 
widely used high gain antennas. Reflecting antennas routinely achieve gains far 
in excess of 30 dB in the microwave region. Such gains would be difficult to 
obtain with any single antenna we have discussed thus far. In this section we will 
consider a few of the more important forms of reflector antennas, with emphasis 
on those that have circular apertures. 


8.6.1 Prime-Focus Parabolic Reflector Systems 


The simplest reflector antenna consists of two components: a large (relative to a 
wavelength) reflecting surface and a much smaller feed antenna. The most pro- 
minent example is the parabolic reflector antenna as shown in Fig. 8-21a. The 
reflector (or "dish") has a paraboloid of revolution shape. The intersection with 
the reflector of any plane containing the reflector axis (z-axis) forms a curve of 
the parabolic type. The cross section in Fig. 8-21Ь is typical. The equation 
describing the parabolic reflector surface shape in the coordinates used is 


("y-at(f-z) ғ<а "' (8-146) 


For a given displacement r' from the axis of the reflector the point P on the 
reflector surface is a distance p away from the focal point F. For example, at the 
apex of the dish r' = 0 and 2 = f. and at the edge of the dish r’ = a and 2’ = f — 
a?^/4f. The parabolic curve can also be expressed in polar coordinate form as 


2f ) (7 
у= —_*___ = fse — 8-147 
РЕ 1+ cos 0 j 2 ( 
ог 
2) sin (7 6 
= p sin 0 = — =2 : 8-148 
r = p sin ET f tan 5 ( ) 


At the apex (0 —0*) p=f, and ”-0. At the reflector edge (0 = 0,). 
p = 2f/(1 + cos 0,). 

The parabolic shaped reflector has a very unique feature: All path lengths from 
the focal point to the reflector and on to the aperture plane are the same. This can 
be shown using (8-147) as follows 


FP + PA =p + p cos 0' = р(1 ~ cos 0’) = 2f. (8-149) 


The implications of this constant path length property will be examined by 
considering the reflector system to be a transmitting antenna. Suppose a feed 
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Figure 8-21 The parabolic reflector antenna. (a) Parabolic reflector 
and coordinate system. (5) Typical cross section. 
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Figure 8-22 Prime-focus parabolic reflector ап- 
tenna in cross section. 


antenna is placed at the focal point; such a configuration is referred to as a 
prime-focus reflector antenna. For large reflectors (a > 4) geometrical optics 
principles can be applied and radiation from the feed antenna is analyzed by ray 
tracing as shown in Fig. 8-22. Since all rays from the feed travel the same 
physical distance to the aperture plane, the excitation is of uniform phase. 

The field amplitude distribution over the aperture plane, of course, depends 
upon the radiation properties of the feed antenna. First assume the feed antenna 
is an isotropic point source at the focal point. so we can examine the effects of 
the reflector alone. The power density leaving the feed falls off as 1/p? since the 
wave is spherical. After reflection there is no spreading loss since the wave is 
then planar. Hence, power density in the aperture varies as 1/p?, and the field 
intensity varies as 1/р. 

The power density variation in the aperture can also be determined using 
geometrical optics ideas (see Section 9.1), which apply to structures large relative 
to a wavelength. The assumption of geometrical optics is that power density in 
free space follows straight line paths. Applied to this case, the power in a conical 
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wedge of sold angle dQ with cross-sectional angle 40 (аз shown in Fig. 8-22) will 
remain confined to that conical wedge as it progresses out from the feed. After 
reflection the power associated with the increment dÓ' arrives at the aperture 
plane in a thin ring of thickness dr' and area dA. The power leaving the feed in 
this direction is proportional to P, dQ where P, is the transmit power. This 
power is distributed over area dA in the aperture plane. Thus, the power density 
in the aperture plane varies as 


P,dQ dQ 
‘Vx x 8-150 
Se I" xl) (8-150) 
since P, is a constant. Now dQ = 2z sin 0'd0'and dA = 2nr' й". so 
2л sin 0 40 сіп 0' dl’ 
1 - M 8-151 
Sal) 4 2nr dr UE" г ( 
From (8-148) 
dr аф. 0 Жегі; 
— -|= _ = 8-152 
ET рае р ias) 
where (8-147) was used for the last equality. Then 
ав 1 
NUR 8-153 
a (8-153) 
Hence, (8-151) with (8-148) and (8-153) becomes 
йл біп 071 Е (8-154) 


p sin бр p 
which we already noted from the spherical wave nature of the feed. The field 
variation then follows from S, = E2/Z,. 


Ely. (8-155) 


Thus, there is a natural amplitude taper in the aperture plane caused by the 
reflector. 

If the primary (or feed) antenna is not isotropic the effect of its normalized 
radiation pattern Р,(0,ф), using the coordinate system of Fig. 8-21, сап be 
included as 


EAD dr) EP & (8-156) 


where ú, is the unit vector of the aperture electric field. The coordinates r' and ф' 
are appropriate for describing the aperture electric field. Thus 0' and p must be 
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expressed in those coordinates. From (8-148) 


, 


r 


0 —2tan^! 57 (8-157) 
and it may be shown from (8-147) and (8-148) that 
2 107 


pe (8-158) 


4f 

Thus far we have derived the amplitude and phase of the aperture field distrib- 
ution. It remains to determine the direction á,, which is the unit vector for E, in 
the aperture plane, after the feed radiation is reflected from the reflector. The 
reflection process for large reflectors is well approximated by Snell's law for 
planar reflection surfaces. Thus the angle of incidence and angle of reflection are 
equal; as shown in Fig. 8-215 this angle is 0'/2 relative to the reflector surface 
unit normal n. If E; and E, are the incident and reflected electric fields at the 
surface of the reflector, the tangential component of the total field E, 4- E, must 
be zero to satisfy the boundary condition on a perfect conductor. Due to the 
symmetry about й the normal components double. So E; + E, = 2(f · ЕЙ, or 


E, = 2(ñ - E,)a — E,. (8-159) 


Since the amplitude of the incident and reflected waves are equal, |E,| = |E; |. 
the above equation can be divided by this amplitude giving 


à, = 2(& - ü à — a, (8-160) 


where à, = E, / |E,| and d, = E, |E,|. 
The radiation pattern from the entire parabolic reflector antenna system, 

referred to as the secondary pattern, can now be calculated from the aperture 

field. We shall use the equivalent magnetic current formulation. From (8-16) and 

(8-132) 

wan i" Е,(0”, Ф) 


“0 “0 p 


бүс!” Чөдхөмд-дли dy quy. (8-161) 


The complete radiation field is then obtained from (8-26). 
The approach presented here for radiation pattern calculations is referred to 
.as the "aperture method." The pattern could also be obtained by using the 
electric surface current excited on the reflector surface. The two methods are 
essentially equivalent. The aperture field is the projection of the surface current 
distribution onto the aperture plane. In both models it is usually assumed that 
the excitation does not extend beyond the reflector edge and that the direct feed 
radiation is small. We chose the aperture method to avoid integrating over the 
curved reflector surface. 


8.6 REFLECTOR ANTENNAS 427 


As an example consider a short dipole at the focal point and oriented parallel 
to the y-axis. The radiation from the dipole has no p-component, and the electric 
field direction can be written from (A-2) as 


А0 didit. Reus, (8-162) 
J1 — sin? ф sin? 0 


The reflector surface unit normal is 


à = —pcos — + Óü sin —. (8-163) 
Hence (8-160) leads to 

"R Х sin ф' cos ġ'(1 — cos 0') — y(sin* ф cos 0' + cos? ф) 

m ./1— sin? ф' sin? 6' l 


(8-164) 


The pattern of a short dipole along the z-axis is sin 0, and when along the y-axis 


it is 
F,(0, ¢)=/1- sin? ф' sin? 0’. (8-165) 


Using (8-164) and (8-165) in (8-156) gives the aperture electric field 
E, = gt [x sin Ф cos Ф(1- cos 0') — ¥(sin? ф cos 0' + cos? ф)). (8-166) 
p 


It is instructive to examine this aperture field. In the H-plane ($' = 0?) the 
bracketed factor in (8-166) reduces to —y and in the E-plane (ф = 90°) it 
reduces to — y cos 0. Thus in the principal planes the aperture field is polarized 
in the same fashion as the feed dipole; the radiation from the reflector will be 
also. For nonprincipal planes the radiation will contain field components ortho- 
gonal to that of the feed (x-components), that is, cross-polarized components. 
Figure 8-23 illustrates the orientation of the electric field vector over the aper- 
ture. The largest cross-polarized components introduced by the reflector occur 
along the 45° planes. As the focal length to diameter (d = 2a) ratio /74 increases, 
0, decreases and the cross-polarized component decreases. 

The combination of the short electric dipole and a short magnetic dipole 
perpendicular to it along the x-axis at the feed point with the same phase and 
appropriate magnitude (called a Huygen's source) yields a purely linear polarized 
(y-directed) field over the aperture and thus a purely linear far field. 

Since the radiation integral of (8-161) together with (8-157) and (8-158) is an 
involved analytical problem, it is rarely performed. To obtain the radiation 
pattern one of two approaches is commonly used: numerical evaluation of the 
radiation integral [12] or, if approximate results are satisfactory, the aperture 
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х--- ---- H-plane 


E-plane 


Figure 8-23 Electric field distribution in the aper- 
ture of a parabolic reflector for a y-polarized short 
dipole feed antenna. The electric field is decomposed 
into its x- and y- components. See (8-166). 


distribution can be approximated and the techniques of Section 8.5.2 employed. 
We shall discuss the latter approach. 

Most practical feed antennas have circularly symmetric patterns, that is, the 
feed pattern Е, is not a function of ф' (if it is not symmetric, the average of the 
E- and H-plane pattern values can be used). The aperture field in (8-156) consists 
of two factors, the primary (feed) pattern Р, and the 1/p spreading loss of an 
isotropic feed. Using (8-148) and (8-158) leads to the normalized aperture field 


distribution 
r 221-і 


1% (=) | dB. (8-167) 


Er) ғ] r = 2f tan ;] 


= 20 log| F;| — 20 log 


This could be used in (8-141) to obtain the pattern of the reflector system. 
However, the aperture distribution is often well approximated by a parabolic- 
squared taper (or sometimes a parabolic taper) on a pedestal. The edge illumina- 
tion is found from (8-167) with 6’ = 0, for the feed pattern and r' = a= 4/2 for 
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the spreading loss term, giving 


C(dB) = 20 log| F,(0;)| — 20 log 


1 2311 | (8-168) 


The secondary pattern of the reflector is then obtained from Table 8-1(b). A 
simplified method for obtaining such patterns is available in the literature [11]. 


Example 8-8. A 28- GHz Parabolic Reflector Antenna 


A prime focus parabolic reflector antenna is used at VPI&SU to receive a beacon signal 
from the COMSTAR series of satellites. The characteristics of this antenna are given in 
Table 8-2. The characteristics listed are measured values. The reflector is an epoxy 
fiberglass structure coated with metal. The feed antenna is a circular corrugated horn, 
positioned at the focal point and supported by four thin spars. The differences in the 
beamwidths and side lobe levels of the secondary radiation pattern are caused by the 
asymmetry of the feed radiation and the presence of the feed waveguide and support 
structure. We will give the details of the E-plane pattern calculations. From (8-157), at 
the reflector rim. 


б-ша (17) 212] ме (8-169) 


Table 8-2 Characteristics of the 28 GHz Parabolic 
Reflector Antenna of Example 8-8 


TTS 


! 
^ 


Frequency 28.56 GHz 
Reflector characteristics: 

Diameter, d 1.219 m (4 ft) 

Focal length/diameter, //4 0.50 

Surface tolerance (rms) 0.2 mm (0.008 in.) 
Feed characteristics: 

E-plane HP 56° 

E-plane 10-dB beamwidth 104* 

H-plane HP 59° 

H-plane 10-dB beamwidth 1129 
System characteristics: 

E-plane HP 0.605* 

E-plane side lobe level —28.5 dB 

H-plane HP 0.556? 

H-plane side lobe level —17.5 dB 

Gain 47.6 dB . 


$ The antenna was manufactured by Alpha Industries, Inc.. TRG Division. 
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Figure 8-24 Measured (solid) and computed (dashed) E-plane patterns for the 
1.22 m diameter prime-focus parabolic reflector antenna at 28.56 GHz 


/ 


Using the pattern of а parabolic-squared taper on a pedestal іп (8-145) and evaluating for 


C = 0.2265 gives j 


(Example 8-8). í Equivalent 

| parabolic 

since f/d = 0.5. The feed radiation pattern is 10 dB down for @ = 104° 2 = 52°; thus, at ! | reflector 
the edge of the dish the illumination is slightly lower than — 10 dB, or about —11 dB. | 
The total edge illumination from (8-168) is then E 
C(dB) = —11 — 20 log[1 + 4&(2)?] = – 12.9, or С = 0.2265. (8-170) 1 
| 


НР, = 1.2145 = 0.01045 rad = 0.599° (8-171) 
= 


since 4 = 0.0105 т and d = 2а = 1.22 m. The computed side lobe level is — 30.5 dB. : 
These values agree very well with the measured values of НР; = 0.605? and SLL; = j 
— 28.5 dB. In fact, the computed radiation pattern agrees amazingly well with the measured 

pattern as shown in Fig. 8-24. , 


(b) 


8.6.2 Cassegrain Reflector Systems ! : : 
9 Y Figure 8-25 The Cassegrain reflector antenna. (a) The ray paths. (5) The 


Another very popular form of the circular parabolic reflector is the Cassegrain | parameters. 
reflector antenna shown in Fig. 8-25. It consists of a feed horn, a subreflector, 


E 


431 
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and a main reflector with rays from the feed experiencing reflections off of both 
the subreflector and main reflector. The antenna operates in fashion similar to 
the prime-focus parabolic reflector except for the extra reflection introduced by 
the subreflector. The subreflector is a hyperboloid of revolution. Its cross section 
as shown in Fig. 8-25 is a hyperbolic curve expressed by 


" — ep 


a 8- 
d 1 — e cos Ф (8:172) 
where 
p=e(1- à) (8-173) 
e 
and the eccentricity is 
sin[3(0, + Ф,)] 
» = L—— — д x 7 
“76 0, — Ф.) di 
The parabola is still defined by (8-147). If 
I. | 
ез (8-175) 


where f, f,, d, and d, are the focal lengths and diameters of the main and 
subreflectors, then the Cassegrain system is highly efficient. 

There is an equivalent single prime-focus parabolic reflector which produces 
the same aperture distribution as the Cassegrain system (see Fig. 8-255). The 
equivalent paraboloid has a focal length /,, diameter d, and half-angle ¢,. 

The Cassegrain system offers several advantages over a prime-focus parabolic 
reflector of the same main reflector size. First, the primary feed antenna is near 
the apex of the main reflector facilitating access and adjustments such as feed 
rotation. Also the feed waveguide length is reduced, thus reducing attendent loss 
and noise. For reflector systems there is always a portion of the feed antenna 
pattern which is not intercepted by the main reflector in the prime focus case 
and by the subreflector in the Cassegrain case. This is referred to as spillover. For 
receiving antennas this spillover contributes to noise pickup from the environ- 
ment surrounding the antenna. For earth terminal receiving antennas the spill- 
over from a Cassegrain antenna is directed toward the relatively low noise sky, 
whereas the prime-focus antenna spillover is directed toward the more noisy 
ground. Thus, the Cassegrain system inherently has lower noise. The Cassegrain 
antenna is also capable of providing a lower cross-polarization level. This can be 
seen by the fact that the equivalent parabola for the Cassegrain antenna is of 
long focal length and, as we saw earlier, cross polarization reduces as focal 
length increases for the simple focus-fed reflector. 


1 


ia a irc 
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On the other hand, the subreflector tends to be much larger than the feed horn 
for a prime-focus reflector. These structures in front of the main reflector block 
the final emergent rays leading to gain reduction. This aperture blockage is thus 
smaller for the prime-focus reflector. For this reason, the Cassegrain reflector 
configuration is usually only employed for situations requiring narrow half- 
power beamwidths (about a degree or less). 


8.6.3 Gain Calculations for Reflector Antennas 


In Section 8.3 gain calculations for aperture antennas were discussed. Since 
gain is perhaps the single most important parameter for a reflector antenna, we 
shall return to the topic of gain calculations for this purpose. Once we have 
determined the aperture efficiency c,, the gain is obtained from (8-79) as 


4n ла \* 
G бар 12 Арт ЯН (8-176) 
where from (8-75) 
Бар = E£, £1 E283 (8-177) 


The radiation efficiency е for reflector antennas represents the ohmic 108868, 
which are usually very small, unless lossy devices are included as part of the feed 
system. Hence, usually we take e = 1. 

The aperture taper efficiency z, is the gain loss due to an aperture illumination 
that is tapered relative to uniform illumination, which produces maximum gain. 
In Example 8-8 we saw that the parabolic-squared taper on a pedestal provided 
good pattern results. The aperture taper efficiency values from Table 8-1(b) are 
plotted in Fig. 8-26. 

The remaining efficiency factors, referred to as achievement factors, represent 
many factors causing gain reduction by not achieving the aperture distribution 
assumed in the aperture efficiency factor. The most prominent of this is the 
spillover (or feed) efficiency ғ. In the aperture taper calculation it was assumed 
that the aperture fields were confined to the circular area represented by the 
reflector aperture. However, the feed antenna illumination does not drop to zero 
beyond the reflector rim in the prime focus case and the subreflector rim in 
the Cassegrain case. That portion of.the feed radiation which is not intercepted 
by the reflector (spillover) leads to gain loss, since this power is not directed in 
the main beam maximum direction. We define ғ, as that fraction of power radiated 
by the feed which is intercepted by the main reflector of prime focus systems and 
by the subreflector of Cassegrain systems. As the aperture taper increases, the 
spillover will decrease (and thus ғ, increases) [13], while the aperture taper 
efficiency factor decreases. The tradeoff between e, and є, has an optimum solution, 


. 
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Figure 8-26 Aperture taper and spillover efficiencies 
as a function of edge illumination for a circular parabolic 
reflector antenna. 


as indicated by the combined efficiency ¢,¢, in Fig. 8-26. The maximum of ¢,¢; 
occurs for an edge taper of about — 11 dB and has a value of about 0.8. A value 
of — 10-dB edge taper is frequently quoted as being optimum. 

The random surface error factor ¢, is the efficiency factor associated with 
far-field cancellations arising from phase errors in the aperture field. For small 
phase errors c; = e 07? ^^ where ô is the rms phase front deviation from planar 
over the aperture. For reflector antennas ô is replaced by 25’ where д” is the rms 
surface deviation from the true paraboloid. The factor of two comes from the 
two-way path, leading to a doubling of the phase error. Then 


е бетен 7 (8-178) 


In many cases е; is very nearly unity. Table 8-3 gives typical rms surface toler- 
ances for various reflector construction methods. For example, the best spun 
aluminum reflector has д” = (0.15/30)A at 10 GHz(4 = 30 mm), and £, = 0.996. 
Equation (8-178) is based on flat reflectors (f/d = 2 ) and е, is increased somewhat 
as f/d is reduced; that is, it is a worst case value. The values in Table 8-3 
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Table 8-3 Typical Reflector Surface Toler- 
ances 


Reflector type RMS surface tolerance, ó' 


Spun aluminum—good 0.64 mm (0.025 in.) 
Spun aluminum—best 0.15 mm (0.006 in.) 
Metalized plastic 0.06 mm (0.0025 in.) 
Machined aluminum 0.04 mm (0.0015 in.) 


are primarily for small reflectors. A simple formula representing current state-of- 
the-art reflector surface accuracy as a function of reflector diameter is given by 


$ — 3 х 10724 mm (8-179) 


where d is in meters. For example, a 1-m reflector has a surface error of 0.03 mm, 
whereas a 10-m diameter reflector has a 0.3-mm accuracy. 

Structures placed in front of the aperture will block the emergent radiation, 
leading to a gain loss. The aperture blockage efficiency £, is due to the presence 
of a feed antenna or a subreflector in the Cassegrain case. Also sometimes 
prime-focus reflector systems employ a metal structure behind the feed to house 
RF signal processing hardware, giving additional blockage. Values of ғ; are 
given in Table 8-4 as a function of the ratio of the diameter of the blocking 
structure near the focal point 4, to the main reflector diameter 4. Blockage can 
also arise from the spars (or struts) used to support the feed antenna or 
subreflector. The spar blockage efficiency в, values are given in Table 8-4 for 
various main reflector sizes and numbers of half-wavelength thick spars. 

If the feed antenna is not placed at the focal point of a reflector system (this is 
sometimes done intentionally when using multiple feed antennas) reduced 
efficiency results. The squint factor в represents lateral displacement (in the 
aperture plane), which squints, or shifts, the main beam maximum off axis. If the 
beam shifts off axis by one half-power beamwidth, £, = 0.98. The astigmatism 
efficiency £g represents axial displacements of the feed. It is a function of 
frequency and //4. For example, for a 0.14 axial displacement e, is 0.996, 0.98, 
and 0.93 for an f/d of 3, 4, and 4, respectively. 

Other efficiency factors are possible. If a reflector antenna employs mesh 
less than unity; that is, 25 2 0.99 for a mesh with several grid wires per wave- 
length. Also an effective gain loss arises from depolarization; that is, power 
generated in a polarization state orthogonal to that desired. The depolarization 
efficiency £g is usually greater than 0.98. 

To illustrate these efficiency factors, we return to Example 8-8. If the 
parabolic-squared taper on а — 12.9-dB pedestal used for the E-plane was valid 
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Table 8-4 Blockage Efficiencies for Reflector An- 

tennas 

mend 
(a) Aperture blockage efficiency ғ; 


4,/4 0.05 0.10 0.20 


ty 0990 0956 0.835 


(b) Spar blockage efficiency ғ, 


0.935 0,994 0.998 


d, diameter of blocking structure near focal point 
d = diameter of main reflector 
N = number of support spars which are 2/2 thick 


for the entire aperture, then c, would equal 0.81; see Prob. 8.5-4. As сап be seen 
from Table 8-2, though, since the feed pattern is not symmetric, the aperture 
distribution will not be either. If an effective — 10-dB edge taper is assumed, the 
combined efficiency c, c, from Fig. 8-26 is about 0.78. Now, for a 0.2-mm surface 
error and a 10.5-mm wavelength, (8-178) yields £, = e^ 1579-2105! = 0.94, 
The feed horn diameter is about 0.05 m so d, /d = 0.05/1.22 = 0.04 ~ 0.05, and 
Table 8-4(a) yields с; = 0.99 for aperture blockage efficiency. The spar blockage 
efficiency follows from Table 8-4(b) as ғ; = 0.994, since d = 1.22/0.01/2 = 100A 
and № = 4. The remaining achievement factors are all near unity, so we have 


Cap = (1)(0.78)(0.94)(0.99)(0.994) = 0.72. (8-180) 


Typical efficiency values quoted for high efficiency feeds, such as in this case, are 
from 0.65 to 0.70. The efficiency of (8-180) would lead to a gain of 


21.22 


2 
Та» 9 34 — 49.8 dB. 8-181 
A 95934 = 49.8 (8-181) 


G = oni 


However, the antenna system of Example 8-8 had several waveguide components 
behind the feed horn to provide for adjustable dual polarization. Thus, the 
measured gain of 47.6 dB indicates losses of 49.8 — 47.6 = 2.2 dB. These feed losses 
are represented through the radiation efficiency, which is now e = 0.60. Then the 
overall aperture efficiency including these losses 18 ¢,, = 0.60(0.72) = 0.43. 
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8.6.4 Other Reflector Antennas 


The principles of reflecting surfaces for focusing have been employed in opti- 
cal telescopes for several centuries. The reflector antenna, however, did not 
appear until 1888 when Hertz used a cylindrical parabolic mirror of zinc, fed 
with a dipole along the focal line connected to a spark-gap generator. He used a 
similar antenna for receiving, at a wavelength of 66 cm. Several other scientists 
investigated reflectors shortly after Hertz’s work. But reflector antenna techno- 
logy did not really emerge until shortly before World War II, when in 1937 
Grote Reber constructed a 9.1-m-diameter prime-focus, reflector antenna for 
radio astronomy. More detailed history of reflector antennas can be found in 
[14] and [15]. 

The prime-focus and Cassegrain fed parabolic reflectors, as described so far in 
this chapter, were developed roughly from World War II through 1960. Since 
that period modifications to these basic reflector types have been introduced for 
the purpose of increasing the aperture efficiency or for special antenna pattern 
shaping applications to produce a pencil beam, a fan beam, a shaped main beam, 
low side lobes, or multiple main beams. There are several excellent reviews of the 
various reflector configurations, solution techniques, and feed design available 
in the literature [14-18]. We will give a brief accounting of a few of the promin- 
ent reflecting antennas in current use. 

If a simple feed is used, a single-reflector antenna should be of paraboloidal 
shape (unless it is small in terms of a wavelength) to achieve a uniform phase 
over the aperture. The prime-focus parabolic reflector was discussed in Section 
8.6.1. There are several variations of the paraboloidal reflectors as shown in 
Fig. 8-27. The parabolic cylinder is used for producing a narrow beamwidth in 
the plane of the axis of the reflector. The parabolic torus is, in a sense. a curved 
version of the parabolic cylinder and can be used for beam scanning with a 
rotating feed or for multiple beams with a cluster of feeds. The spherical reflector 
can be used in a similar fashion to produce a pencil beam, because, unlike the 
paraboloidal reflector, the focal region is diffuse. This allows feed displacement 
for beam scanning without severe gain loss. Reflectors do not always involve 
curved structures. The corner reflector of Fig. 8-27e is made of planar reflecting 
sheets joined together forming an angle x. It can be used in either an active or 
passive manner. In the passive case, the angle л is 90° and incoming plane waves 
will be reflected back in the same direction. Such an antenna is called retro- 
directive. The corner reflector can be used actively by placing a feed antenna 
between the reflecting sheets [19]. A rapidly advancing area of reflector techno- 
logy is that of the offset reflector, an example of which is shown in Fig. 8-27/. 
Aperture blockage is reduced by off-setting the feed. However, the design is 
complicated by the need for determining the reflector shape. 

Greater flexibility is often possible with multiple-reflector systems, some 
examples of which are shown in Fig. 8-28. The Cassegrain reflector antenna was 
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Figure 8-27 Some single-reflector antennas. (a) Paraboloid. (5) Praes 
cylinder. (c) Parabolic torus. (0) Spherical reflector. (e) Corner reflector (x — 90*). 


(f) Offset front-fed reflector. 
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Figure 8-28 Multiple-reflector antenna systems. (a) Symmetrical dual 
reflector antenna. (b) Offset dual reflector antenna. (c) Periscope 
system. (d) Horn-reflector antenna. 


discussed in Section 8.6.2. Increased pattern control is obtained by changing the 
paraboloidal main reflector and/or hyperboloidal subreflector shapes of the classi- 
cal Cassegrain reflector system. Galindo [20] showed that it is possible to 
achieve arbitrary aperture phase and amplitude with the shaped dual reflector 
system of rig. 8-28a. This can be done by starting with a conventional Casse- 
grain system and deforming the subreflector to obtain a nearly uniform ampli- 
tude aperture distribution. The phase errors introduced can then be corrected 
with minor changes to the main reflector shape without significantly altering the 
aperture amplitude. This approach provides dramatic improvement in the aper- 
ture efficiency [21]. The reflectors may also be shaped to produce low side lobes 
[22]. A reduced aperture blockage version of the dual reflector antenna is that 
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employing an offset subreflector, as shown in Fig. 8-28b. In this case the main 
reflector and subreflector shapes must be determined in the design process. A 
series óf several small reflectors in the so-called beam waveguide feed system has 
several variations for special purpose feeds used with a single large reflector. 

There are also several hybrid reflector systems involving different antenna 
types. The periscope antenna of Fig. 8-28c has been used extensively for micro- 
wave links. The paraboloidal antenna is located near the ground and the flat 
reflector on a tower redirects the radiation in the desired direction. Another 
hybrid antenna used very heavily in microwave links is the horn-reflector antenna 
of Fig. 8-28d. It combines a conical or pyramidal horn and a portion of a 
paraboloidal reflector. This is actually an offset feed configuration. It is excellent 
for low noise applications because of the low back lobes and far out side lobes, 
not afforded by open reflector systems. Horn-reflectors are well suited to side-by- 
side or back-to-back applications. The most notable horn-reflector antenna is 
the one in Andover, Maine used to track the Echo balloon in 1961. It is 15 m 
long and has a 6 by 6 m aperture. 

Feeds for large reflector antennas have gradually evolved from dipoles to 
horns and finally to hybrid mode (combining both TE and TM modes) feeds, 
which are usually corrugated horns. 
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PROBLEMS 


8.1-1 An ideal dipole with an infinitesimal current centered along the z-axis has only a 
-component of E. If this uniform current element is now rotated to line up with the 
x-axis, there will be both 0- and ф-сотропепіѕ. Make the necessary changes to the 
far-zone E expression for the z-directed current case to obtain the far-zone E expression 
for the x-directed current case. Draw sketches in the xz- and yz-planes indicating the E 
and H field orientations for the x-directed ideal dipole. 

8.1-2 Use the principle of duality to derive (8-5) and (8-6) from (8-3) and (8-4). 
respectively. 

8.1-3 Show that (8-24) follows from (8-22) and (8-23). 

8.1-4 Show that (8-26) follows from (8-11). 

8.1-5 The trigonometric obliquity functions in the far-field expression of (8-24) actually 
represent projections of the aperture equivalent surface currents onto the plane contain- 
ing the far-field components (i.e. the 0, ó-plane). Examine the relationships connecting 
the equivalent currents to the far-zone fields to show this for both the electric and 
magnetic currents. You need only examine the vector nature of the relationships. 

8.1-6 If the incident field is x-polarized in Example 8-1, write radiation field E, and the 
pattern F(0). Your answer will be that of (4-17) with a coordinate change. Is the appro- 
priate boundary condition for E, satisfied on the conducting plane? 

8.2-1 Derive (8-32). 

8.2-2 Use geometric arguments to prove that du dr = cos 0 dQ where dQ = sin 0 40 49. 
8.3-1 Prove (8-62). 
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8.3-2 Prove that the uniform amplitude aperture excitation yields the highest directivity 
of all uniform phase excitations. Hint: Use (8-65) and the Schwarz inequality 


ile asl < ІШ as || g as 


ЭР 


for any functions f and g. Let g = 1 and f equal the aperture field. 

8.3-3 Show that the aperture taper efficiency is 3 for a rectangular aperture with a 
uniform amplitude distribution in one direction and a cosine squared distribution in the 
other. 

8.3-4 A rectangular aperture (L, by L,) has a field distribution which is cosine tapered in 
both the x- and y-directions. Derive the directivity expression. What is the aperture taper 
efficiency? 

8.3-5 Compute the directivity in decibels for a rectangular aperture with L, = 102 and 
L, — 202 for (a) a completely uniform aperture illumination and (b) a cosine amplitude 
taper in one direction and a uniform taper in the other aperture direction. 

8.3-6 Evaluate the aperture taper efficiency for a triangular tapered aperture distribution 
where 


У] <2. 


8.3-7 Is the uniform aperture distribution physically realizable? Why? 
8.3-8 An antenna operating at 150 MHz has a physical aperture area of 100 m?, a gain of 
23 dB, and a directivity of 23.5 dB. Compute (a) effective aperture 4,, (b) maximum 
effective aperture A,,,. (c) aperture efficiency z,,, (d) radiation efficiency е, and (e) D/D,. 
8.3-9 Prove the last of (8-80). 
8.3-10 The approximate directivity formula of (8-81) can be derived rather simply for the 
special case where HP, = HP, = HP and HP is small. Assume all radiation is uniform and 
confined to a cone of half-angle HP/2. Then compute Q, by integration and utilize the fact 
that HP is small. 
8.3-11 A horn antenna with a 185.5 by 137.4 cm rectangular aperture has the following 
measured parameter values at 0.44 GHz: HP; = 30°, HP, = 27°, and G = 15.5 dB. 

(a) Compute the aperture efficiency. 

(b) From the measured half-power beamwidths estimate the gain. 
8.3-12 Repeat Prob. 8.3-11 for a horn with a 28.85 by 21.39 cm aperture and НР, = 12°, 
HP,, = 13°, and G = 22.1 dB at 63 GHz. 
8.3-13 A 3.66-m (12-ft) diameter circular parabolic reflector operates at 460 MHz. The 
measured parameters of this antenna are: G = 22.2 dB and HP; = НР, = 12.57, Esti- 
mate the gain using both (8-84) and (8-82). 
8.3-14 Estimate the gain of a circular parabolic reflector operating at 28.56 GHz in two 
ways: 

(a) Using only its size which is 1.22 m (4 ft) in diameter. 

(b) Using only the measured half-power beamwidths which are HP, = 0.605" and 
HP, = 0.556". 
8.4-1 Derive the expression for R,, in (8-86). 
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8.4-2 Derive the H-plane sectoral horn radiation field expression in (8-93) to (8-95). 
8.4-3 In the H-plane pattern expression of (8-103) and (8-104) for an H-plane sectoral 
horn: 

(a) Show that s, follows from s; of (8-95). 

(b) Show that the phase term (x 8:)[(4/2)sin 0 + 4}? follows from the corresponding 
term in (8-94). 
8.4-4 Derive the directivity formula (8-105) for an H-plane sectoral horn from (8-65). The 
numerator of (8-65) can be evaluated using (8-92) to (8-94). 
8.4-5 Plot 4/4 versus R,/A for an optimum H-plane sectoral horn using the approximate 
formula (8-106). Then indicate the points on this graph which correspond to opiimum 
performance for each curve of the family of curves in Fig. 8-12. 
е H-plane pattern for ап H-plane sectoral horn arises from the first integral in 
(8-92). 

(a) First evaluate this integral for a no phase error condition. 

(b) Show that the on-axis value of the H-plane pattern relative to the on-axis value of 
the zero phase error case is given by 


л 
— . 1(0 = 0°, ф = 0°). 
TC en 


(c) Evaluate this for t = 4, 4, 4, and 3 and compare to the values from Fig. 8-11. 
8.4-7 An H-plane sectoral horn antenna has an axial length of 54 and a flare half-angle 
хн of 12.6°. 

(a) Plot the polar plot of the H-plane radiation pattern in decibels. Use Fig. 8-11. 

(b) Compute the directivity function 4D,,‘h using (8-105) and compare to that ob- 
tained from Fig. 8-12. 

(c) Since the aperture is not large relative to a wavelength, use the zero phase error 
directivity formula of (8-56) to compute 20, /Ь. 
8.4-8 Design an optimum H-plane sectoral һогії antenna with 12.15 dB gain at 10 GHz. 
It is fed with WR90 waveguide. 

(a) Find the horn dimensions employing Fig. 8-12. 

(b) Draw the H-plane horn geometry to scale. 

(c) Use (8-105) to compute the directivity as a check. 
8.4-9 Repeat Prob. 8.4-8(a) except use (8-106) in (8-105) instead of Fig. 8-12. 
8.4-10 Derive the E-plane sectoral horn far-zone electric field expression of (8-1 12) 
8.4-11 Show how the E-plane pattern magnitude expression for an E-plane sectoral horn 
of (8-115) follows from (8-112). 
8.4-12 Find the physical length in wavelengths by which waves at the edges of a horn 
aperture trail those at the center. Do this for optimum operation and in both the H-plane 
and E-plane. 
8.4-13 Use physical reasoning to explain why the phase error parameters for optimum E- 
and H-plane sectoral horns are different. 
8.4-14 An optimum gain E-plane sectoral horn antenna is to have a half-power beam- 
width of 11° in the E-plane at 10 GHz. It is to attach to a WR90 waveguide. Determine 
the horn dimensions to achieve the required beamwidth and 14.9 dB gain. 
8.4-15 An E-plane sectoral horn antenna has an E-plane aperture height of 24.0 cm and a 


r 
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half-flare angle of 16.55. Н is attached to a WR284 waveguide. Compute the gain at 
3.75 GHz (a) using (8-116) and (b) using (8-120). 

8.4-16 Explain why the E- and H-plane sectoral horn radiation fields do not go to zero for 
0 > п/2 as we said they would in connection with (8-24). 

8.4-17 Derive the optimum pyramidal horn antenna design equation of (8-126). 

8.4-18 Start with the value of o = 10.17 given in Example 8-7 and verify the horn dimen- 
sions of (8-128). 

8.4-19 Design an optimum gain pyramidal horn antenna with 20 dB gain at 10 GHz. It is 
connected to a WR90 waveguide. 

8.4-20 An “off-the-shelf” pyramidal horn antenna that operates from 18 to 26.5 GHz has 
a gain of 24.7 dB at 24 GHz. It is fed from WR42 waveguide. 

(a) Use optimum design principles to determine the horn dimensions in centimeters 
necessary for construction of the antenna. 

(b) Compute the principal plane half-power beamwidths in degrees. 

(c) Use these beamwidth values to estimate the gain. 

(d) Compute the half-power beamwidths that follow from line source theory with the 
same amplitude tapers in the principal planes as the horn. Compare to the values from (b) 
and explain any differences 

(e) Plot the E- and H-plane patterns in polar-dB form. 

8.4-21 Derive the following relationship which must be satisfied for a physically realizable 
pyramidal horn antenna. 


į 5,58 
E- B/À R, 
uh T i= a AC 

4/2 


8.4-22 А square main beam horn antenna. |t is often desirable to have equal principal 
plane half-power beamwidths. This problem develops a design technique for a so-called 
square main beam pyramidal horn. If optimum design techniques under the condition of 
a square main beam are used, the resulting horn dimensions will render a horn that 
cannot be constructed. To avoid this problem we can design for a square main beam and 
aim for near optimum conditions. To do this we first determine the aperture dimensions 
that give the desired beamwidths and optimum operation. Then the axial lengths are 
adjusted to provide a physically realizable structure. This will probably not move the 
operating point too far from optimum. Follow this procedure to design a square main 
beam horn at 8 GHz with 12° beamwidths and fed by WR90 waveguide. 

(a) Determine 4/2 and B 2. 

(b) Use the results of Prob. 8.4-21 for adjusting the axial lengths. Do this to keep the 
fractional increase or decrease of both the same, that is, use 


к, 


ГА 


К А 
= 1% and — = 2% 
2 


and solve for the constant / 
(c) Evaluate the final phase error parameters t and s. 
(d) Give the horn dimensions in centimeters. 
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(e) Evaluate the gain. 

(f) Compute the aperture efficiency. 
8.5-1 If the equivalent current formulation is used which includes both electric and mag- 
netic surface current'densities, write the radiated electric field expression analogous to 
(8-136). 
8.5-2 Verify that the uniform circular aperture pattern of (8-137) is unity for 0 = 0. 
8.5-3 Derive the pattern expression / (0, n, C) in Table 8-1(b) for a parabolic taper on a 
pedestal. 
8.5-4 The directivity of a circular aperture antenna can be found from (8-65). 

(a) Show that for a parabolic taper (n — 1) on a pedestal that 

D d UICE 


=> 


р, 40440 - Oy 
(b) Show that for a parabolic taper squared (n = 2) on a pedestal that 


D а (1 4 2C 
D, 9С +1 С) +41 С)? 


(c) Evaluate ғ, for n = 1 and 2 for a — 10-dB edge taper. 
8.6-1 Derive (8-158). 
8.6-2 Sketch to scale the cross section of parabolic reflectors for the f/d ratios of 4, 4, and 4. 
8.6-3 Plot the edge illumination (in decibels) of a circular parabolic reflector due to 
spreading loss only (i.e., for an isotropic feed) as a function of f/d from 0 to 1. 
8.6-4 Compute the half-power beamwidth for the H-plane pattern of the parabolic 
reflector antenna of Example 8-8. Use the H-plane feed horn characteristics of Table 8-2. 
Interpolate between values given in Table 8-1 for a parabolic-squared on a pedestal taper. 
8.6-5 A commercially available parabolic reflector antenna operating at 2.1 GHz has an 
aperture diameter of 1.83 m (6 ft). Compute the gain in decibels. 
8.6-6 A commercially available parabolic reflector antenna operating at 11.2 GHz has an 
aperture diameter of 3.66 m (12 ft). Compute the gain in decibels. 


j= 


HIGH- FREQUENCY 
METHODS 


Optics is a well-understood area of physics which deals with the characteristics 
of light wave propagation. It was Maxwell who showed before 1873 that the 
propagation of light could be viewed as an electromagnetic phenomenon. Since 
the wavelength of light waves is usually small compared to objects with which it 
interacts, the analytical treatment of light wave propagation is much different 
than that employed to analyze lower frequency propagation where the size of a 
scattering surface is comparable to the wavelength. 

A very useful and easily understood method for analyzing optical problems is 
the ray concept. The relationship between ray optics and wave propagation is 
apparent from the famous works of Huygens in 1690 and Fresnel in 1818, but 
was not formally shown until the works of Luneberg in 1944 and Kline in 1951 
[1]. Since that time the well-known methods of optics have found increasing use 
in the treatment of many electromagnetic problems in the radio frequency por- 
tion of the spectrum for situations where the wavelength is small compared to 
the geometrical dimensions of the scatterer or antenna. In these cases asymptotic 
high-frequency methods must be employed since it is not practical to use 
moment methods (Chapter 7) or eigenfunction expansions. This is because the 
rate of convergence of both of these techniques is generally quite poor when 
dealing with an electrically large antenna or scatterer. 

In this chapter we will first examine the principles of geometrical optics 
followed by a brief discussion of the more general concept of physical optics. We 
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will then see that in many situations geometrical optics is inadequate to com- 
pletely describe the behavior of the electromagnetic field and that it is necessary 
to include another field called the diffracted field. The diffracted field, when 
added to the geometrical optics field, permits us to solve many practical radia- 
tion and scattering problems in a moderately straightforward manner that could 
not be solved any other way. 


9.1 GEOMETRICAL OPTICS 


Geometrical optics, or ray optics as it is often called, was originally developed to 
analyze the propagation of light where the frequency is sufficiently high that the 
wave nature of light need not be considered. Indeed, geometrical optics can be 
developed by simply considering the transport of energy from one point to 
another without any reference to whether the transport mechanism is particle 
or wave in nature. 

Classical geometrical optics applies to isotropic lossless media which may or 
may not be homogeneous. In this chapter we will only consider homogeneous 
media where the index of refraction is assumed to be real and is given by 


i= (9-1) 
and is not a function of position within a given medium. Here c is approximately 
3 x 105 m/s and v is the velocity of propagation in the medium. In a homogen- 
eous medium energy moves along ray paths that are straight lines. Normal to 
these ray paths are a family of surfaces called the eikonal of the ray system. In 
applying geometrical optics it is only necessary that we know either the eikonal 
of the ray system or the ray paths, since the two are uniquely related. 

For a plane wave in homogeneous media the eikonal surfaces are planes 
perpendicular to the ray paths as shown in Fig. 9-1a. For a spherical source, the 
eikonal surfaces are spherical surfaces perpendicular to the ray paths as shown 
in Fig. 9-1). 

The variation of the amplitude of the geometrical optics field within a ray tube 
is determined by the law of energy conservation since the rays are lines of energy 
flow. Consider two surfaces L, and L, + AL as shown in Fig. 9-2. Between the 
two surfaces we can construct a tube of constant energy flux by using the rays. 
Thus, the energy through cross section do, at P, must equal the energy flux 
through cross section do at P. If S is the rate of energy flow per unit area, the 
condition of constant energy flow through the flux tube is 


S, dc, = S da. (9-2) 
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Eikonal 
surfaces 
Rays 
Rays 
= ЗЭ 
= Eikonal 
surfaces қ 
Point source 
(a) (b) 


Figure 9-1 The relation of rays and eikonals for two types of 
sources. (a) Plane wave. (b) Spherical wave. 


In the case of electromagnetic waves the quantity 5 is the real part of the 
complex Poynting vector and we can assume that 


] fE 2 
=. |- 9-3 


Substituting (9-3) into (9-2) yields 
|E,|? do, = |E|? do. (9-4) 


|E| = 15,1, | ane. (0-5 


Solving for |E| we obtain 


Wavefront 
at time t 
Wavefront 
at time t + At 


Figure 9-2 The relation of rays and wave- 
1, * AL fronts. 
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nm 


Figure 9-3 An astigmatic ray tube. 


Therefore we have obtained a relationship between the amplitude of the geo- 
metrical optics field at one point in terms of the amplitude at another. 

The relationship in (9-5) would be more useful if the radii of curvature of the 
wavefront surfaces йс and do, were used. Consider the astimatic ray tube picture 
in Fig. 9-3. The principle radii of curvature of 40, are p, and р, while the 


principle radii of curvature of do аге (p, + 7) and (p; + 7). We can write for 
the ratios 


dc do 
E IL EIU алада 9.6 
bi^ pc Dos +O) ид 
and thus 
do, рар: 
—— = ————————. 9-7 
do (p,+/)\(p2+7) (9-7) 


From (9-5) we һауе 


m — Pih ? 
а RUN (pı + о: + 7) 9%) 


Note that the tube of rays converge to a line at p, = 0 and p, = 0 where the 
cross section of the ray tube goes to zero. Therefore the amplitude of the geo- 
metrical optics field description becomes infinite there although the actual field 
does not. The locus of points where the ray tube cross section exhibits such 
behavior is called a caustic. Caustics may be a point, a line, or a surface. For 
example, consider a point source as shown in Fig. 9-4. We can construct a ray 
tube from four rays and write 


do, | dc 
p (p+ 7)" 


(9-9) 
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Figure 9-4 A tube of rays from a point source. 


р р 
= fet T = |Е,| ——. 9-10 
|E| | Я (p А (y | » p А / ( ) 


Thus 


The caustic would be located at the point source in this case. 

In both (9-8) and (9-10) we note that as / becomes large we have the usual 
inverse distance type field dependence found in the far zone of a three- 
dimensional source. Often, however, one is concerned with two-dimensional 
problems where one of the radii of curvature, say р;, becomes infinite. In such 
problems 


«c (9-11) 
1 


|E] = |E] 


Here, the eikonal surfaces are cylindrical and, as / — oo, we have an amplitude 


dependence of the field at large distances of the form 1/,//. Obviously, if both p, - 


and p; are infinite the eikonal surfaces are planes and |E| is a constant for all 
values of 2. 

The results of (9-8), (9-10) and (9-11) are extremely important for they permit 
us to easily compute the amplitude of the geometrical optics field at one point in 
terms of its known value at another. In electromagnetic field problems, however, 
we must also include the phase. Phase can be introduced into (9-8) artificially. 
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First, we take our phase reference to coincide with the amplitude reference. 
Thus, the electrical phase of the ray tube is given by e~/* and we may write for 
the amplitude and phase of the field in the ray tube of Fig. 9-3 


Е-Е,е% | Pif? 2-і (9-12) 


V (os + Mer + 7) 
or 


E= E,e*A(p,, 02, (ет 8 (9-13) 


where E, is the reference amplitude at / = 0, ф, is the reference phase at / = 0, 
A(p;, P2, 0) is the general spatial attenuation factor, and е^ is the spatial 
phase delay factor. 

Note that when / becomes less than — p; the quantity under the radical sign 
in A(pi, p2, /) becomes negative and a phase jump of z/2 occurs when the 
observer passes through the caustic. While we can neither predict the amplitude 
or the phase of the geometrical optics field at the caustic, we can determine the 
fields on either side of the caustic. 

Equation (9-12) or (9-13) permits us to approximately express the field at a 
point (i.e. /) in terms of the value at a known point (їе, / = 0). Rigorously, the 
result is only approximate, becoming. more accurate as the wavelength tends 
toward zero. In practice, however, we will find the geometrical optics expression 
to be highly accurate for engineering purposes where the assumptions of geo- 
metrical optics are valid. 

To finish our initial discussion of geometrical optics, we illustrate its use by 
considering the problem of reflection at a curved surface and the subsequent 
calculation of the radar cross section of a sphere. From (9-12) it is apparent that 
we need an expression for the radii of curvature of the wavefront in terms of the 
geometrical radius of curvature of the surface. Consider Fig. 9-5 which depicts a 
line source parallel with the axis of a convex cylinder of arbitrary cross section. 
From Fig. 9-5a 


372—2a—(rn—0,-20,— a. (9-14) 
The element of arc length in Fig. 9-5b is equal to r Ах and 
Ay, 7 "T (A0, pt Ах), 


Aa = - 
mee cos 0, cos 0, 0-15) 
Since Ау; = A6, + Ax we have 
re Aa = P: An s ae (9-16) 


cos, | cos 0, 
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Medium 1 Medium 2 


Line source 


(a) 
Ay, = 40, — da A6, = 62 — 6 
Луз = A0, + Да 


(b) 


Figure 9-5 Ray geometry for reflection by a 
curved conducting surface. 


Solving both (9-15) and (9-16) for r$ Ax cos 0, we have, respectively, 


rj Ал cos 0, = /, A0, — /, Ах (9-17) 
and 
r4 Ax cos U, = p, Аб, + p, Aa. (9-18) 
Solving both of these equations for Ax and equating the two results yields 
ғ, ^0 
o о e Pi 49, (9-19) 


r,cos@,+/, r4 cos 0,— pi 
»^ich after some manipulation gives us the desired result 


1 2 


1 
Хэ Feud (9-20) 
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ок 


Specular 
point 


Figure 9-6 Geometrical optics scattering by a 
sphere. 


This equation! relates the principal radii of curvature of the reflected wavefront 
to the geometrical radius of curvature of the surface at the point where the ray 
strikes the surface. 

As a simple example of the application of (9-20), consider the situation shown 
in Fig. 9-6 wherein a plane wave is incident upon a sphere. We wish to find the 
field scattered back in the direction of the transmitter and from this back- 
scattered field find the radar cross section of the sphere. Thus, the only ray we 
need consider is that reflected from what is called the specular point. In this 
situation, then, /, = оо, 0, = 0°, and г, = a in (9-20) and we have the result that 


=p (9-21) 


where p; is the radius of curvature of the reflected wavefront orthogonal to p,. 
(See Prob. 9.1-1 for an expression for p3.) 

If the incident field has a value of E, at the specular point, then in the 
backscattered direction, 


E= E, e: 29 (9-22) 
1 


there being the same value for p; as for p, in this example. Therefore, using 
(1-234) the radar cross section is (at high frequencies) 

a/2 
a/2+/ 


2 
с = lim 4n/? = xa". (9-23) 


(>w 


! Even though this result is based on a two-dimensional configuration. the result is somewhat more 
general than this in that it holds true in the plane of incidence (see Section 9.4) whenever the plane of 
incidence coincides with the principal planes of the surface. 
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Figure 9-7 Radar cross section, c, of a sphere versus the electrical radius of the 
sphere [2; 3, 4]. 


The exact value for о/ла? is shown in Fig. 9-7. We note that as the radius of 
the sphere becomes larger, the more closely the geometric optics cross section 
approaches the exact result. That is what one would expect since geometrical 
optics assumes the wavelength is small when compared to the geometrical 
dimensions of the scattering surface. Furthermore, the result in (9-23) is 
frequency independent, which is typical of geometrical optics calculations. 


9.2 PHYSICAL OPTICS 


In the previous section we calculated the scattered field from the sphere by 
geometrical optics. Often we can calculate these same scattered fields by physical 
optics. The concept of physical optics can be considered to be somewhat more 
general than geometrical optics since the equations obtained from physical 
optics for the scattered field from a conducting body often reduce to the equa- 
tions of geometrical optics in the high-frequency limit. In fact, it is assumed in 
physical optics that the field at the surface of the scattering body is the geometri- 
cal optics surface field. This implies that, at each point on the illuminated side of 
the scatterer, the scattering takes place as if there were an infinite tangent plane 
at that point while over the shadowed regions of the scatterer the field at the 
surface is zero. 

For a perfectly conducting body the assumed physical optics surface current is 


Тах Н, inthe illuminated region 


m -24 
T ape in the shadowed region phot) 
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where fi is a unit normal vector outward from the surface of interest as shown in 
Fig. 9-8. Let us derive an expression for the scattered electric field from such a 
body. Starting with the vector potential, we have 


"TET | 
д а (9-25) 
Ц 


4лК 


where R is the distance between the source point and observation point. 

From image theory, the tangential components of H at a perfect conductor are 
just twice those from the same source when the conducting scatterer is replaced by 
equivalent currents in free space. Thus the physical optics current is given by 


Ј = 2(fi x Н!) (9-26) 
if we assume the incident field phase to be zero at the phase reference plane. 
Thus, making the customary far-field assumptions we can write 


REL .. x , 
7 || 2(8 x H)e^7 ds (9-27) 


E 


PR 


from which the far-zone scattered field is given by ES = —japA, or 


1 -эфба. 

Jape А 175577 

E= — 777  [[ 26 x Hije ds (9-28) 
4nf, А 
Phase 
reference 
plane 
n Shadow boundary 
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Figure 9-8 Physical optics current on a conducting scatterer. 
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where / is the distance from phase reference plane in Fig. 9-8 to the scatterer and 
2, is the distance from the phase reference plane to the far-field observation 
point. It should be noted that this expression for the scattered field is frequency 
dependent in contrast to the geometrical optics expression which is frequency 
independent. It might, therefore, be intuitively inferred that physical optics pro- 
vides a more accurate approximation to the scattered field. While this may be so 
in certain cases, a general conclusion cannot be reached since necessary and 
sufficient conditions for the valid application of physical optics are not known. It 
is fortunate for the engineer that physical optics works in many practical prob- 
lems, even though in some of these problems prior justification of its application 
would be difficult to make. 

Let us make a physical optics calculation of the radar cross section of the 
sphere, and then compare the result with that obtained via geometrical optics. 
From (9-28) we can write for the magnitude of E* 


si d ЇЇЇэгд ijo- jB 9-29 
|E*| azl 2(й x Hije“ ds]. (9-29) 
Using the definition of the radar cross section (RCS) we obtain 
4n| 1 ir. M 2 
c= [gg | @ memes 22 


For the case of the sphere shown in Fig. 9-9, we note that the only component 
of current that will have a net contribution to the backscattered field is given by 


|" хн" | 
а 


Figure 9-9 Physical optics scattering by a sphere. 
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22 x (ñ x X)H'. Using the vector identity (A-7), this reduces to —(Z - à)&H". 
Thus, 


E 2 
2-2. || (ает 7^ ds (9-31) 
$ 


since / = 22 due to the reference plane being the 2 = 0 plane. From Fig. 9-9 we 
note that 


3-й- cos 0= (9-32) 


and that an element of surface area is ds = а: sin 8 d0 dd. Since a — z = а cos 0, 
dz — a sin 0 40 and we have 


4 "^ 28 : су 2 
с = 3 l Kii i : Ja dz dp | : (9-33) 
Performing the integration we have 
4n 1 ]—e n" 
o=; a 3- | (9-34) 


The exponential term arises from the artificially imposed discontinuity in the 
current at the 0 = z/2 location onthe sphere. Since this discontinuity 15 nonphysi- 
cal, so too is the exponential term in (9-34) and we must disregard it. Thus. 


2 


ла”. (9-35) 


2 
6 — na^ 


4 5 zx] 
jV 2jfa 

We see then that the radar cross section of the sphere obtained via physical optics 
reduces to the geometrical optics result in the high-frequency limit. 

The fact that we have had to eliminate the third term in (9-34) is not a 
peculiarity of the sphere, but is common to any problem employing physical 
optics wherein a nonphysical discontinuity will give rise to an erroneous contri- 
bution to the scattered field that can be numerically significant when compared to 
the geometrical optics contribution. 

The second term in (9-35) may be taken to be the second term in a high- 
frequency asymptotic expansion of the scattered field. Such an expansion is in 
inverse powers of the frequency and is known as a Luneburg- Kline expansion 
[1]. The Luneburg-Kline expansion satisfies the wave equation and is a formal 
way of showing the correspondence between optics and electromagnetics in the 
high-frequency limit. The leading term in the Luneburg-Kline expansion is, in 
fact, the geometrical optics term which is also the first term in (9-35). 


Ва- х 
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Physical optics is more useful to us than just finding radar cross sections. For 
example, if we wish to find the far-field pattern of a parabolic reflector antenna, 
physical optics is one way of doing so. In fact, it is probably the easiest way of 
finding the radiated field on the forward axis of the reflector antenna. In direc- 
tions other than on the forward axis of the reflector antenna, physical optics 
provides us with a nonzero estimate of the radiation pattern. This should be 
contrasted with geometrical optics which can only provide information in a 
specular direction, but does so in a straight-forward manner. 

In summary, physical optics is an approximate method of considerable 
usefulness that can be expected to provide an accurate representation of the 
scattered field arising from a surface where the postulated physical optics current 
is reasonably close to the true current distribution. We recall from the discussion 
at the beginning of this section that the physical optics current will be a reason- 
able representation of the true current if the field at the scatterer surface is 
correctly given by the geometrical optics surface field. Thus, we can view physi- 
cal optics as an extension of geometrical optics and as such it is a high-frequency 
method. 


9.3 WEDGE DIFFRACTION THEORY 


In the previous two sections we introduced the ray-optical concept of geometri- 
cal optics and the somewhat more general concept of physical optics. Both 
theories were applied to the calculation of the backscattered field from a sphere. 
but no attempt was made to determine the field in the forward scattering direc- 
tion, in particular the shadowed region in Figs. 9-6 or 9-8. Since physical optics 
postulates a current only on the lit side and zero current on the shadowed side. 
the physical optics current alone is incapable of correctly predicting a nonzero 
field in the shadow region even though an actual measurement would generally 
indicate the presence of a field there. By simple ray tracing it is quite apparent 
that geometrical optics is also incapable of correctly predicting a nonzero field in 
the shadow region. However, geometrical optics may be extended to include a 
class of rays, called diffracted rays [5, 6], which permit the calculation of fields in 
the shadow region of a scatterer. Diffracted rays are produced, for example. 
when a ray strikes an edge, a vertex, or is incident tangentially to a curved surface 
as illustrated in Fig. 9-10. It is these rays that account for a nonzero field in the 
shadow region. In addition, they also modify the geometrical optics field in the 
illuminated region. It is the purpose of this section to examine in some detail one 
type of diffracted ray, the wedge diffracted ray of Fig. 9- 10a. 

Consider the wedge diffraction situation shown іп Fig. 9-10a. Geometrical 
optics would predict a sharp discontinuity in the field at a shadow boundary as 
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Figure 9-10 Examples of diffraction: (a) wedge diffraction, (5) tip diffraction, (c) 
curved surface diffraction. 


shown in Fig. 9-11. Since physical phenomena in nature are not perfectly discon- 
tinuous, it is apparent that geometrical optics by itself constitutes an incomplete 
treatment of problems such as those in Fig. 9-10. It will be shown that the wedge 
diffracted rays will make the total electric field continuous across the shadow 
boundary in Fig. 9-10a. 

Because diffraction is a local phenomena at high frequencies, the value of the 
field of a diffracted ray is proportional to the field value of the incident ray at the 
point of diffraction multiplied by a coefficient called the diffraction coefficient. 
That is, the diffraction coefficient is determined largely by the local properties of 
the field and the boundary in the immediate neighborhood of the point of 
diffraction. Since it is oniy the local conditions near the point of diffraction that 
are important, the diffracted ray amplitude may be determined from the solution 
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Figure 9-11 Magnitude of the geometrical optics field near 
either a reflected field shadow boundary (ф + $' = л) or an 
incident field shadow boundary (¢ — $' = n). 
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of the appropriate boundary value problem having these local properties. Such a 
problem is called a canonical problem and wedge diffraction is one such canoni- 
cal problem. Wedge diffraction is perhaps the most important canonical problem 
in the extension of geometrical optics as originally proposed by Joseph Keller in 
1953. Keller's theory is known as the geometrical theory of diffraction, or GTD 
(5. 6, 7]. 

Through the use of geometrical optics and the solution to a number of canoni- 
cal problems, such as those in Fig. 9-10, we can construct solutions to more 
complex problems via the principle of superposition. Let us now consider the 
canonical problem of wedge diffraction. To start, we will consider scalar diffrac- 
tion by an infinitely conducting and infinitesimally thin half-plane sheet as 
shown in Fig. 9-12. The half-plane is a wedge of zero included angle. To calcu- 
late the field in the region z > 0, we will use Huygens principle in two dimen- 
sions. Thus, each point on the primary wavefront along z — 0 is considered to be 
a new source for a secondary cylindrical wave, the envelope of these secondary 
cylindrical waves being the secondary wavefront. Thus, 


ж. 


Ер) = | b dE (9-36) 
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Figure 9-12 Plane wave diffraction by a conducting half-plane. 
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where dE is the electric field at P due toya magnetic line source parallel to the 
y-axis in the z — O plane, or 


dE = MEL e e ieri dx (9-37) 


where C, is a constant. If (/ + 6) > A and / > д, we may write for the contribu- 
tion to E(P) from those two-dimensional Huygens sources between x — a and 
Жа- %; 


Е(Р)- €i е}? | NEZ dx. (9-38) 
Jt "a 


We will consider the contribution from x, to oo later. When 6 < /, we can follow 
the same reasoning as in (1-81) to show that / + 6 = / + x?/2/. Making the 
substitutions y? = 2/4/ and и = ух gives 


,7Х 

E(P) = C, / 22e) | ек2 ду, (9-39) 
If the upper limit in (9-39) is allowed to go to infinity, the integral will be in the 
standard form of a Fresnel integral [7, 8]. The Fresnel integral may be easily 
evaluated on a digital computer or from a graph known as-Cornu's spiral, which 
is shown in Fig. 9-13a. A vector drawn from the origin to any point on the curve 
represents the magnitude of a Fresnel integral with lower limit zero and upper 
limit u,. As u, approaches infinity the tip of the vector will circle the point (3, 3) 
an infinite number of times which suggests that the contribution to the value of 
the integral comes primarily between the limits zero and u, provided u, > 1.26. 
For this reason, we can argue that allowing 7x, — oo in (9-39) has little effect on 
the value of the integral. Thus, 


E(P) = С, A2 e- i | e X2»? du. (9-40) 


The value of the integral in (9-40) can be represented by a vector drawn from 
any point on the Cornu spiral to the point (3, 3) (e.g., see Prob. 9.3-2). 

If the lower limit in (9-40) is allowed to go to minus infinity E(P) will equal 
the field strength without the half-plane present [8]. Thus, 


ЕР) = Ci / 220 — je” = E, e^. (9:41) 


Solving for С, and substituting into (9-40) gives the value of E(P) in terms of the 
free space field E,, 


E e*s TT 3 
E(P) 5 °° есімі primm qu (9-42) 


v 18 


Line length is proportional to field, 41,51, 
and c, correspond to positive values of a. At 
М the direct field and diffracted fields are 
in-phase. 


Note: The value of the relative field is 0.5 
at the shadow boundary corresponding 
to line dy. 


A vector drawn from the origin to any point on 
the curve represents the magnitude of the Fresnel 
integral and the negative of its phase. 
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Figure 9-13 (a) Use of the Cornu spiral in evaluating the Fresnel integral as a 
function of the parameter a. (6) Relative magnitude of the diffracted field in the 
vicinity of a shadow boundary. Refer to Fig. 9-12 for values of a. 
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where for this approximate analysis to hold it is necessary that / > 4 and that 
the point x = a not be far removed from the z-axis so that the assumption 7 > ó 
holds. A more exact (and complicated) analysis of this problem is possible but it 
has not been presented here for we wish simply to show how the Fresnel integral 
arises naturally in the study of wedge diffraction. 

Equation (9-42) and the Cornu spiral make it possible to visualize the varia- 
tion of the electric field as the point a moves along the x-axis causing the 
observation point to change from the lit region to the shadow region. The 
corresponding plot of the relative electric field in the vicinity of the shadow 
boundary is shown in Fig. 9-13b. We note that on the shadow boundary 
the value of the relative field is 3 and that in the lit region the value of the field 
oscillates about the value of unity. This oscillation can be interpreted as being 
caused by interference between the diffracted field and the direct field. Since there 
is no direct field in the shadow region, we observe that no such oscillation 
occurs. Unfortunately it is not convenient to explicitly distinguish between 
the direct and diffracted field in (9-42). In many applications of the geometrical 
theory of diffraction it is essential that we be able to mathematically distinguish 
between the direct and diffracted fields, as well as the reflected field which we 
have yet to consider. 

Referring to Fig. 9-14, we can identify two shadow boundaries, the incident or 
direct field shadow boundary and the reflected field shadow boundary. These 
two shadow boundaries serve to divide space into three regions wherein region I : 
contains direct and diffracted rays as well as reflected rays; region II contains 
direct and diffracted rays but no reflected rays; region III contains only dif- 
fracted rays. 
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Figure 9-14 Diffraction by a conducting half-plane 
showing the location of shadow boundaries. 
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For a field in any one of the three regions let us write E(p, ф) as consisting of 
a reflected field (р, ф + Ф) and an incident field v'(o, ¢ — $'). Thus, 


Ер, ф)- tv'(o, 6 + 9) + г(р, 6 — %) (9-43) 


The choice of sign depends on the polarization of the incident field. If the electric 
field is perpendicular (parallel) to the diffracting edge, the plus (minus) sign is 
used. The field E at the point P must be a solution to the scalar wave equation 
with the appropriate boundary conditions. The boundary value problem 
depicted in Fig. 9-14 was first solved by Sommerfeld in 1896. We will first 
consider his solution. To do so we must examine (9-43) more fully. 

The first term in (9-43) gives the reflected fields while the term v'(r, ф- ф) 
represents the incident field. If the ground plane were infinite in extent, the 
reflected field term would simply be the geometrical optics reflected field. 
However, in the case of the half-plane in Fig. 9-14, the reflected field will consist 
of two parts, namely a geometrical optics reflected field and a diffracted field. 
Both parts of the reflected field will appear to originate from an image source 
behind the half-plane. Similarly, the incident field can be thought to consist of 
two parts, a geometrical optics incident field and a diffracted field. Thus, for the 
reflected field 


*v'(o, 6 + H)= 4 Ер, p + $') + (р, ф + ф)] (9-44) 
and for the incident field 
v'(o, $ — à) = vy (0. o — 9) + vale, 6 — Ф) (9-45) 


where v, denotes the geometrical optics field and v, denotes the diffracted field. 
Thus, (9-43) may be thought of as being composed of four parts. Each of the 
terms on the right-hand side of (9-44) and (9-45) satisfies the wave equation 
individually except at the reflected field and incident field shadow boundaries, 
respectively. However, the sum of v, and v, makes 1” continuous across the 
reflected field shadow boundary and thus v” satisfies the wave equation there. 
(Similar comments apply to v'.) But, neither t" nor v' alone satisfy the boundary 
conditions at the wedge. However, the sum of v” and г” in (9-43) does satisfy 
the boundary conditions as well as the wave equation. 

From simple geometrical considerations we can see that for reflected geo- 
metrical optics rays, all points on a constant phase wavefront are given by 


velp, фф) = ей! 990107) — 0có-mn-—d'inregonI (9-46) 


wherein the phase reference is taken to Бе at the edge of the half-plane in 
Fig. 9-15 since we are using a cylindrical coordinate system whose origin is on 
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Figure 9-15 Geometry for the reflected field 
wavefront from a conducting half-plane. 


the edge of the wedge. By similar considerations for direct incident rays, points 
on a constant phase wavefront are given by 


v (p, фф) = еї? 090—9) O< фел + ф' in regions I and П. (9-47) 
For other values of $ 
i=) =e. (9-48) 


In other words, v, is zero in regions II and III for reflected rays and is zero in 
region III for direct or incident rays. It is the diffracted field that compensates 
for this discontinuity in the geometrical optics field as shown in Fig. 9-16. We 
see in Fig. 9-16 that for ф > 255° the total field is just the diffracted field and 
that the total field is continuous across the incident field shadow boundary at 
ф = 255° where the value of the diffracted field is 0.5. For 105? < $ < 255°, the 
total field oscillates due to the interference between the incident field and the 
diffracted field. At ф = 105° the diffracted field again rises to 0.5 and the total field 
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Figure 9-16 Diffraction by a half-plane showing the total electric field and the total 
diffracted field separately. The incident field is polarized perpendicular to the edge 
of the half-plane. 


is continuous across the reflected field shadown boundary. For ф < 105°, the total 
field oscillates almost between zero and two due mainly to the standing wave 
produced in region I by the incident and reflected fields and the fact that 
the field is observed at a constant distance (p — 34) from the edge of the half- 
plane requiring the observation point to sweep through the standing wave field. 
The field is normal to the half-plane at ф = 0 and is nonzero there. 
Mathematical expressions for the diffracted field г, have been a subject of 
considerable research in the past several decades in an effort to improve upon 
the early classical work of Sommerfeld [9]. For the half-plane problem of 
Fig. 9-14, Sommerfeld obtained an expression for the diffracted field due to an 
incident plane wave in terms of the Fresnel integral. This expression is? 


2 
сыр, $*)2 =ef" ia 
. ейірсөзф? сод EL el? dr (9-49) 


“app 


? Note that in (9-49) we are really writing two equations, one for thlr, ġ*) and the other for 
гг, $^ ) The use of the notation $* is for convenience and the reader should keep in mind that 
wherever it appears there are two separate equations implied, one associated with the reflected field 
and one associated with the incident field. 


93 WEDGE DIFFRACTION THEORY 467 


where 


фі-фіф (9-50) 


апа 


a= Í + cos $*. (9-51) 


We note that this solution is in a form somewhat similar to that of (9-42). The 
mathematical details of deriving the above are beyond the scope of this text. 
Sommerfeld’s work was more general than that of just a half-plane. He also 
considered the more general case of a plane wave illuminating a conducting 
wedge of interior angle (2 — п)л where 0 < n < 2.2 For this case he obtained an 


asymptotic evaluation of a contour integral representation for the diffracted field 
which is given by 


1,960990 * 99 11277272 
tp. d Нар байха — өндеу 9-52) 


Unfortunately, this asymptotic form yields infinite fields in the immediate vicin- 
ity of the shadow boundary [10]. The region near a shadow boundary is usually 
referred to as a transition region. Equation (9-52) is only valid outside a transi- 
tion region where the condition 


zi 
Bo( cos = cos 5 | > 1 (9-53) 


is satisfied. This condition is always met if the quantity Bp(1 + cos ф) is large, 
which means that the observation point at P(p, ф, г) must be at a large electrical 
distance from the diffracting edge. Nevertheless, (9-52) is a useful one if the 
observation point is not near a shadow boundary and the above conditions are 
met. 

In 1938 Pauli [11] improved upon the work of Sommerfeld by obtaining a 
series form for Sommerfeld's contour integral solution. Pauli's result is given by 


NT LR біп(л/п) СА 


Dein) 
= — |cos 
n/n cos(n/n) — cos(p* /n) 2 


. СС 


- e F? dr + [higher order terms]. (9-54) 


+ yap 


+ gli cos ф? 


This expression is far more accurate, particularly near the shadow boundaries, 
than (9-52) while being only slightly more difficult to evaluate. It is valid for 
0 «n «x 2. In the case of the half-plane (п = 2), the higher order terms are 


? Refer forward to Fig. 9-17. 


- 
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identically zero and Pauli's result in (9-54) reduces to that of Sommerfeld in 
(9-49). Pauli's expression was the first practical formulation of Sommerfeld's 
original solution which included a finite observation distance. 


Example 9-1. Sample wedge diffraction calculations 


The use of equations (9-49). (9-52), and (9-54) is best illustrated by an example. Let us 
calculate the diffracted field in Fig. 9-16 for ф = 250°. Using (9-49) we obtain 
г:(3,ф ) = (—9.146 — j9.146)(0.0436) 
- (0.997 + j0.0717)(0.359 — /0.620) 
— 0.397 4- j0.0760 
(—0.418 — j0.418)( — 0.954) 
: (—0.964 + j0.264)( — 0.0237 + j0.0820) 
= 0.0345 — j0.0335 


І 


vy(3, $* ) 


Thus the exact Sommerfeld solution gives for the diffracted field magnitude | —0.3625 + 
j0.0435| = 0.365 which agrees with Fig. 9-16. Using (9-54) we should obtain the same 
result for the half-plane case since Pauli's equation reduces to Sommerfeld's. Thus, 


гы(3.Ф ) = (0.798 + j0.798)( — 11.46)(0.0436) 
- (0.997 + j0.0717)(0.359 — /0.620) 
= —0.397 + j0.0760 
(3, Ф) = (0.798 + j0.798)(0.524) 


- (0.954)( —0.964 + j0.264) 
- (—0.0237 + j0.0820) 
= 0.0345 — j0.0335 
and the diffracted field magnitude is once again 0.365. We note that since ф = 250° is near 
the incident field shadow boundary, r4(3, @ ) is the major contributor to the diffracted 
field and r4(3. $^ ). which is associated with the reflected field shadow boundary, makes 
only a minor contribution. Both (9-49) and (9-54) would go to infinity precisely at the 
shadow boundary ф = 255° (or — 105°). For this reason we have elected to use 
ф = 250° in this example. Finally. let us use the asymptotic form іп (9-52). Thus 
гү (31.Ф ) = (0.065 — j0.065)( — 11.46) 

—0.745 + j0.745 
(0.065 — /0.065)(0.524) 
= 0.034 — j0.034 


! 


га(3.Ф7) 


and the magnitude of the diffracted field alone exceeds unity or that of the incident field. 
This result is in error because the condition in (9-53) has been violated. The result would 
be only 10", in error at p = 104 if @ = 255? 4- 12°, at 202 if ф = 255° + 5° at 302 if 
ф = 255° + 4°, and at 1004 if ф = 255° + 3°. However, no matter how large p is. the 
asymptotic form will be singular right at the shadow boundary. 
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Starting in 1953 it was Keller [5, 6] who systematically developed the geo- 
metrical theory of diffraction, or GTD as it is often referred to. In his work, he has 
called the quantities D($* ) and Р(ф” ) diffraction coefficients where 


= Вр 
[vso. $7) X oslo, 6*)] = [DH ) F Dlo T (9-55) 


and used the asymptotic expression of Sommerfeld in (9-52) to calculate the 
diffracted field due to plane wave incidence. The postulates of Keller's theory are 


1. The diffracted field propagates along ray paths that include points on the 
boundary surface. These ray paths obey the principle of Fermat, known also 
as the principle of shortest optical path. 


2. Diffraction, like reflection and transmission, is a local phenomenon at high 
frequencies. That is, it depends only on the nature of the boundary surface 
and the incident field in the immediate neighborhood of the point of 
diffraction. 


3. A diffracted wave propagates along its ray path so that 
(a) power is conserved in a tube of rays, and 
(b) phase delay equals the wave number times the distance along the ray 
path. 


A consequence of the second postulate is that the diffracted fields caused by the 
edge of the infinite wedge in Fig. 9-15, for example. appear to be cylindrical wave 
fields that originate at the wedge edge. This is consistent with the (p) '? 
dependence in (9-55). 

The simple ray formulation of Keller’s geometrical theory of diffraction is 
restricted to the calculation of fields in regions of space that exclude transition 
regions adjacent to shadow boundaries, caustics, and focal points. To calculate 
the field at such points, additions and modifications to the geometrical theory of 
diffraction are required. Further, if the incident field is not a plane wave, but a 
cylindrical or spherical wave, GTD must be modified to accept these incident 
fields as well. These various modifications will be considered in later sections. 


9.4 THE RAY-FIXED COORDINATE SYSTEM 


In the previous section we considered the scalar diffracted field due to a plane 
wave normally incident (i.e. traveling in the negative p-direction) upon a per- 
fectly conducting infinite wedge whose edge was along the z-axis. Such a coor- 
dinate system is said to be an edge-fixed coordinate system. On the other hand, 
the obliquely incident and obliquely diffracted rays associated with the point Q 
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Figure9-17 Geometry for three-dimensional diffraction 
problem. 


in Fig. 9-17 are more conveniently described in terms of spherical coordinates 
centered at Q. Such a coordinate system is said to be ray-fixed [1]. Let the 
position of the source of the incident ray be defined by the spherical coordinates 
(5, 70. 9"), and the observation point by the coordinates (s, 70, ф) as indicated 
in Fig. 9-17. Note that the point Q is a unique point on the edge for a given 
source location and a given observation point. 

The plane containing the incident ray and the edge of the wedge will be 
referred to as the plane of incidence, while that plane containing the diffracted 
ray and the edge of the wedge will be referred to as the plane of diffraction. The 
unit vector $' is in the direction of incidence and the unit vector $ is in the 
direction of diffraction. It is then apparent that the unit vectors ў, and $' are 
parallel and perpendicular, respectively, to the plane of incidence, and that the 
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Plane of 
diffraction (5, &) 


Figure 9-18 Ray-fixed coordinate system. 


unit vectors ў, and ф are parallel and perpendicular, respectively, to the plane of 
diffraction as shown in Fig. 9-18. ур and y, are angles less than 2/2 measured 
from the edge to the incident and diffracted rays, respectively, while 7 and ў, 
аге the implied unit vectors. Further, $' and ф are angles measured from one 
face of the wedge to the plane of incidence and diffraction, respectively, while ф/ 
and ф are the implied unit vectors. Note that ф and ф are measured from the 
same face of the wedge. 


Let us write a symbolic expression for the diffracted field in matrix form as 
[E] = [DIE ]4(o)e ^" (9-56) 


where [E"] and [E'] are column matrices consisting of the scalar components of 
the diffracted and incident fields respectively. [D] is a square matrix of the 
appropriate scalar diffraction coefficients, and p is the distance from the wedge 
edge to the observation point and A(p) is a spreading factor. Now if the edge- 
fixed coordinate system is used, it is clear that [Ef] will have in general three 
scalar components Ес, E$, and E? and that [D] will be a three by three matrix. 
It can be shown that in such a situation seven of the nine terms in [D] are 
nonvanishing. However, when the ray-fixed coordinate system is used, there is 
no component of the diffracted field in the direction of the diffracted ray tube 
since the incident field is not allowed to have a component in the direction of the 
incident ray tube. It follows that there are then only two possible components of 
the diffracted field, Ес and Ес, and only two components of the incident field, E}. 
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апа Ei. Clearly [D] is a two by two matrix. In this case [D] has nonvanishing 
terms on the main diagonal. Thus, for plane wave incidence in the ray-fixed 
system (9-56) can be written as 


2| -D, 0 ee 
E4(s) 0 —D,}{E‘,(Q) 


where the scalar diffraction coefficients D, and D, are momentarily undefined 
and will be given in the following section. 

It is apparent that the use of the ray-fixed coordinate system instead of the 
edge-fixed system reduces the diffraction matrix from a three by three matrix 
with seven nonvanishing terms to a two by two matrix with but two nonvanish- 
ing terms. Thus, the ray-fixed system is the natural coordinate system to be used 
for wedge diffraction and the importance of using it can hardly be 
overemphasized. 

We have chosen to use the notation D, in association with Е! (0) and D, in 
association with Ej.(Q) not because Ei. and E}. are parallel and perpendicular, 
respectively, to the diffracting edge (which they are at normal incidence when 
Yo = 90°), but because Ei. and Е,, are parallel and perpendicular, respectively, to 
the plane of incidence as shown in Fig. 9-18. 

Since EŻ. and Е!,. are parallel and perpendicular, respectively, to the plane of 
incidence we will let EŻ. be written as Ej; and let Е!,. be written as E’,.. Similarly, 
E*(s) and E$(s) are parallel and perpendicular respectively to the plane of diffrac- 
tion as shown in Fig. 9-18. Thus, we will let E^ be written as E^ and let E4 be 
written as Е4. With these notational changes, (9-57) may be rewritten as 


5н) E- 0 | но 
Ef (s) 0  —-D,|[E.(Q) 


We will use this notation throughout the remainder of the chapter keeping in 
mind that when the | and 1 symbols are primed, reference to the plane of 
incidence is implied. When the | and 1 symbols are unprimed, reference to the 
plane of diffraction is implied. 


П 


вен (9-57) 


дее? (9-58) 


9.5 A UNIFORM THEORY OF WEDGE DIFFRACTION 


The modern version of GTD can be divided into the two basic canonical prob- 
lems of wedge diffraction and curved surface diffraction plus the lesser but more 
complex problems of vertex diffraction and tip diffraction. In the application of 
wedge diffraction to antenna problems, the important features of antennas are 
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modeled by perfectly conducting wedges. For example, the pyramidal horn 
antenna can be modeled by two half-planes as shown in Fig. 9-20 for the pur- 
pose of analyzing the E-plane pattern [10]. In such a problem, however, it is 
necessary to use cylindrical wave diffraction coefficients instead of plane wave 
diffraction coefficients as in Section 9.3. The first use of cylindrical wave diffrac- 
tion in the treatment of antenna problems such as in Section 9.6 was by Rudduck 
[10] who used Pauli’s formulation together with the principle of reciprocity to 
calculate the necessary cylindrical wave diffraction. Problems involving spherical 
wave diffraction are also common. 

In Section 9.3 some early developments in the study of diffraction by a con- 
ducting wedge were presented. We saw that although some of the formulas 
presented are certainly useful for some engineering calculations, they are limited 
in their accuracy in a transition (shadow boundary) region [e.g., (9-52)], or when 
the observation point is near (ғ < 2) the diffracting edge [e.g. (9-54)]. It would 
obviously be useful and convenient if there were available to us a theory of 
wedge diffraction having the property that it could accurately predict the dif- 
fracted field in such places as the transition regions or near the diffracting edge 
without the necessity for considering each type of incident field separately. Such 
a theory is available and is known as a uniform theory of wedge diffraction 
because it applies in all situations consistent with the postulates of the geometri- 
cal theory of diffraction given in Section 9.3. It is the purpose of this section to 
present the important results in this theory, known as the UTD, which is based 
on the numerous works of Kouyoumjian and Pathak [12, 13, 14]. 

In 1967 Kouyoumjian and co-workers obtained a generalized version of 
Pauli's result [i.e., (9-54)] with the resultant diffraction function 0; expressed as 
с:(1., $*) where L is a distance parameter more general than just the distance p 
used in Section 9.3 while @* retains the meaning used previously. In their work 
the distance parameter L is given by 


5 sin? ур for plane waves 
= 28. for cylindrical waves (9-59) 
pp 
s's sin? yg 


TEF for conical and spherical waves. 
8-8 


We note immediately that L is dependent upon the type of incident wave and the 
angle of incidence yg (which equals the angle of reflection yọ) as well as the 
distances involved. The distance parameter L in (9-59) can be found by imposing 
the condition that the total field, which is the sum of the geometrical-optics field 
and the diffracted field, be continuous at shadow or reflection boundaries. 
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When the work of Kouyoumjian and co-workers is expressed in terms of the 
scalar diffraction coefficients D, and D, where 


BL 

D(L, ġ. ¢')= [v,(L, $ )- әні. ф” Л re (9-60) 
ТДА 

Di(L, $, Ф) = (0501.97) + еі. 97 аа (9-61) 


we have (without proof) [12, 14] 


мэ —eg x4) 
Dy. Ф, Ф) = 2n xfi sin Yo 
(090) та" - y 


x 


+ cot( — 6 — H Fipra- Ф) 
2n 


+ (cot 


F[fLa* ( + $')] 


* 5-69 1125 * 21 (9-62) 
where, if the argument of Р is represented by X, 


F(X) = 3j| /X|e* | e ax. (9-63) 


* IX 


Again we see that a Fresnel integral appears in the expression for the diffraction 
coefficient. The factor F(X) may be regarded as a correction factor to be used in 
the transition regions of the shadow and reflection boundaries. Outside of the 
transition regions where the argument of F exceeds about 3, the magnitude of F 
is approximately equal to one as Fig. 9-19 shows. Even within a given transition 
region, usually only one of the four terms in (9-62) is significantly different from 
unity. 

The argument of the transition function, which is X = fiLa*($ + $'). may be 
calculated for a known value of BL if a^ as a function of ($ + ф) is known. To 
determine а” (ф + Ф) and a^ ($ + ф) we use 


3 2nnN* — (ф + ¢') 


a*(¢ + ¢')=2 co 5 


(9-64) 
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Figure 9-19 Magnitude and phase of the transition function F(fiLa) where а-а” 
ora. 


in which N* are the integers which most nearly satisfy the four equations 


2nnN* -(ф%іьф)-л (9-65) 
and 
2лпУ” -(ф-ф)--л. (9-66) 


We note that N* and N^ may each have two separate values іп a given prob- 
lem. For exterior wedge diffraction where 1 < n < 2, N* =Oorl but N` = -1, 
О or 1. The factor a*(ó + $') may be intepreted physically as a measure of the 
angular separation between the field point and a shadow or reflection boundary. 

Now that we have all the necessary relationships to calculate D and D,. we 
repeat (9-57) in the format of UTD as 


Е“(5) [78 0 
I =a 


EQ) ^ jts 2 
EA (s) 0 iex Aye? (9-67) 


Е. (0) 


where the spatial attenuation factor A(s) is defined as 


1 ег іл : = 
mus for plane, cylindrical, and conical wave incidence 
NA. 


A(s) = “7 4 18 (9-68) 


— m for spherical wave incidence. 
5(5 + s) 
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It should also be mentioned that, since diffraction concepts apply to acoustical 
problems, the diffraction coefficients D and D, in (9-67) are sometimes written 
D, and D,, respectively, which correspond to the acoustic soft and hard boun- 
dary conditions [14] Equation (9-67) for the UTD is programmed in 
Appendix G.9. 


Example 9-2 Sample UTD Calculation 


The use of equations (9-59) to (9-68) is best illustrated by an example. Suppose we wish to 
calculaie the diffracted field in Fig. 9-16 when ф = 250°. We have in this case: ф + ф = 
325°; ф-Ф = 175°; 2-34: BL = бт; n = 2. Thus, from (9-64) to (9-66) 


a* (ó + ф) = 2 cos?(197.5°), where N* = 1 
а"(ф- $') = 2 cos?(87.5°), where N* =0 
a (ġ + ф) = 2 cos?(162.5°), | where М” -0 
a (ġ — Ф)- 2 cos*(87.5°), where N^ = 0. 


From Fig. 9-19, using the respective values of a^ and a^ above, we obtain 


Е(бл - 1.819) = 0.999 + j0.0146 
Е(бл · 0.0038) = 0.318 + j0.216 

Е(6л - 1.819) = 0.999 + j0.0146 
Е(бл - 00038) = 0.318 + j0.216. 


Using (9-62) and (9-68) 


D (L, $, Ф) = —0.628 + 0.0735 
A(s)e~##* = 0.577. 


From (9-67) 


E4(s) = —0.363 + j0.0424 
or 
| E^ (s)| = 0.365 


which agrees with Fig. 9-16. It is worth noting that when the four correction factors F 
above are multiplied by their associated cotangent factor, it is the fourth term above which 
is much larger than the others. As mentioned earlier, usually just one of the terms in 
(9-62) turns out to be large. even close to a shadow boundary. Equation (9-62) will not 
exhibit a singular behavior at a shadow boundary as was the case in Section 9.3 with 
(9-49) and (9-54). 
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If the field point is not close to a shadow or reflection boundary and ф + 0 or 
nz (grazing incidence), the scalar diffraction coefficients D, and D, reduce to 


Keller’s diffraction coefficients [see (9-52) and (9-53)] which may be written as 
e X^ sin(x/n) 
п./2т sin ур 


1 1 
а-а) 09) 
$-9* a 2219 


п 
0608 = “cs = cos — 
n n n n 


This expression is valid for all four types of incident waves given in (9-59), which 
is important because the diffraction coefficient should be independent of the edge 
illumination away from shadow and reflection boundaries. However, from Sec- 
tion 9.3 we know that (9-69) will become singular as a shadow or reflection 
boundary is approached. 

Grazing incidence, where $' = 0 or пл, is a special case which must be соп- 
sidered separately. In this case Dy 22 0, and the expression for E{ must be mul- 
tiplied by a factor of 4. If we consider grazing incidence to be the limit of oblique 
incidence, we can see how the need for the factor of $ arises, because at grazing 
incidence the incident and reflected fields merge. When they merge, one-half of 
the total field propagating along the face of the wedge toward the edge is the 
incident field and the other half is the reflected field. The merged field is then 
regarded as being the “incident” field but it is too large by a factor of 2 and the 
factor of 4 becomes necessary. That is, (9-67) requires the use of the free space 
incident field and not the merged field. 

The uniform theory of wedge diffraction described in this section (which is 
programmed in Appendix G.9) permits us to consider diffraction problems where 
in both the source and observation points are quite close to the diffracting edge 
(i.e, a wavelength or even less). It also permits us to consider any type of TEM 
incident field. A more general expression for L, valid for an arbitrary wavefront 
incident on the straight edge of a wedge, appears in the literature [13, 14]. 

' Unlike the edge diffraction formulas presented in Section 9.3, (9-62) is valid in 
the transition regions of the incident field shadow boundary and the reflected 
field shadow boundary. Equation (9-62) cannot be used to calculate the field at a 
caustic of the diffracted ray. This does not conflict with the concept of a uniform 
theory of wedge diffraction because geometrical optics itself is incapable of deter- 
mining the field at a caustic. The field at a caustic may, however, be found 
through use of a supplementary solution in the form of an integral representa- 
tion of the field. The equivalent sources in the integral representation are deter- 
mined from a suitable high-frequency approximation such as a geometrical 
optics or the geometrical theory of diffraction. The calculation of the field at a 
caustic by such methods will be considered in Section 9.10. 
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9.6 E-PLANE ANALYSIS OF HORN ANTENNAS 


To illustrate the application of the uniform theory of diffraction presented in the" 


previous section, consider the E-plane horn antenna shown in Fig. 9-20a. In this 
section we use the model shown in Fig. 9-20b to compute the complete E-plane 
pattern of the horn antenna. The model is simple and therefore particularly 
well-suited to use as a first example of the application of the UTD. The model 
has only three sources of radiation and is two-dimensional in nature (i.e., infinite 
in the +x-directions) which in the E-plane well-represents a three-dimensional 
horn antenna. 

The equations applicable to the analysis are as follows. Note that the angle ¢ 
(0 « ¢ < 2л) is used instead of 0 (0 < 0 < л) so that positions in the yz-plane 
may be defined unambiguously. In the far field we have (in the yz-plane) 


ru-r-—asiné (9-70) 
r,—-r-rasinc (9-71) 
r} =r + py COS C cos Cy (9-72) 


where ғ, and ғ; are distances to the far-field observation point P(r, 6, ф = 1/2) 
from diffracting edges 1 and 2 respectively, and r, is the distance from the line 
source to the far-field observation point as shown in Fig. 9-20b. Thus, the inci- 
dent field along the direct ray can be expressed by 
3 "REL e lr А 
E(P)2 —— т-не Wee De < Ske (9-73) 
Ул Jr 


and 
(p «6C«2n— Gi. (9-74) 


Note that in applying the UTD we do not replace the conducting surfaces with 
equivalent currents radiating in free space as in the preceding chapters of this 
book. Instead, the conducting surfaces are retained. As a consequence, for exam- 
ple, Е(Р)- 0 when £ > Cy. 

The edge diffracted field at P(r, 5, ф = 1/2) from a diffraction point Q, on the 
"top" edge may be written 


J 
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(9-75) 
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Figure 9-20 (a) E-plane sectoral horn. (6) Model of 
E-plane sectoral horn. (c) Neglected rays. 
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and 


E4(P) = 0, пъ. <<, (9-76) 


Similarly, the diffracted field at P(r, C, ф = л/2) from a diffraction point Q, on 
the * bottom” edge may be written 


PEL e i 


l pi d P" і й »- jfla sint 
ЕИР s POUR, de G) Duc РИ) га гас 


-л-<(<; (9-77) 
апа 
E4(P) = 0, 5 giant (9-78) 
where 
7522 
Е(01)- Е.(0,) = Eh (9-79) 


Thus, the total field at an observation point P(r, С, ф = 2/2) may be written as 
the scalar sum 


E(P) = EP) + E(P) + ES(P). (9-80) 


In the above equations scalar D, denotes the diffraction coefficient at the 
point of diffraction Q,, for the case where the incident electric field is normal to 
the edge. The diffraction coefficient at Q,, depends on the geometry of the inci- 
dent and diffracted rays at Q,, and is most accurately given by (9-59) and (9-62). 
Here, of course, we consider the incident field to be cylindrical and use the 
cylindrical wave form for the distance parameter L. Е(0,,) is the incident field 
that is both perpendicular to the edge and to the incident ray. 

At first glance the factor of one-half in (9-75) and (9-77) might appear to be 
incorrect. However, in this problem the rays from the line source are incident at 
a grazing angle with the surface of the horn walls and therefore deserve special 
consideration. Grazing incidence, where $' = 0 or пл, requires that D, in (9-67) 
be multiplied by a factor of 3 as discussed in the preceding section. 

Figure 9-21 shows results calculated with the model shown in Fig. 9-20b and 
also experimental data. The agreement between the calculated results without 
using double diffractions (dashed curve) and the experimental results is seen to 
be very good. Note that there is a discontinuity in the calculated results when 
č = 90° (or 270°). This discontinuity may be removed simply by including rays 
which diffract from Q, (or Q,) and travel across the horn aperture to Q, (or Q;) 
and are diffracted a second time as indicated in Fig. 9-20c. 
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Figure 9-21 Calculated and experimental E-plane patterns of an E-plane sectoral 
horn. 


і Also shown in Fig. 9-20c are several other rays which have not been included 
in the calculated results because in this problem they provide a relatively weak 
numerical contribution. Strictly speaking, those rays shown in Fig. 9-20c which 
do not involve double diffractions should be included in the analysis. These are 
the two rays that experience a reflection after undergoing diffraction at 0, (or 
Q;. which are not shown). Of the two doubly diffracted rays shown, here only 
the one from Q; to Q, is important because it compensates for the shadowing of 
О when č > 90°. There is no similar compensation needed in the case of the 
p. doubly diffracted ray which goes from 0, to the “top” wall and back 
to Q3. 

In conclusion, we have used a simple model (i.e., Fig. 9-205) to calculate the 
E-plane pattern of horn antennas with good results. Strictly speaking, we should 
have included some of the rays in Fig. 9-20c but did not do so for the sake of 
simplicity without a loss of accuracy. It is a fundamental fact that in applying the 
UTD (or GTD), one must be careful to identify and to include all rays that arise 
in the problem. In the horn problem here we were able to omit some of the rays 
only because they were not in or near a transition region. 
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9.7 CYLINDRICAL PARABOLIC ANTENNA 


As a second example of the application of the UTD, we consider the cylindrical 
parabolic antenna shown in Fig. 9-22. We use the aperture integration procedure 
given in Chapter 8 to obtain the pattern in and near the main beam, but use the 
UTD to compute the pattern everywhere else. As in the study of the horn 
antenna in the previous section, the model here is two-dimensional. We consider 
only the diffractions that occur at the edges of the parabolic surface and ignore 
any higher order rays associated with the curved surface (e.g., see Section 9.12). 

First let us consider the equation for obtaining the main beam and first few 
side lobes. From Section 8.1 we may write for the far field E* obtained by 
aperture integration 


e fr a Fr(0,) j sint А 
ое чи van 
2n 


a Р 


E*(P) = jp 


where F,(0.) is the pattern of the electric line source current /* which serves as the 
feed for the cylindrical parabolic reflector antenna. (If the line source pattern is 
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Figure 9-22 Cylindrical parabolic antenna geometry. 
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isotropic, F, (0,) = 1.) Equation (9-81) is a two-dimensional specialization of the 
equations in Section 8.1. 

Equation (9-81) can, of course, give us the pattern for 90° >( > —90*. 
However, since we must perform the aperture integration anew for each value of 
C, it is more efficient in the computational sense to use (9-81) for (, 2 6 2 – 6, 
where С, is the angular extent of the main beam and the first side lobe or two 
and then to use the UTD for the remainder of the pattern. Clearly, we do not use 
aperture integration and the UTD simultaneously in the same angular sector. 

For the UTD model of the antenna the following equations apply. For the 
singly diffracted field from Q, we have at the far-field observation point 
P(r, $, ф = n/2) 


Е(Р)-0 F -st = (9-82) 
and elsewhere 
ЕЦР)- E (Q4)D (L, Ф, Ф) “- 
= E (Q1)D (L. 9. Ф) яд p" (9-83) 


where (9-70) has been used in (9-83). Similarly the diffracted field at P(r, С. ф = 
1/2) from Q, may be written 


and elsewhere 
d : e r2 
ES(P) = E (Q5)D. (L. Ф, d) = 
хэ 
"Эр, NM 
= E Ц(05)р (1.%, 9) —— e /^*"* (9-85) 
fF 


where (9-71) has been used in (9-85). In both (9-83) and (9-85) 


7 TB pe 
E' (Q1) = Е.(0,) = == F (0). (9-86) 


N Fe 


The total field at an observation point P(r. С, ф = 1/2) may be written as either 


Е(Р) = E(P) + E*(P) (9-87) 
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FigureS9-23 Calculated H-plane pattern of a cylindrical parabolic reflector 104 across 
having a focal-length-to-diameter ratio of 0.5. 


or 
E(P) = E(P) + E\(P) + EXP) (9-88) 


depending on the angle ¢ as mentioned earlier. 

Figure 9-23 shows a calculated pattern for a cylindrical parabolic reflector 
having a 107 aperture (i.e., 2a = 104) and a focal length to diameter ratio of 0.5. 
The electric line source that models the feed has a pattern of F; (0,)— cos? 0, for 
0, > 90^ andF, (0,) = 0 in the forward half-space where 0, < 90°. We note that the 
pattern has a small discontinuity at = 90° (and 270°) and that this discontinu- 
ity can be removed by including double diffracted rays between Q, and Q; as 
was done for the horn in the previous section. We also note that there is a small 
discontinuity at about ¢ = 127° (and 233°) which is a result of the shadowing of 
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Figure 9-24 Aperture distribution for the parabola of Fig. 9-23 with 
а feed pattern of cos? 0,. 


О, (ог Q, when ¢ = 233°). The relatively high level of the pattern in the vicinity 
of { = 120° is due to the spillover caused by the feed pattern. 

It is interesting to note that for the chosen feed pattern of cos? 6, the aperture 
electric field distribution is almost that of a cosine on a pedestal with a — 15-dB 
edge illumination as shown in Fig. 9-24. Referring to Table 4-2, we see that such 
a distribution should produce a pattern with a side lobe level of – 22 dB. Exam- 
ination of the pattern in Fig. 9-23 shows that indeed the side lobe level is 
— 22 dB. Thus, the pattern in the forward half-space could be well-represented 
by a line source, as discussed in Chapter 4, once the aperture field distribution is 
known. 

In this section we have examined the H-plane pattern of a cylindrical para- 
bolic antenna (ї.е., an electric line source was used to model the feed). We could 
also analyze the E-plane pattern when a magnetic line source is used to model the 
feed. This is left as an exercise for the student. 


9.8 RADIATION BY A SLOT ON A FINITE GROUND PLANE 


To illustrate further the application of the uniform theory of diffraction, con- 
sider the situation in Fig. 9-25 wherein a radiating slot is asymmetrically located 
along the x-axis of the rectangular plate. We desire pattern information in both 
principal planes to determine the amount of ripple in the pattern caused by edge 
diffraction. In general the edges denoted Q, and Q, will be illuminated unequally 
unless d, = d; and thus the pattern in the xz-plane will not be symmetrical about 
the z-axis. 


= 
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Figure 9-25 Geometry of a slot on a rectangular plate. 


The geometry of the problem to be investigated, as depicted in Fig. 9-25, is a 
narrow aperture (or slot) with length T on a finite ground plane of dimensions A 
and B. The narrow slot has an electric field polarized in the x-direction and has 
a cosine-distribution in the y-direction. The length of the slot is taken to be 
one-half wavelength at the operating frequency. 

For radiation in the xz-plane above the ground plane the problem is repre- 
sented, to a first degree approximation, by an infinitely long slot. According to 
UTD there exists two edge-diffracted rays originating from edge points Q, and 
Q; due to the finiteness of the ground plane. Therefore, for a far-field observa- 
tion point P(r, 0, ф = 0) in the region of interest, the total field is the sum of the 
contributions from the direct ray and two edge-diffracted rays as shown in 
Fig. 9-26. Doubly diffracted rays exist but are small compared to the singly 
diffracted rays shown in Fig. 9-26 and are not included in the present analysis. 

For radiation in the yz-plane above the ground plane, a sampling of N + 1 
ideal dipole sources with cosine distribution is performed. There exists no first- 
order edge-diffracted rays because the incident ray is zero in the yz-plane. A 
geometry of five samplings (N = 4) is shown in Fig. 9-27. The end dipole sources 
are of zero amplitude since tangential E is zero at the ends of the slot. 

First let us consider the radiation pattern in the xz-plane. The direct ray from 
the narrow slot at an observation point P(r, 0, ф = 0) is 


Logd 
ЕЦР)- 88 7-р (9-89) 
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Figure 9-26 Direct and diffracted rays contribu- 
ting to the xz-plane pattern. 


The edge-diffracted ray from Q, at P(r, 0, ф = 0) becomes 
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Figure 9-27 Direct rays from the dipoles 
representing the slot contributing to the 
yz-plane pattern. 
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The edge-diffracted ray from Q, at P(r, 0, ф = 0) yields 


me : ~ jpr2 
ES(P) = 05 E. Q4)D.(. 6. 6) (9-92) 
2 
with 
104: 
E: (Q,) = ŻE, —— -4Е (05) (9-93) 


V4, 


The total field at an observation point P(r, 0. ф = 0) then becomes (in the sym- 
metrical case) 


E(P) = E(P) + Ei(P) + EXP). (9-94) 


The parameters r, r}, d,, r;, and d, are shown in Fig. 9-26. The parameter E, 
represents the magnitude of the electric field at the narrow slot in the xz-plane. 
E' (Qm) is that component of the incident field which is both perpendicular to the 
edge and to the incident ray. To first order D, is zero. However, there is a small 
amount of diffraction that does take place and this is called slope diffraction (see 
Prob. 9.8-1). The addition of slope diffraction to the diffracted field ensures that 
not only is the total field continuous across a shadow boundary, but also that 
the derivative of the total field is continuous. 

For the slot problem of Fig. 9-25, the radiation in the yz-plane may be 
analyzed in the region above the ground plane to a first degree approximation, 
by an array of dipole sources with a cosine distributed amplitude across the 
array. Let the total number of dipoles in the array be N + 1, then the separation 
between dipoles is 


re (9-95) 


The total field at an observation point P(r, 0, ф =n /2) then becomes 


ет NIS 7553 „2. 
E(P) = 6E, sin(90° — 0) Y | E тээн (9-96) 
п= – №2 E 

In Fig. 9-27 the geometry of yz-plane with five dipoles (N = 4) in the array is 
shown. 

Figure 9-28 shows the far-field pattern results in the xz- and yz-planes at both 
1 GHz and 3 GHz. The ground plane is 61 by 61 cm but the slot is taken to be 
one-half wavelength at each frequency and diffraction in the yz-plane has been 
assumed to be neligible, and under this assumption the pattern in the yz-plane is 
the same at each frequency as indicated in Fig. 9-28. However, due to diffraction 
the two patterns in the xz-plane are different, the " ripple" in the patterns being 
the result of the diffracted energy. Since the slot is located symmetrically on the 
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Figure 9-28 Far-field patterns in both principal planes at 1 GHz and 3 GHz. 


ground plane, we see that the pattern is symmetric about the z-axis. For com- 
pleteness the slope diffraction contribution to the yz-plane pattern at 1 GHz and 
3 GHz is also shown. 

While an experimental comparison is not shown here, such comparisons have 
been made with excellent results [14] even though diffraction from the four 
corners or vertices of the ground plane has been neglected. Although a formal 
solution for vertex diffraction does not yet exist, we know from experimental 
measurements that vertex diffraction is generally much weaker than wedge 
diffraction. Thus, the total far field is given to a good approximation by (9-94). 
In the problem considered here, vertex diffraction is weak in the xz- and yz- 
planes and somewhat stronger in the ф = 45° and ф = 135° planes. 


9.9 RADIATION BY A MONOPOLE ON A 
FINITE GROUND PLANE 


As another application of the uniform theory of diffraction and also as an 
example of a problem with a caustic in it, let us consider the two situations 
depicted in Fig. 9-29. First, consider the situation in Fig. 9-29a of a 4/4 mono- 
pole on a square plate and suppose we wish to obtain the pattern in the xz- 
plane. For purposes of far-field calculation and conceptual simplicity, a suitable 
approximation to the 4/4 monopole is the ideal dipole of Chapter 1. We will 
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Figure 9-29 Monopole on a finite ground plane: (a) square 
ground plane, (5) circular ground plane. 


consider the ideal dipole to be resting on the surface of the ground plane. Thus, 
following the development of the previous section for the slot, we have for the 
direct ray from the ideal dipole at P(r, 0, ф = 0) 


n 


EP) = ÎE, sin 0 (9-97) 


r 


which now must obviously be considered to be a spherical wave. The edge- 
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with 
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diffracted ray from О, at P(r, 0, ф = 0) appears to emanate from a single point 
and is therefore 


Ei NE ) e ів"! 
Е1(Р) = 65 E. (Q.)D.(L, Ф, b/d — (9-98) 
i 
: Y e~ ibd: 2522 
Е((0,)- 2E, 4 = Е (01) (9-99) 
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(Lopez) 


-20 & & Equivalent current solution 
(circular case) 


0 20 40 60 80 100 120 140 160 180 
Pattern angle, 0 (degrees) 
Figure 9-30 Radiation pattern. of a short monopole on a circular ground 
plane 64 in diameter. The calculated curve by Lopez [15] is for a 64 x 64 
square ground plane. 
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Similarly, the edge-diffracted ray from Q, at P(r, 0, 6 = 0) is 


EÁ(P) = 67 EL(Q;)D.(L, 9, d) /d; 


with Е (Q2) given by (9-99) since the source is located at the center of the ground 
plane. Diffraction from the sides containing Q4 and Q, does not contribute to 
the far field in the xz-plane since the monopole is positioned at the center of the 
ground plane and the diffracted fields from these two sides will cancel one 
another. As in the case of the slot of the previous section, we neglect diffraction 
from the four corners or vertices of the ground plane. The corresponding pattern 
for a 64 square ground plane is given in Fig. 9-30 (dashed curve). 

If we now consider the geometry of Fig. 9-29b, we note that in the xz-plane 
the diffracted radiation will also appear (due to Fermat's principle) to come from 
two points which are called stationary points. We note too that the --axis is a 
caustic in this problem because all rays from the circular edge of the ground 
plane intersect along the z-axis. Therefore, while we can expect to use the two 
stationary points to calculate the diffracted field contribution to the pattern in 
regions not near the caustic [15], we can likewise expect the “two-point approxi- 
mation " to be increasingly in error as the observation point P moves nearer the 
caustic. Figure 9-30 shows that indeed this is the case since the measured and 
two-point calculated patterns diverge both as 0 — 0 and 0 — m, which is also а 
caustic. The apparent difficulty in the vicinity of the caustic can be overcome, as 
suggested in Fig. 9-30, by the use of a fictitious equivalent edge current. As will 
be seen in the next section, the so-called equivalent current is not a physical 
current at all, but rather a mathematical artifice for predicting the correct dif- 
fracted field at or near a caustic. 


e Jh 


(9-100) 


Ға 


9.10 EQUIVALENT CURRENT CONCEPTS 


In the previous section we saw that, in the treatment of the circular ground 
plane, we could obtain the diffracted field using ordinary wedge diffraction 
theory if the point of observation was not near a caustic. [n essence, we were 
treating the problem as a two-dimensional one with the diffraction being taken 
as that from an infinite two-dimensional wedge, whereas in fact we had a finite 
edge that was not straight, but curved. 

To properly treat the diffraction by a curved edge or a finite wedge (i.e., finite 
length of the edge), it is necessary to consider the concept of equivalent currents 
[16]. As we shall see, the strengths (i.e, amplitude and phase) of these so-called 
equivalent currents will be determined by the canonical problem of wedge 
diffraction. 
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Consider the wedge of Fig. 9-17 to be of finite extent, — 7/2 < z(Q) < //2. To 
start, we assume the currents are the same as those on an infinite wedge. Let us 
determine the current flowing on the edge of the infinite wedge which would 
produce the scattered field predicted by wedge diffraction analysis. Thus, we 
specify an infinite line source whose current is determined by the diffraction 
coefficient. If the z-directed line source is an electric current, it can be shown in a 
manner similar to that used in Sections 1.3 and 7.11, that the solution to the 
scalar wave equation is [17] 


Y = Г HE(fp) (9-101) 
4j 
and therefore that the z-component of the electric field is 
EN 
E, = D neg) (5-102) 
5 4q«t 


where /* denotes an electric current. If the argument of the Hankel function 
НӨ р) is large. then using the asymptotic representation of the Hankel func- 
tion, we obtain 
e** 4) 3 
E, = npl —————= е)". 
x 2,/2л їр 
We note that (9-103) represents an outward traveling wave in the cylindrical 
А Ф EF . . 
coordinate system with the proper ,/ р dependence for a two-dimensional prob- 
lem. If instead the line source is a magnetic current /", then we have 
el 4) 
H= — В im lE 
n 2,/2nBp 
Since we are at present considering a strictly two-dimensional problem. we 
can also apply wedge diffraction theory to obtain the diffracted field from the 
edge for the two orthogonal polarizations. Thus, 


(9-103) 


en ibe, (9-104) 


о ihe 
Е.= ВЕ. ОН Энн (9-105) 
р 
and 
7 e n 
H, = рді. à. ф)н: —— 
қ 


(9-106) 


where D, and D are given in Section 9.5. Usually, however, we find that the use 
of equivalent currents involves the calculation of diffracted fields in regions away 
from an incident field or a reflected field shadow boundary or their associated 
transition regions. Thus, the asymptotic form in (9-69) for arbitrary incidence 
angle 715 usually sufficient. 
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From (9-103) with (9-105) and also (9-104) with (9-106) we can solve for the 
electric and magnetic currents of an infinite line source which will produce the 
same far fields predicted using the diffraction coefficients. Thus,* 


reg BD (4 655 Jani etm (9-107) 
nB 2 
and 
a A i 122 
"- Hip ID ф; м nf е) (9-108) 


We note that (9-107) and (9-108) give us the equivalent currents I° and І" but 
that they are numerically different for each value of ф and ф. The fact that these 
currents are different for different observation points (i.e., values of $) serves to 
emphasize the fact that these equivalent currents are not true currents, but 
fictitious currents that simply aid us in calculating diffracted fields. 

Considering Fig. 9-17 with the ray incident normally on the edge (yo/— л/2), 
we have, respectively, for the far-zone diffracted fields 


2 
[= Jop sint in | ир” qz (9-109) 
4nr “-/2 
апа 
. : ) : M eri -— 
Н" = Од sin ( ет)” | Іт ей cos б dz’. (9-1 10) 
4nr DM 


As in Chapter 4, we see that since the currents are constant with respect to -', 
(9-109) and (9-110) reduce to results in the general form of sin(x)/x with respect 
to the 0-coordinate. 

For the case of non-normal incidence (ie., 79 1/2), we can proceed in the 
same manner and show that 


2j 


ЛАТ e ттене н (9-111) 
and 
Xy ys lO n эь. 
I" ==! нар ds zo) ее tet (9-112) 


which includes the phase term to account for the traveling wave type current due 
to the non-normal angle of incidence. In obtaining (9-111) and (9-112) we have 
neglected the effects of the terminations at z = +//2. If the effect of the termina- 
tion could be specified, an alternative equivalent current could be composed of 


* Note that we denote the diffraction coefficient to be a function of L, ф, and $' to imply the Fresnel 
integral form of the uniform theory іп (9-62) and use ¢, ф', and ур when the asymptotic form in (9-69) 
is intended. 
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the currents given above plus a reflected current due to the termination. These 
reflection effects would be expected to be of most concern in the backscatter 
direction, rather than in the direction of the bistatic scattered field. Even so, as the 
edge becomes long in terms of the wavelength, termination effects diminish. In 
addition, usually the above currents find their application in the angular region 
near the plane normal to the edge, further diminishing any possible termination 
effects. 

When we obtain equivalent currents, we invoke the postulate of diffraction 
theory that diffraction is a local phenomena. For curved edges, we stretch this 
postulate even further than for the straight edge. That is, we assume that each 
point on a curved edge acts as an incremental section of an infinite straight edge 
and thereby determine the equivalent current. Thus, for example, the equivalent 
current that would enable us to calculate the diffracted field at the caustic of the 
problem in Fig. 9-295, would be [14] 


I*2 —(6 x §')- «£) ED, o. 0 JS utt (9-113) 


where we have used the result of (9-108) and the fact that ( x $) gives us the 
unit vector perpendicular to the ray from the sources to the edge. The use of 
(9-113) gives the calculated results in Fig. 9-30 which agree with experimental 
measurements in the caustic region. 

If, on the other hand, the source in Fig. 9-29 were a magnetic dipole, then the 
required equivalent current would be [14] 


г- ЖЕ) р (9.41: ANE (9-114) 


For an arbitrary polarization of the incident wave, both electric and magnetic 
currents are necessary to obtain the total diffracted field. Such a situation would 
occur, for example, in the calculation of the fields at or near the rear axis of a 
circular parabolic reflector antenna which is a caustic region. At the rim of the 
parabolic dish, the polarization of the field incident from the feed is generally 
neither perpendicular nor parallel to the edge. Thus, both electric and magnetic 
equivalent currents at the rim would be required to obtain the total diffracted 
field in the rear axial region. 


9.11 A MULTIPLE DIFFRACTION FORMULATION 


In the previous two sections we considered radiating elements on infinitely thin 
ground planes (i.e, n = 2). If, instead, the ground plane were “thick " such that 
one side could be represented by two 90° wedges as shown in Fig. 9-31, then it 
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Figure 9-31 Magnetic line source exciting 
оо oo surface rays on a half-plane of finite thickness. 


would have been necessary to consider the multiple diffractions that occur be- 
tween the two closely spaced edges. In such a situation, some of the energy 
diffracted by one edge is in turn diffracted by the other giving rise to second 
order diffraction or to double diffracted rays. Clearly, some of these double 
diffracted rays give rise to still higher order multiple diffractions. 

If, to reasonably approximate the total diffracted energy, it is necessary to 
include doubly diffracted rays, then it is usually simplest to include them in the 
same manner used to account for the first order diffraction in the previous two 
sections. On the other hand, if it is necessary to account for diffractions higher 
than second order, it is advantageous to use a procedure known as the method of 
self-consistenc y. 

Briefly, the method of self-consistency incorporates all the diffracted rays (i.e., 
single as well as all higher order multiple ones) into a total (or net) diffracted 
field from each diffracting edge. Thus, each of these total edge diffracted fields is 
excited by a surface ray. Between the two diffracting edges there are, therefore, 
two surface rays traveling in opposite directions. The amplitudes and phases of 
these two surface rays are treated as unknowns. To solve for the two unknowns, 
two equations are generated by applying single diffraction conditions at each of 
the two diffracting edges. 

To illustrate, consider Fig. 9-31. The coefficients C, and C, are the unknown 
amplitudes (i.e, magnitude and phase) of the.two surface rays on the surface ab. 
The coefficients С, and C, are known once C, and С; are known. Thus, we may 
write the following equations. At edge a. 


С, = C3 Rpa + VW (9-115) 
and at edge b, 
C; = С.К. + 2 (9-1 16) 
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and knowing С, and С; we have i 
С = Т,Сз + V, (9-117) 
Cy = ТС; + V, (9-118) 
where R and T are reflection and transmission coefficients, respectively, and V is 


the direct source contribution to the corresponding surface ray. 
Equations (9-115) and (9-116) may be written in matrix form as 


ЕЗ ы ЕЕ Wd (9-119) 


(“ІСІ = [V] (9-120) 


where [Z] is taken to be a coupling matrix and [V] is the excitation matrix. The 
elements of the coupling matrix specify the interactions between the two surface 
rays. In general, two surface rays may couple only if they travel on the same or 
adjacent faces of a polygon as shown in Fig. 9-32. This, in general, leads to a 
sparse [Z] matrix. 

For the situation in Fig. 9-31, the reflection and transmission coefficients are 


or compactly as 


Ru энэ ni du) (9-121) 
ab == === 2 1M 9, d 
V Pab 
where $* = $^ = 0 and y, = 90°, and 
е іВ?аь | 
Ta = —— 5 Di(L, $, 4) dise 


J Pa 2 


where $* = 2n — n/2, 6^ = 0, and у, = 90°. For Ta, ф” is 2л less the interior 
wedge angle of л/2. In both cases the distance parameter L used is that for 
cylindrical waves. For the special situation depicted in Fig. 9-31, Ras = К, and 


Ne Magnetic 
line source 
e C3 
23 а b {< 
| la Figure 9-32 Magnetic line source exciting 
Cal Ld £ € surface rays on an infinite four-sided polygon 


с, Cs cylinder. 
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Figure 9-33 Polygon approximation 
C) * of a curved surface cylinder. (a) 
Curved surface. (b) Polygon approxi- 

(a) (b) 


mation. 


Ta = Tha. This is not true in general. For example, it would not be true lor the 
situation depicted in Fig. 9-33. 
For the two excitation matrix elements we have 


y, NL >, Ф) (9-123) 
nr 

V, = —— D,(L, 4, ф) (9-124) 
V Ps 


where p,, is the distance from the line source to edge a and р,, is the distance 
from the line source to edge b. If the line source did not directly illuminate, say, 
edge b, then V, would be zero. Here we have considered only the TE case. A 
consideration of the TM case requires a knowledge of slope diffraction (see 
Section 9.8). 

As stated earlier, it may be sufficient in many problems to only take into 
account second order diffraction thereby neglecting all higher order multiply 
diffracted rays. An example of a situation where the method of self-consistency 
greatly simplifies the amount of work required for solution is suggested by 
Fig. 9-33. It is possible and practical to approximate the curved surface of 
Fig. 9-33a with a polygon such as that in Fig. 9-33b. For an accurate approxima- 
tion to the curved surfaces, the edges in Fig, 9-33b may be sufficiently close 
together that higher order multiple diffractions should be taken into account. 
The easiest way of doing that is via the method of self-consistency. However, the 
self-consistent field method only works well provided an edge is not in the 
transition region of a diffraction from another edge. This is a possibility if 
adjacent edges of the polygon are closely aligned and this limits the degree to 
which the curved surface may be approximated. 


9.12 DIFFRACTION BY CURVED SURFACES 


In previous sections we have seen how a perfectly-conducting wedge diflracts 
energy into the shadow region. Curved surfaces may also diffract energy [14. 19]. 
That is, when an incident ray strikes a smooth, curved perfectly-conducting 
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5 
Ес. 


Figure 9-34 Creeping wave concept of dif- 
fraction by a curved surface. 


surface at grazing incidence, a part of its energy is diffracted into the shadow 
region as illustrated by Fig. 9-34. 

In Fig. 9-34, the incident plane wave undergoes reflection from the illuminated 
portion of the scatter and undergoes diffraction at the shadow boundary at point 
A which is a point of tangency for the incident ray. At this point a portion of the 
energy is trapped resulting in a wave which propagates on the surface of the 
scatterer, shedding energy by radiation as it progresses in directions tangent to 
the surface (e.g., point B). 

This wave that propagates along the surface is known as a creeping wave. The 
creeping wave can be described by a launching coefficient at the point of capture, 
by a diffraction coefficient at the point of radiation, by an attenuation factor to 
account for the rate of radiation, and by a description of the path on the 
scatterer traversed by the creeping wave. Thus, we could write for the creeping 
wave contribution to the scattered field, Е, in the case of a two-dimensional 
problem 


eo 
E, = Еа, e tim (9-125) 
v 


where 


EX,, = creeping wave scattered field 
L4- the launching coefficient at point A 
Dg = the curved surface diffraction coefficient at point B 
75) = a(s) + jB(s) = creeping wave propagation factor 
s = arc length along the creeping wave path 


G(s) = the ray divergence factor determined by the 
geometry of the ray. 


500 HIGH-FREQUENCY METHODS 


The concept of a creeping wave is valuable in that it helps one visualize the 
physical process involved in diffraction by curved surfaces. For example, the RCS 
of a sphere as a function of the sphere radius is presented in Fig. 9-7. We can 
interpret the oscillatory feature of the curve as being caused by two creeping 
waves traveling around the sphere in opposite directions. Depending upon the 
electrical size of the sphere, these two creeping waves tend to either construc- 
tively or destructively interfere with each other causing the RCS to oscillate 
about the value contributed by the specular scattering in (9-23). As the sphere 
becomes larger, the amount of oscillation decreases which may be attributed to 
the decreasing amplitudes of the two creeping waves due mostly to the factor 
a(s) in (9-125). 

Diffraction by curved surfaces is mathematically more complex than that for 
the canonical problem of the wedge, so we will not pursue it further here. For 
many engineering purposes, the student can adequately approximate a curved 
surface by the method of the previous section. 


9.13 EXTENSION OF MOMENT METHODS 
USING THE GTD 


In Chapter 7 we saw how the method of moments could be applied to many 
antenna and scattering problems wherein the antenna or scatterer was not exces- 
sively large in terms of the wavelength. In this chapter we have seen how 
geometrical optics and the GTD can be applied to problems that are large in 
terms of the wavelength. The purpose of this section is to show how the class of 
problems solvable by moment methods can be enlarged by incorporating the 
GTD into the moment method solution [20]. In studying this section, the stu- 
dent will have an opportunity to test his or her understanding of the fundamen- 
tal concepts developed in Chapter 7 and in the previous sections of this chapter. 

Recall from (7-42) the elements of the generalized impedance matrix which 
may be given in inner product notation as l 


Z..= G, E) (9-126) 


mn 


This states that the Z,,,th element of the impedance matrix is found by reacting 
the mth test function with the electric field from the nth basis function. Similarly, 
the mth element in the generalized voltage matrix is found by reacting the mth 
test function with the incident field. 

Now in a strictly moment method formulation of a given problem all material 
bodies are removed and replaced with equivalent currents radiating in free space. 
Thus, when one reacts the mth test function with the field from the nth basis 
function, it is only that field which directly arrives at the mth test function via the 


“ 


5 
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shortest free space path which one needs to consider since it is the only possible 
field. However, suppose there exists in a given situation a portion of the struc- 
ture which is not represented by equivalent currents (ie. a material body re- 
mains as shown in Fig. 9-35). In this case, the calculation of the impedance 
matrix elements is more complex but not unduly so. Let these new impedance 
matrix elements be denoted Z;,. In terms of (9-126), the reaction of J,, with E, 
may be interpreted to mean the reaction of the test source with not only the field 
from the true source arriving at the test source directly, but in addition the 
reaction of the test source with fields from the true source that arrive by other 
means as suggested by Fig. 9-35. Therefore, one can write 


Zinn = (Im, AE, + BE,» (9-127) 


where a may be set to unity and b = b(m, n) is different for each m and n. The 
quantity БЕ, also represents the field due to J,. but arriving at the mth observa- 
tion point or region due to a physical process, such as a geometrical optics or a 
diffraction mechanism, which is not accounted for in that portion of the problem 
formulated by the moment method. Thus, 


Zinn = Im, Е, + (Sm. DE,» (9-128) 


or 


быт Zai + 2. (9-129) 


where the superscript g denotes that Z£, is an additional term added to, in 
general, each impedance matrix element due to a physical process g that redir- 


ects energy from the nth basis current function to the location of the mth test 
source. 
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free space currents 


Figure 9-35 A source radiating in free space with one 
scatterer replaced by an equivalent current and the other 
remaining as a material body. 
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As implied by Fig. 9-35, there is also a modification of the usual generalized 
voltage matrix terms. That is, 


Vin = (In, E; + сЕ), (9-130) 
where Е, is the incident field arriving directly at region m and сЕ, is that field 


from the source redirected to region m by a physical process g. We note that 
c = c(m) is different for each m. 


Vin = (Jy, Ei? + (Im, СЕ, (9-131) 
or 
Ve Vet И. (9-132) 
As a direct consequence of the foregoing discussion, we have 
[2127 = [v] (9-133) 
and its solution as 
(]- [271/7 (9-134) 


where |1718 the current on, for example, an antenna operating in the presence of 
scattering mechanisms that may be accounted for by either geometrical optics 
techniques or GTD. 
Initially, to combine the method of moments and GTD into a hybrid 
technique, consider the problem of a monopole near a perfectly conducting 
wedge as shown in Fig. 9-36. If we describe the monopole on an infinite ground 
plane strictly by the moment method matrix representation given in (7-42), then 
for the monopole near the conducting wedge we utilize (9-133) where in (9-129) 
the term Z2, is obtained by considering that energy radiated by the nth basis 
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Figure 9-36 Monopole on a conducting wedge. 
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function on the monopole that is diffracted by the wedge to the mth observation 
point or region. In the work here we employ pulse basis functions and point- 
matching wherein the testing functions are delta functions. However, the choice 
of basis and testing functions is not restricted to these functions. 

To calculate Z%,, we compute the electric field from the nth pulse basis func- 
tion incident upon the edge of the wedge at the stationary point. Taking that 
component of the electric field perpendicular to the edge and to the direction of 
propagation of the incident field, we then compute the energy diffracted to the 
observation point at the center of the mth segment on the monopole. The com- 
ponent of this field tangential to segment m is the term 2%, of (9-129) since we 
are employing delta weighting functions. To compute the diffracted field, we use 
the formulation in Section 9.5 for the case of spherical wave incidence. 

Shown in Fig. 9-37a is a calculated curve for the input resistance of a quarter- 
wavelength monopole a distance d from the edge of a perfectly conducting wedge 
(see Fig. 9-36) We note that the resistance oscillates about the value for a 
quarter-wavelength monopole on an infinite ground plane and also that the 
amount of variation is relatively small being only a few ohms. A similar curve is 
shown in Fig. 9-37b for the input reactance. Data for both curves was obtained 
directly from (9-134) without the need for any a priori knowledge of the current 
distribution or the terminal current value. 

Thus far the discussion has centered upon the calculation of input impedance. 
Obviously, if one can accurately compute the input impedance, then quite accur- 
ate far-field information can readily bè obtained too. For example, in the case of 
a monopole near a single wedge, as in Fig. 9-36, there may be as many as three 
contributors to the far field. First, there is direct source radiation except in the 
shadow region. Second, there is the reflected field, which is most conveniently 
accounted for by using the image in the horizontal surface. Third, there is the 
diffracted field that contributes in all regions and, of course, is the only source of 
radiation in the shadow region. A typical far-field pattern is shown in Fig. 9-38. 
Note that for x = 90° the field does not go to zero as would be the case if the 
ground plane was infinite in extent. 

If we wish to investigate a circular ground plane as in Fig. 9-39, we must use 
the equivalent edge currents described in Section 9.10. Thus, we replace the edge 
of the disk with an equivalent magnetic current M given by 


М = —2E,e"** Dp (L p, ф) v 2. (9-135) 


This equivalent magnetic current is used to calculate the field at the segment at s 
due to the current at s' as indicated in Fig. 9-39. Note that an equivalent mag- 
netic ring current must be calculated for each choice of s and х. 

It is useful for us to break up the equivalent magnetic ring current of Fig. 9-39 
into differential elements d/ so that the observation point is in the far field of 
each element even though it may be in the near field of the total ring current. 
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Figure 9-38 Normalized far-field pattern of a quarter-wave monopole on a 
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conducting wedge. 
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Figure 9-37 Input impedance of a monopole on a conducting wedge as a function 2 Figure 9-39 Segmented monopole encircled by a 
of the distance d from the edge as shown in Fig. 9-36. (a) Input resistance. Ёс magnetic ring current for analysis of a monopole 


(5) Input reactance. 1 on a circular ground plane. 
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The electric field in a plane perpendicular to an element d/ is given by 


Ма [јо 1 | ET 2 

en [ou auc. r 9-136 
áx le ^P F ы ) 

where r = (p* + z7)'?. Letting d/ = p dj where y is the azimuth angle, taking 
only the z-component at the monopole, and integrating over the range у = 0 to 


| = 2л yields 
ПРЕ 
ie (/ + 5 үе, (9-137) 


The value for E, is the term Z£, that is added to the impedance element 
obtained for a monopole on an infinite ground plane. This process gives the 
modified impedance element needed Z’,,, to calculate the modified currents (and 
hence input impedance) of a monopole on the finite circular ground plane. 

Figures 9-40a and 9-405 show a comparison between calculations made with 
the equivalent magnetic ring current and measurements for a monopole of 
length 0.2244 and radius 0.0034 on a circular ground plane for varying radius. It 
is apparent that the correct variation is accurately predicted for both the real 
and imaginary parts of the input impedance. For the input resistance the 
agreement between the measurements and the theory is excellent. For the input 
reactance the agreement is very good but there is a slight shift in the calculated 
curve when compared to the measurements. The amount of this shift is 
sufficiently small that it can be attributed to the usual problems associated with 
modeling the region in proximity to the driving point. 

Next, consider the situation shown in Fig. 9-41 where a monopole of height h 
is a distance d, away from a vertical conducting step. To properly determine the 
2%, term in (9-129), it is necessary to determine all the various combinations of 
reflections that can occur for rays emanating from the monopole and reflecting 
back to it as well as the diffraction from the top edge of the step. Since the 
vertical wall is at a right angle to the lower horizontal surface, there will be no 
diffraction from the interior wedge and all the reflections can most conveniently 
be accounted for by imaging the monopole into the horizontal ground plane and 
then imaging the resulting dipole into the plane of the vertical wall. 

Shown in Fig. 9-41 are two example situations that depict the utilization of 
the images. Considering the uppermost segment of the monopole to be the 
source segment, one set of rays shows the use of the image in the horizontal 
surface to calculate reflected-diffracted energy reaching the segments of the 
monopole. The other set of rays shows the use of the image in the vertical wall to 
calculate singly reflected energy. In the calculated results that follow, all combin- 
ations of singly reflected, doubly reflected, diffracted, diffracted-reflected, 
reflected-diffracted, and reflected-diffracted-reflected rays are taken into account. 
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Figure 9-40 Theoretical and experimental input impedance of a monopole of radius 
0.0034 at the center of a circular disk as shown in Fig. 9-39. (a) Input resistance. 
(5) Input reactance. 
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Figure 9-41 Monopole near a conducting step showing the 
partial use of images. 


All rays that involve combinations of double (or higher order) diífractions are 
negligible. 

Figure 9-42 shows the calculated input impedance for a quarter-wavelength 
monopole a quarter-wavelength away from a vertical wall whose height is 
4, > 0.254. As d; increases the impedance oscillates about the value for the case 
where d; — oo. The results of Fig. 9-42a and 9-42b show that as the diffracting 
edge recedes from the vicinity of the monopole, its effect upon the input im- 
pedance rapidly diminishes. Although we have not shown results for the case 
where the step height is less than the height of the monopole the same method 
could be used to investigate such situations. 

In combining moment methods with GTD we have proceeded from the philo- 
sophical viewpoint of extending the method of moments via GTD. In so doing 
we have shown that modifying the impedance matrix to account for diffraction 
effects (or geometrical optics effects) enables one to accurately treat a larger class 
of problems than could be treated by moment methods alone. An alternative 
interpretation of the hybrid method is also possible. That is, the procedure 
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(b) 
Figure 9-42 Input impedance of a quarter-wave monopole as a function of step 
height for the geometry of Fig. 9-41. (a) Input resistance. (b) Input reactance. 
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employed can be viewed as using GTD to obtain an approximation to the exact 
Green's function needed. 

While the hybrid method possesses many of the advantages inherent in both 
moment method (MM) and GTD, it also has some of the limitations peculiar to 
each. For example, as in the usual MM problem, one can treat arbitrary 
configurations of wire antennas (or slot antennas) taking into account lumped 
loading, finite conductivity, and so forth, and obtain accurate impedance data 
and current distributions. Naturally, one still must take the usual precaution of 
using a sufficient number of basis functions to assure convergence. On the other 
hand, as in the usual GTD problem, one must take care that the antenna is not 
too close to a source of diffraction (e.g., d > 0.24). 


9.14 SUMMARY 


In this chapter on high-frequency methods we have presented a variety of 
techniques for predicting both the near- and far-zone fields from perfectly con- 
ducting bodies whose dimensions are large in terms of the wavelength. Parti- 
cularly valuable for computational purposes is the uniform theory for wedge 
diffraction presented in Section 9.5 which can also be used to approximate 
curved surfaces as in Section 9.11. 

The importance of the GTD method in antenna and scattering problems 
stems from the significant advantages to be gained from its use, namely: (a) it is 
simple to use, and yields accurate results; (b) it provides some physical insight 
into the radiation and scattering mechanisms involved; (c) it can be used to treat 
problems for which exact analytical solutions are not available. The GTD is also 
used in acoustic problems such as SONAR and in problems involving inho- 
mogeneous media or anistropic media [21]. 

The methods of this chapter tend to complement the low-frequency moment 
method techniques presented in Chapter 7. And, as we have seen in Section 9.13, 
the two techniques may be formally combined into a hybrid technique which 
extends the class of problems to which we can apply moment methods. We can 
do so not only because both the method of moments and the GTD are highly 
practical techniques, but also because they are inherently flexible in their appli- 
cation to analysis and design problems. 
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PROBLEMS 


9.1-1 It can be shown [12] that the principal radii of curvature of the geometrical optics 
reflected wavefront are given by 


LM Bet 4 еи 
Pr 2l Èl h p 21ру ph] h 
where рі and p$ are the principal radii of curvature of the incident wavefront and p, and 
pa are the principal radii of curvature of the reflected wavefront. General expressions for 
Л and f; are given in the literature [12]. However, for an incident spherical wave, 
NE (= 0, , sin? 2| 
fia ~ cos 0; ri г5 


where 0, and 0; are the angles between the incident ray and the principal directions (i.e., 
tangent unit vectors) associated with the principal radii of curvature of the surface r4 and 
r5 , respectively. 
(a) Show that for 0, = 8o and 0; = 90°, the first equation reduces to (9-20) and the 
second to 
1 1 ,2cos0, 
fx % % 
(b) Without using (9-20) ог the expression for p; immediately above, show that in the 
case of plane wave illumination 


v Р1р2 = АЕ. 
9.1-2 An infinite elliptical paraboloid is described by the equation 
x 2 
шээг. 
2r  2r$ 
where r, and r; are the principle radii of curvature at the specular point. Using geometri- 
cal optics, show that the radar cross section for axial incidence is 


а = пүт. 


Actually, this result applies to any surface expressible in terms of a second-degree polyno- 
mial where r5 and r$ are the principle radii of curvature at the reflection point (2, 3]. Is 
the above result valid for a cylindrical surface or flat plate? Why not? 

9.1-3 A plane wave is incident on a smooth three-dimensional conducting convex body. 
The two principal radii of curvature of the body at the specular point аге rj = 54 and 
r5 = 102. Write expressions for the electric and magnetic backscattered fields if the incident 
plane wave fields are 


Е‘ = ye i and Н-2 
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9.2-1 Using physical optics show that the radar cross section of a flat rectangular plate at 
normal incidence is 


43 
а = 4л FE 
where A is the area of the plate. 
9.2-2 Equation (9-31) can be converted to a different and often useful form by noting that 
(£ - â) ds is the projection of the element of surface area ds onto the xy-plane. Thus, 


SS ds, 
(2-0) ds = ds, = FALL 


where ds, is the projection of ds onto the xy-plane. Then (9-31) becomes 
4я(1(" |.,,,ds 
zii - ре OS: 
77 Ї dM ae 2 


where / is the distance from the reference plane to the surface. Use the above expression 
for the radar cross section to derive the physical optics expression for the RCS of the 
sphere. 


9.2-3 Show that the RCS of an infinite cone (as shown) is 


22 tan* a 
ібл ` 


E! 


n" 


Reference 
plane 


9.2-4 Show that the RCS of a square flat plate with edges parallel to the x- and y-axes, 

and the direction of incidence in the xz-plane, is 

sin(fa sin 0) 
fla sin 0 


4na* 
22 


71 
| cos! 8 


where a is the length of one side. Compare the angular variation of this result with that of 
the uniformly illuminated line source in Chapter 4. 
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9.2-5 Show that the RCS of a circular flat plate, or disk, in the xy-plane is 
v za? Jj (44 sn?) 5 
 ta?0[ | 4 


where a in the radius of the disk and J,(x) is the Bessel function of order one. Also show 
that at 0 = 0° the above expression reduces to 


where 4 is the area of the disk [4]. 

9.3-1 A plane wave is incident upon a cylindrical parabolic reflector as shown. To obtain 
the diffracted field from the top edge (only) at any point in space, the edge may be 
analyzed as if a half-plane were tangent to the upper most portion of the parabolic 
surface. Divide the space around the top edge into three separate regions and write 
general expressions (with numerical values for ф”) for the total electric field from the 
top edge in those three regions of space. In which of the three regions is the total 
geometrical optics field zero? 


E' 
60* 
\ 
\ 
^ t 
be 
Iu 
xe 
4 
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\ 
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Parabola \ 
\ 
\ 
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9.3-2 Evaluate the following Fresnel integrals: 


(a) M dt. 
70 
25 

(b) | e^ a. 
"0 


| (с) [em ат. 
"5. 
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9.3-3 Find v,(p, $*) using both (9-52) and (9-54) for a 90° interior angle wedge when: 

(a) Фф = 45°, p = 104, ф- 220°. 

(b) Фф = 45°, p = 104, ф = 230°. 
ey e your results in (a) and (b) and explain any differences. What is v, in parts (a) 
and (b)? 
9.3-4 Find гр, Фф“) for а 90° interior wedge angle (both polarizations) when: 

(a) $' = 45°, p = 102, ф = 90°. 

(b) ф = 45°, p = 102, ф = 138°. 

(c) ф = 45°, p = 102, ф = 180°. 
Comment on your results and justify the formulas you used to evaluate the diffracted field 
in each case. 
9.3-5 A vertically polarized TV antenna transmits 10 kW at 600 MHz. A receiving 
antenna is shadowed by a I-km high ridge normal to a line drawn between the two 
antennas as shown. How much power is available at the terminals of the receiving 
antenna if the gain of the receiving antenna in the direction of the ridge is 8 dB and that 
of the transmitting antenna is 10 dB toward the ridge? As a rough approximation, assume 
the ridge is perfectly conducting. 


| | 
иВ---------10Кт-- —— e- 3km — 


9.3-6 Substitute (9-44) and (9-45) into (9-43) and explain the physical significance of each 
of the four terms you obtain. 

9.4-1 Consider a magnetic line source parallel to the edge of a half-plane as shown. In 
this situation the diffracted field appears to originate from a magnetic line source located 


Conducting 
half-plane 
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at the edge. Using the flux tube concept of Fig. 9-3, show that the diffracted field may be 
written as 


-jBp 
Бр)- - D. E07 7- 


where E, (0) is the value of the incident field at the edge. 
9.4-2 Repeat Prob. 9.4-1 when the magnetic line source is replaced by an electric line 
source and show that 


- ihe 


Е(р)- —D, EOS 


9.4-3 Consider the situation where a point source illuminates the edge of a half-plane at 
normal incidence. Unlike the previous two problems, in this case there will be spreading 
in both principal planes. Using the flux tube concept of Fig. 9-3, show that the diffracted 
field may be written as either 


€ етім 
E*(s) ELA р, ЛЕ + z - Js 


or 


Ei(s) = - D, E. (0) E ter 
s pss sts 0/5 


9.4-4 Show that the diffraction coefficient matrix [D] in (9-56) will generally have seven 
nonvanishing coefficients if an edge-fixed coordinate system is used rather than a 
ray-fixed system. 

9.5-1 Derive (9-69) from (9-62) and show that (9-69) is the same as (9-52). 

9.5-2 Consider the case where a half-plane is illuminated by a plane wav? and the obser- 
vation point is near the edge of the wedge. 

(a) Show that the UTD reduces to the Sommerfeld/Pauli result in (9-54) and hence 
that the UTD is exact. 

(b) Is the UTD an exact solution if the source is near the wedge edge and the observa- 
tion point is at a very large distance? Why? 

(c) If both the source and observation points are near the wedge edge, the UTD 
solution will not be exact. Why? (Although the solution may not be exact, the results may 
still be useful—see Section 9.13.) 

9,5-3 Show that an alternative to (9-65) would be to define М” as the value of [(@ + $') + 
n]/2rn rounded to the nearest integer. Define a similar alternative to (9-66). 

9.5-4 Consider a wedge illuminated by either an electric or magnetic line source parallel 
to the edge and at some distance from it (p' » 4). 

(a) Atthe reflection boundary (or incident boundary) show that the diffraction coefficient 
.must have a discontinuity of magnitude Ip pite + p) 

(b) Show that at the reflection boundary (or incident boundary) the UTD diffraction 
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coefficient is discontinuous by an amount + JE What determines the sign of the discon- 
tinuity? The following approximation is useful: 


F(X) = |./nX —2xe'"* — 2 


Xle i64 ејб"! + x 


(251) 


which is valid when X is small. 

(c) From the results of (a) and (b) show that the total field is continuous across the 
reflection (or incident) shadow boundary. 
9.5-5 A plane wave is incident at an angle of yọ = 45°, ¢’ = 30° on the edge of a 90° 
(n = 3) conducting wedge. 

(а) Use (9-62) and Fig. 9-19 to calculate E1 at a distance s = 2A when ф = 120°, 132°, 
138°, 180°, 222°, 228°, and 260° when E', = 1 V/m. 

(b) Repeat (а) for Ej, when Ej = 1 V/m. 
9.6-1 Use the E-plane model in Fig. 9-20b and the computer program in the Appendix 
G.9 to verify the curves in Fig. 8-14 which were obtained by aperture integration. 
9.6-2 Show why the rays in Fig. 9-20c make a negligible contribution to the radiation 
pattern except when С = 90°. 
9.6-3 Show that the doubly diffracted field from Q, in Fig. 9-20c can be written as 


4 1 e er ~ jB2a ifr diis 
Ej. (P) = = = D ‚Ф, 4 )D ilL, ф, à) Án is. 
1, 2(P) 2 Jp: 12(L, Ф, e)D ilL, Ф.Ф) % Jr e 


9.7-1 Use the computer program in Appendix G.9 to calculate the total diffracted field for 
0 « £ < 2л for the antenna of Fig. 9-22. Compare your results with Fig. 9-23. Why 15 
there a difference? 

9.7-2 Draw a sketch of the “creeping wave" rays (see Section 9.12) on the back side of 
the parabolic reflector of Fig. 9-22. Now draw rays which originate at 0, or 0; and reflect 
several times along the inside surface parabolic reflector. These rays are called whispering 
gallery rays. 

9.7-3 Show that the doubly diffracted ray from Q, in Fig. 9-22 can be written as 


o7 MP. 
E$ (P) = TT 700.0 alL, Ф, ¢DyilL, Ф, Ф) 
V Ро 


е jli2a e ifie 
= m мас 


9.7-4 Derive (9-81). 

9.7-5 If the line source in Fig. 9-22 is a magnetic line source, calculate the far-field 
pattern. Your result will be similar to that in Fig. 9-23, except that the discontinuity at 
C = 90° will be greater and the back lobes will be about 8 dB higher. Why? 

9.7-6 Use the UTD to calculate the H-plane pattern of a 90* corner reflector antenna 
with a dipole feed. The dipole feed is 0.57 from the apex of the reflector, the reflector sides 
are 1.02 long and the aperture of the corner reflector is 1.4142 across. 
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9.8-1 The diffracted field that is neglected in (9-96) may be written generally as [14] 
| 2Е(0) 2 


a BEN ШЕГІ Б. 
ESp(P) D ЭЭР" s(p +s)° i 


2jB én ap | 


Compare the value of this slope diffracted field with the direct field in (9-96) when 
0 = 90°. 

9.8-2 (a) Using (9-46) and (9-47) in (9-43) show how a factor of two arises in Е(р, ф) for 
the perpendicular polarization in the infinite ground plane case (vg = 0) when the plane 
wave has grazing incidence to the ground plane (ф' = 0). 

(b) Then verify in general that at grazing incidence the diffracted field must be mul- 
tiplied by 4, as in (9-90) and (9-92), to obtain the correct value of the diffracted field. To 
do this use either the asymptotic form in (9-52) or (9-69) to show that D , — 0 and that а 
factor of 2 naturally arises in D.. 

9.9-1 A short monopole (stub antenna) is mounted at the center of a circular ground 
plane 64 in diameter as shown іп Fig. 9-29b. 

(a) Using the two point approximation show that the relative diffracted field in the 
region 90° — 0 < 180° can be expressed by 


e Hp ni) 1 е FOB хох Ф 


^d 
ss phr |eos(b/2) соз(ф/2) 
where ф -3л/2- 0. 

(b) Why must the diffracted field be zero when 0 = 180° for this problem? Use a sketch 
and physical reasoning to explain why. 

(c) Calculate and plot a graph of the diffracted field for 90° < 0 < 180°, Compare your 
results with Fig. 9-30. 
9.10-1 Derive (9-107) and (9-108). 
9.10-2 Derive (9-111) and (9-112). 
9.10-3 A short monopole (stub antenna) is mounted at the center of a circular ground 
plane 64 in diameter as shown in Fig. 9-29b. 

(a) Using the equivalent concept, show that the relative diffracted field in the region 
90° < 0 < 180° сап be expressed by 


a e Kher nm 1 Л 
Е“- — қ ZO. 2646 2) 24/71 6л sin 0) 


where J, is the first order Bessel function. Note that 


~22 
| cos(S — 2)е 697 a£ = 2njJ (х). 
*0 


(b) Calculate the diffracted field and compare with that calculated in Prob. 9.9-1. 
9.11-1 A triangular cylinder is illuminated by a line source as shown. Apply the self- 
consistent method to this problem by setting up (9-120) in a form similar to (9-119). Note 
that some of the matrix elements will be zero. Check your solution with that in [18]. 
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* Line source 
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9.13-1 Consider а monopole at the center of a square ground plane whose sides аге 4/2 
long. The monopole is to be represented using pulse basis functions and delta weighting 
functions. The four sides of the ground plane are to be accounted for using wedge 
diffraction. Diffraction by the four corners is to be ignored. Derive the necessary equa- 
tions that would enable you to calculate 7%, in (9-133). 

9.13-2 Derive (9-135). 

9.13-3 For the problem in Fig. 9-41, show all possible ray paths that do not involve 
double (or higher order) diffractions. 

9.13-4 A dipole of length / is located a distance d from the surface of an infinitely long 
circular cylinder of radius a. The dipole is parallel to the axis of the cylinder. Show how 
you would account for the presence of the cylinder if only the dipole is represented by the 
method of moments. 


ANTENNA SYNTHESIS 


Thus far in this book attention has been focused on antenna analysis and design. 


The analysis problem is one of determining the radiation pattern and impedance 
of a given antenna structure. Antenna design is the determination of the hard- 
ware characteristics (lengths, angles, etc.) for a specific antenna to produce a 
desired pattern and/or impedance. Antenna synthesis is similar to antenna 
design and, in fact, the terms are frequently used interchangeably. However, 
antenna synthesis, in its broadest sense, is one of first specifying the desired 
radiation pattern and then using a systematic method or combination of 
methods to arrive at an antenna configuration which produces a pattern that 
acceptably approximates the desired pattern, as well as satisfying other system 
constraints. Hence, antenna synthesis, in general, does not depend on an a priori 
selection of the antenna type. Unfortunately, there is no single synthesis method 
that yields the “optimum” antenna for the given system specifications. There 
are, however, several synthesis methods for different classes of antenna types. In 
this chapter we shall discuss the more useful synthesis methods in current use. 
The discussion serves as an introduction to the topic of synthesis and should 
provide a foundation for studying more advanced treatments [1]. 


10.1 THE SYNTHESIS PROBLEM 


We will pose the antenna synthesis problem as one of determining the excitation 
of a given antenna type that leads to a radiation pattern which suitably approxi- 
mates a desired pattern. The desired pattern can vary widely depending on the 
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application. Several radiation pattern variables are listed in Table 10-1. To illus- 
trate, consider a communication satellite in synchronous orbit which is required 
to generate separate antenna beams for the western United States and for 
Alaska. Two main beams are required, both shaped for nearly uniform illumina- 
tion of each region. Also low side lobes may be specified to minimize interference 
over other regions of the earth, but higher side lobes could be permitted for 
directions not toward the earth. This type of pattern has multiple shaped main 
beams and a shaped side lobe envelope. 

The antenna itself can take many forms as indicated by the antenna variables 
listed in Table 10-1. The antenna type is composed of the continuity, shape, and 
size. There are many other antenna specifications, or boundary conditions, that 
are often included in the synthesis problem. A few follow: frequency of opera- 
tion, bandwidth, impedance, power handling capacity, polarization properties, 
efficiency, weight, and reliability. These specifications together with the desired 
pattern form the complete synthesis problem. A general solution procedure 
would provide the antenna type and excitation that give the best approximation 
to the pattern while satisfying all other specifications. Since no single method 
exists for such a solution, the synthesis methods are categorized by antenna type. 
Before discussing these methods a few preparatory remarks are required. 

If the radiation electric field components E, and E, are specified in the syn- 
thesis problem, a secondary synthesis problem can be formulated in terms of 
antenna aperture field transform components. For example, the aperture magnetic 
equivalent surface current solution of (8-26) can be solved giving 

“| cos ф sin ф LTE; 
r|- (is “т! 


10-1 
—cos Üsin ф сов 0 cos ф ( ) 


Е,| 
This can be used to obtain Р, and P, from specified functions E, and E,. The 
problem is then of synthesizing desired functions P, and P,, which are Fourier 


Table 10-1 Antenna Synthesis Variables 


Antenna variables Radiation pattern variables 
Continuity Main beam region 
Continuous Н Narrow main beam 
Discrete—array Single beam 
Shape Multiple beams 
Linear Shaped beam 
Planar Side lobe region 
Conformal Nominal side lobes 
Three-dimensional Low side lobes 
Size Shaped side lobes 


-~ 
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transforms of the aperture electric field components; see (8-18). The process is 
similar for each of P, and P,. Therefore we shall let f (0, ф) be the normalized 
pattern factor for either and frame our discussions using f (0, ф) As another 
example, consider a line source along the z-axis. If F,(0) is the normalized 
desired radiation pattern (from E,), then 
2 (0) 

440) = 42 (10-2) 
is the desired pattern factor. 

Throughout this chapter we will discuss the synthesis of f, which can represent 
several antenna types; for example, either P, or P, of an aperture antenna. Also f 
can be used for one principal plane pattern of a separable aperture distribution 
function (see Section 8.2.2). The total pattern is then the product of the principal 
plane patterns which can be synthesized separately. 

Our discussion of antenna synthesis will be limited to linear antennas, that is, 
either line sources or linear arrays. Many of the results, though, can be applied 
to two-dimensional antennas. Synthesis methods can be separated by antenna 
type or by pattern type. Only a few methods exist which can be applied to a 
variety of antenna and pattern types [2]. Usually synthesis methods for shaped 
beam patterns are completely different from those for low side lobe, narrow 
beam patterns, so we will separate the methods by pattern type. Line source and 
linear array synthesis principles with applications to shaped beam patterns are 
detailed in Sections 10.2 and 10.3. Low side lobe, narrow main beam methods 
are presented in Section 10.4. 


10.2 LINE SOURCE METHODS 


The radiation electric field from a line source of current (actual or equivalent) 
along the z-axis and of length L is given by (4-1). For synthesis problems we are 
only interested in the relative pattern variations. Furthermore, the element factor 
g(0) — sin 0 is accounted for separately; for narrow-beam, broadside line sources 
it is, in fact, negligible. The normalized pattern factor of a line source follows 
from (4-1) as! 

1 .1,/2 1 

/0)-4| ijet dz (10-3) 

UR 
where i(z) is the normalized form of the current function /(z), and it is usually 
normalized such that (10-3) produces a pattern f (0) which is unity at its maxi- 


' Frequently the z-axis is selected to be normal to the line source, in which case cos @ in (10-3) 
becomes sin f). 
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mum. The linear phase shift which scans the main beam is contained in i(z), for 
example, see (4-3). For convenience we define? 


(10-4) 


Then (10-3) becomes 


»1424 


(м) = | N ds. (10-5) 


This equation forms the relationship between the relative current distribution 
i(s) and the normalized pattern factor f (w). 


10.2.1 The Fourier Transform Method 


Since the current distribution i(z) extends only over the length L, [that is, i(s) 
is zero for |s| > L/24], the limits of the integral in (10-5) can be extended to 
infinity giving 


гн) | ЕСІМ (10-6) 


This is recognized as a Fourier transform. The corresponding inverse Fourier 
transform is 


is) = [^ foy? dv. (10-7) 


(See Prob. 10.2-1). This immediately suggests a synthesis procedure. If / (м) is the 
desired pattern, the corresponding current distribution 1,(5) is found rather easily 
from (10-7) as 


мв) | Лове ак (10-8) 


This is very direct, but unfortunately the resulting i,(s) will not, in general, be 
confined to |s| < 1/22 as required; it will usually be. in fact, of infinite extent. 
An approximate solution can be obtained by truncating 1,5) giving the syn- 
thesized current distribution as follows 


L 
149) НЕ 2; 
i(s) 24 (10-9) 


0 | (ж 
s| 75; 


2 Note that w is related to и of Chapter 4 by и = (BL/2)w. 
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The current i(s) produces an approximate pattern f (w) from (10-6). The current 
14(5) extending over all s produces the pattern f;(w) exactly. 

The Fourier transform synthesized pattern yields the least mean squared error 
(MSE), or least mean squared deviation from the desired pattern, over the entire 
w-axis. The mean squared error 


. 


MSE- | |у) —f,(w)|? dw, (10-10) 


with f (w) corresponding to i(s) in (10-9), is the smallest of all patterns arising 
from line sources of length L. The Fourier transform synthesized pattern, 
however, does not provide minimum mean squared deviation in the visible 
region. 


Example 10-1. Fourier Transform Synthesis of a Sector Pattern 


A sector pattern is a shaped beam pattern which, ideally, has uniform radiation over the 
main beam (a sector of space) and zero side lobes. Such patterns are popular for search 
applications where vehicles are located by establishing communications or by a radar echo 
in the sector of space occupied by the antenna pattern main beam. As a specific example, 
let the desired pattern be 


zoo cos te < 0 < соѕ !(—c) 
0) — 10-11 
fd?) |0 elsewhere ( a) 
or, equivalently, 
Get Bn зе 10-1) 
м} = Р >; 
5 0 elsewhere 
(м) is shown in Fig. 10-1a by the dashed curve, Using (10-11b) in (10-8) and (10-9) gives 
sin(2ncs) Т. 
do 3x < -12 
i(s) = 2c 22! |s| < 517 (10-12) 


If this sin(x)/x function were not truncated, its Fourier transform (its pattern) would be 


exactly the sector pattern of (10-11). The actual pattern from (10-6) using (10-12) is 
L 
.n(w +c) 
^ 


fiw) = 5% 27 


1 
л 


; nal (10-13) 


where Si is the sine integral of (F-13). This synthesized sector pattern is plotted in Fig. 10-1a 
for c = 0.5 and L = 104. The pattern is plotted in linear form, rather than in decibels, to 
emphasis the details of the main beam. Note the oscillations about the desired pattern 
on the main beam, called ripple. and the nonzero side lobes. This appearance of main 
beam ripple and finite side lobes is typical of any synthesized pattern. The current 
distribution of (10-12) is plotted in Fig. 10-15, 


> ім 


(b) 


Figure 10-1 Fourier transform synthesis of a sector pattern using a 104 line source 
(Example 10-1). (a) The synthesized pattern (solid curve) and the desired sector 
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10.2.2 The Woodward-Lawson Sampling Method 


A particularly convenient way to synthesize a radiation pattern is to specify 
values of the pattern at various points, that is, to sample the pattern. The 
Woodward-Lawson method is the most popular of the sampling methods [3, 4]. 
It is based on decomposition of the source current distribution into a sum of 
uniform amplitude, linear phase sources: 


a, 


5 L 
» 12 mwas 
La‘ [s| <=. (10-14) 


is) = 

The pattern corresponding to this component current, from (10-6), is 
L 

n Я (и x Wa) 


Аи) = a, Sa (10-15) 


where the sampling function Sa(x) is defined as Sa(x) — sin(x)/x. This compon- 
ent pattern has a maximum of a, centered at w — w,. The current component 
phase coefficient w, in (10-14) controls the location of the component pattern 
maximum, and the current component amplitude coefficient a, controls the com- 
ponent pattern amplitude. 

In the Woodward-Lawson method the total current excitation is composed of 
a sum of 2M + 1 component currents as 


M 


1 M А 
i(s) = У il) = ру E емен (10- 16a) 


where 
"7 17 | <M, |м,| € 10. (10-16b) 


The pattern corresponding to this current is 


M M 


Y f(w) У a, Sa 
1 n M 


од = 


1 


f(w) 


n P (м — 2 


M 


У a, Sa 


п--М 


Їнэ 1 (10-17) 


At pattern points w = w, = nA/L, we have f (w = w,) = a,. Thus, the pattern can 
be made to have specified values a,, called pattern sample values, at the pattern 
locations w, of (10-16b), called sample points. The pattern sample values are 
chosen to equal the values of the desired pattern at the sample points. 


a, = fiw = Wy). (10-18) 
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The Woodward-Lawson synthesis procedure is very easy to visualize. The cur- 
rent distribution required to produce a pattern with values a, at locations w, is 
that of (10-16). 

The Woodward-Lawson sampling method can be made more flexible by 
noting that as long as adjacent samples are separated by the sampling interval 
Aw = 4/L, the pattern values at the sample points are still uncorrelated, that is, 
(10-18) holds. The total number of samples is chosen such that the visible region 
is just covered; samples located outside the visible region could lead to superdi- 
rective results. Since the visible region is of extent 2 and Aw = 2/L, the number of 
samples 2M + 1 is on the order of 2/(4/L), or M is on the order of L/A. 


Example 10-2. Woodward-Lawson Line Source Synthesis of a 
Sector Pattern 


The sector pattern of (10-11) is now to be synthesized with a 10 wavelength long line 
source using the Woodward-Lawson method. Sampling this pattern according to 
a, = {Ду = w,) with sample locations w, = nA/L = 0.Іп gives the values in Table 10-2. 
The sample value at the discontinuity (w = 0.5) could be selected as 1, 0.5, or 0 according 
to the specific application. Using ас, = 1 gives the widest main beam, whereas az, = 0 
gives the narrowest. In this case we choose a +s = 0.5 as a compromise. The synthesized 
pattern, from (10-18) with the values from Table 10-2, is plotted in Figure 10-2a. The 
sample points are indicated by dots. The SPAP computer program was used to generate 
the pattern; SPAP will produce any pattern that can be expressed in the Woodward- 
Lawson form of (10-17); sec Appendix G.6. 


Table 10-2 Sample Locations and 
Sample Values fora 104 Woodward- 
Lawson Sector Pattern (Example 
10-2) 


Sample 
location, Pattern sample 
n м, value, a, 


It it it bt 
t^ 4 oV ә – о 
I+ 
с 
- 


- 

о 

c 

o 

е 
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f(w) 


w = cos д 
0 


(a) 


Sa[10z(1w + 0.1)] Ѕа(10лш) 


ш = cos 0 


0.5 1.0 


(b) 
528 
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ils) 


(c) 


Figure 10-2 Woodward-Lawson synthesis of a sector pattern using a 104 line source 
(Example 10-2). (a) The synthesized pattern (solid curve) and the desired pattern 
(dashed curve). The dots indicate the sample values and locations. (b) Two com- 
ponent patterns at sample locations м.) = 0.1 and wọ = 0. (c) The current distribution 
corresponding to the synthesized pattern. 


To illustrate the sampling nature of the Woodward-Lawson method, two sampling 
functions from the sum in (10-17) are shown in Fig. 10-2b for sample locations 
w-,= —0.1 and wo = 0. Note that when one sampling function is maximum the other is 
zero, thus making the samples independent. Further, each sampling function is zero at all 
sample locations м, = n4/L, except at its maximum. When all samples are included, the 
value of the total synthesized pattern at locations w, is completely determined by the Sa 
function centered at that location. This is the beauty of the Woodward-Lawson sampling 
method. 

Note that the Woodward-Lawson pattern of Fig. 10-2a is a better approximation to the 
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desired pattern (in the visible region) than is that of the Fourier transform method in Fig. 
10-1a, both generated from a 10-wavelength line source. Detailed comparisons of all the 
sector pattern examples presented are found in Section 10.3.3. 

The current distribution corresponding to the sector pattern of this example is plotted 
in Fig. 10-2c. It was obtained from (10-16) using the SPAP program. Note the similarity 


to the current distribution in Fig. 10-15 for the Fourier transform method. This occurs. 


because the Fourier transform of any pattern is the antenna current distribution. Since 
the patterns in Examples 10-1 and 10-2 are both close to а sectcr pattern, their Fourier 
transforms (currents) must be close to that of an ideal sector pattern, which is віп(л5)/л5 
in these examples. 


10.3 LINEAR ARRAY METHODS 


In this section the Fourier series and Woodward-Lawson methods for equally 
spaced linear arrays are discussed. These two important pattern synthesis 
methods are the array counterparts of the Fourier transform and Woodward- 
Lawson methods of the previous section. Before presenting these methods we 
shall model the array configuration for use with any synthesis method. 

Consider an equally spaced linear array along the z-axis with interelement 
spacings d. For simplicity the physical center of the array is located at the origin. 
The total number of elements in the array P can be either even (then let P — 2N) 
or odd (then let P — 2N 4- 1). For an odd element number, the element locations 
are given by 


2. = 0 |m| € N (10-19) 


and P = 2N + 1. The corresponding array factor is 


N 
f()e X iem >. (10-20) 


m--N 


where i,, are the element currents and again w = cos 0. This expression is similar 
to (3-54). 
For an even number of elements the element positions are 


Е i ст) 
Ч 10-21 
2m — 1 ( ) 

2-.- =a d -N <-m< –] 
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and P = 2N. The corresponding array factor is 


N 
fiw) = > (i e M 1}(d/ А)» 4 i pm- пи») (10-22) 
т= і 
for P even. 
For comparison to a line source the total array length is defined as 
L= Pd. (10-23) 


This definition applies to both the even and odd element cases, and it includes a 
distance d/2 beyond each end element. 


10.3.1 The Fourier Series Method 


The array factor resulting from an array of identical discrete radiators (ele- 
ments) is, of course, the sum over the currents for each element weighted by the 
spatial phase delay from each element to the far-field point. This array factor 
summation can be made to be of a form which is very similar to a Fourier series, 
just as the radiation integral for a continuous source resembles a Fourier trans- 
form (see Section 10.2.1). To see how this correspondence comes about, we first 
observe that a function f,(w), the desired pattern function, can be expanded into 
a Fourier series in the interval — 2/24 < w < 2/24 as 


Jaw) = 2. Б. 1р2 (10-24) 
where 
d . Ai2d 3 ў 
bm = 1 | му 24 Aw dw, (10-25) 
A — 4j2d 


If we identify d as the spacing between elements of an equally spaced linear array 
and w = cos 0 where 0 is the angle from the line of the array, the sum in (10-24) 
is recognized as the array factor of an array with an infinite number of elements 
with currents b,,. 

An infinite array is, of course, not practical, but truncating the series (10-24) to 
a finite number of terms produces the following approximation to f,(w), 


N 
fws Y В.е» (10-26) 
m--N 


If we let the currents of each element in the array equal the. Fourier series 
coefficients, that is, 


in = bn |т|<М (10-27) 
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then (10-26) is identical to (10-20), the array factor for an array with an odd 
number of elements. 

The Fourier series synthesis procedure is, then, to use element excitations i,, 
equal to the Fourier series coefficients b, calculated from the desired pattern f;, 
as in (10-25). The array factor f arising from these element currents 18 an approx- 
imation to the desired pattern. This Fourier series synthesized pattern provides 
the least mean squared error [see (10-10)] over the region —2d/A < w < 24/4. If 
the elements are half-wavelength spaced (d = 4/2), this region is exactly the 
visible region (— 1 < w< 1, or 0 < 0 < n). 

A similar line of reasoning leads to the results for an even number of elements. 
In this case the Fourier series coefficient currents are 


d . 42d 
ia = Вы 7 fwe i- 1э4/ Эн dw т> 1 
* - 22а 
d , À/2d 
im = bm = 5 Jwet- 109 dw — -т<-1і (10-28) 
* — 424 


for P even. The synthesized pattern is given by (10-22). Note that if N is infinite, 
(10-22) together with (10-28) is the Fourier series expansion of f4, that is, 


f(w) = falw). 


Example 10-3. Fourier Series Synthesis of a Sector Pattern 


For an equally spaced linear array with an even number of elements and c < 4/24, the 
sector pattern of (10-11) in (10-28) yields excitation currents 


n(2m — Ife 1 «m « N. (10-29) 


: : 4 
аж i-m=25¢ Sa 
Since these currents are symmetric, the array factor of (10-22) reduces to 
(10-30) 


Гю) = 2 am cos |л(2т — Éw 


which is a real function. In general, the synthesized currents or current distribution will be 
real and symmetric if the desired pattern is real and symmetric, that is, if /4( — w) = fa(w); 
and, in turn, the synthesized pattern will be real and symmetric. 

The specific case of с = 0.5, d/A = 0.5, and 20 elements (№ = 10) has an array length 
L = Pd = 104 and excitation currents from (10-29) given by 
| € m < 10. (10-31) 


і = і = 4 ба am - 1) 


These excitation values are listed in Table 10-3, together with the element positions from 
(10-21). When these are used in the pattern expression (10-30) the pattern shown in Fig. 
10-3 is produced. The NEESLAP computer program of Appendix G.5 can be used for 
these pattern calculations. 


« 
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Table 10-3 Array Positions and 
Currents for a Fourier Series Syn- 
thesized Linear Array of 20 Half- 
Wavelength Spaced Elements for a 
Sector Pattern (Example 10-3) 


Element Element Excitation 


number, position, current, 
m Ж. i, 
+1 +0.252 0.4502 
+2 +0.754 0.1501 
+3 + 1.254 — 0.0900 
+4 +1.754 - 0.0643 
+5 +2.25A 0.0500 
+6 +2.75) 0.0409 
+7 %3254 - 0.0346 
+8 43,752 — 0.0300 
+9 +4.254 0.0265 
+10 +4.754 0.0237 


———————————————E 


Ра) 


-0.4 -0.2 9 02 0.4 


Figure 10-3 Fourier series synthesized array factor for a 20- element, 4/2 spaced linear 
array (Example 10-3). The desired pattern (dashed curve) is a sector pattern. 
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10.3.2 The Woodward-Lawson Sampling Method 


The Woodward-Lawson sampling method for linear arrays is analogous to the 
Woodward-Lawson sampling method for line sources (see. Section 10.2.2). In the 
array case the synthesized array factor is the superposition of array factors from 
uniform amplitude, linear phase arrays, 


М. sin[((P/2)(w — w,)(2x/AM] 
Г) = 3, P sinw — w,J2n/2M] 8042) 
where the sample values аге 
a, = f4(w = w,) (10-33) 
and the sample points are 
ко, шам «10 10-34 
n Pd 1/2 n| = , |м,| < 10. ( ) 
Thé element currents required to give this pattern are given by 
M 
5 28. X. aw жаға (10-35) 
P n--M 


These results hold for arrays with either an even or odd number of elements. 


Example 10-4. Woodward-Lawson Array Synthesis of a Sector Pattern 


Again the sector pattern of (10-11) with c = 0.5 is to be synthesized, this time with a 
20-element, half-wavelength spaced linear array using the Woodward-Lawson method. 


Table 10-4 Element Currents and 
Positions Synthesized from the 
Woodward- Lawson Method for a 
Sector Pattern (Example 10-4) 


Element Element Excitation 
number, position, current, 
m 22 i 

tl T0325; 0.44923 
+2 +0.75} 0.14727 
+3 +1.25} —0.08536 
+4 %1.754 —0.05770 
+5 +2.254 0.04140 
+6 + 2.754 0.03020 
+7 +3.254 — 0.02167 
+8 +3754 —0.01464 
+9 +4.25} 0.00849 
x10 +4.75} 0.00278 
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Neee wy = cos 8 
-1.0 -0.5 0 0.5 1.0 


Figure 10-4 Woodward-Lawson synthesized array factor for a 20-element, 4/2 
spaced linear array (Example 10-4). The desired pattern (dashed curve) is а sector 
pattern. 


The sample locations from (10-34) are м, = 0.1л. Thus the sample locations and values 
are the same as for Example 10-2 and are given in Table 10-2. Using these and element 
positions z,, from (10-21) in (10-35) yields the array currents of Table 10-4. The pattern 
can be generated from either the Woodward-Lawson pattern expression of (10-32), or by 
direct array computation using (10-30), which is the version of (10-22) for the symmetric 
case, and the array parameters of Table 10-4. The pattern is plotted in Fig. 10-4. 


10.3.3 Comparison of Shaped Beam Synthesis Methods 


Most shaped beam antenna patterns have three distinct types of pattern re- 
gions. The side lobe region is easily recognized, and the side lobe level, SLL, is 
defined from 


value of the highest side lobe peak 


: : (10-36) 
maximum of desired pattern 


SLL = 20 log 
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over the side lobe region. The quality of fit to the desired pattern f,(w) by the 
synthesized pattern f (w) over the main beam is measured by the ripple, R, which 
is defined as 

o 


over the main beam. Also of interest is the region between the main beam and 
side lobe region, referred to as the transition region. In many applications, such 
as direction finding, it is desirable to have the main beam fall off very sharply 
into the side lobe region. To quantify this, transition width T is introduced and 
defined as 


R = 20|og maximum 2 9 | ap (10-37) 


T= |м/-оө- муо | (10-38) 


where Wy—o.9 and w,.,, are the values of w where the synthesized pattern f 
equals 90% and 10% of the local discontinuity in the desired pattern. For 
unsymmetrical, single beam patterns there are two transition regions with differ- 
ent transition widths. Transition width is analogous to rise time in time-signal 
analysis. 

The shaped beam synthesis methods we have discussed in this and the 
previous section can be compared rather easily using SLL, R, and T. The sector 
pattern results of Examples 10-1 to 10-4 are presented in Table 10-5. A few 
general trends can be extracted from the table. The Woodward-Lawson methods 
(for both line sources and arrays) tend to produce low side lobes and low main 
beam ripple at some sacrifice in transition width. On the other hand, Fourier 
methods yield somewhat inferior side lobe levels and ripples. The Fourier series 
synthesized pattern gives very sharp rolloff from the main beam to the side lobe 
region, that is, small transition width. 


Table 10-5 Comparison of Synthesized Sector Patterns (с = 0.5, L = 104) 


Side level Transition 
Example Figure level, Ripple, width, 
Method Type number number SLL (dB)  R (dB) ra 
——À— a a --. 1, , 12" —— de —Á — ЕИ 
Fourier 102 line 10-1 10-1a —21.9 0.83 0.0893 
transform source 
Woodward- 102 line 10-2 10-2a —29.8 0.27 0.1303 
Lawson source 
Fourier series 20-element, 10-3 10-3 — 22.6 0.87 0.0941 
А2 spaced array 
Woodward- 20-element 10-4 10-4 — 29.6 0.27 0.1343 
Lawson 4/2 spaced array 


ы 


t 
) 
[| 
2 
4 


104 LOW SIDE LOBE, NARROW MAIN BEAM METHODS 537 


10.4 LOW SIDE LOBE, NARROW MAIN BEAM METHODS 


The synthesis methods presented in the previous two sections are most useful for 
shaping the main beam of an antenna pattern. Another major class of pattern 
synthesis methods is that for achieving a narrow main beam accompanied by 
low side lobes. Patterns of this type have many applications, such as in point-to- 
point communications and direction finding. In this section we will discuss the 
two most important narrow main beam, low side lobe methods: the Dolph- 
Chebyshev method for linear arrays and the Taylor line source method. These two 
methods are closely related and the Dolph-Chebyshev method is presented first 
to simplify the development. 


10.4.1 The Dolph-Chebyshev Linear Array Method 


In Section 3.5 several excitations of equally spaced, linear arrays were 
examined. It was found that as the current amplitude taper from the center to 
the edges of the array increased the side lobe level decreased, but with an 
accompanying increase in width of the main beam. In most applications it is 
desirable to have both a narrow main beam as well as low side lobes. It would, 
therefore, be useful to have a pattern with an optimum compromise between 
beamwidth and side lobe level. In other words, for a specified beamwidth the 
side lobe level would be as low as possible; or vice versa, for a specified side lobe 
level the beamwidth would be as narrow as possible. In this section a method for 
achieving this is presented for broadside, linear arrays with equal spacings that 
are equal to or greater than a half-wavelength. 

As might be expected the optimum beamwidth-side lobe level performance 
occurs when there are as many side lobes in the visible region as possible and 
when they have the same level. Dolph [5] recognized that Chebyshev polyno- 
mials possess this property, and he applied them to the synthesis problem. It is 
important to be familiar with Chebyshev polynomials, so we shall give a brief 
treatment of them before proceeding to synthesis. 

The Chebyshev (sometimes spelled * Tchebyscheff ") polynomials are defined 
by 


((-1/ cosh(n cosh” "|x]) х<-і 
Т(х)-4 cosncos! x) -1«х«1 (10-39) 
| cosh(n совһ”! x) хэ» f. 
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A few of the lower order polynomials are 


To(x) = 1 
T(x) = x 
T(x) = 2x? – 1 (10-40) 


13(х) = 4x? — 3x 
T,(x) = 8x* — 8x? 4- 1. 


Higher order polynomials can be generated from the recursive formula 
T, (x) = 2xT(x) — Т, (х) (10-41) 


or by letting 6 = cos”! x and expanding cos mó in powers of cos à. For example 
T(x) = cos(3 cos ' x)= cos 36 = 4 cos?ó — 3 cosô from (B-13). Hence 
T; (x)= sd — 3x. A few polynomials are plotted in Fig. 10-5. 

Some important general properties of Chebyshev polynomials follow from 
(10-39) or Fig. 10-5. The even ordered polynomials are even, that is, 1,(-х)- 
T,(x) for n even, and the odd ordered ones are odd, that is, Т(-х)- T(x) for 
n odd. All polynomials pass through the point (1, 1). In the range —1 <x zi 


Figure 10-5 Chebyshev polynomials To(x). Т.(х), Т,(х), 7.(х), and Т.(х). 
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the polynomial values lie between — 1 and 1, and the maximum magnitude is 
always unity there. All zeros (roots) of the polynomials also lie in —1 <x <1. 
The equal amplitude oscillations of Chebyshev polynomials in the region 
|x| € 1 is the desired property for equal side lobes. Also the polynomial nature 
of the functions makes them suitable for array factors since an array factor can 
be written as a polynomial The connection between arrays and Chebyshev 
polynomials is established by considering a symmetrically excited, broadside 


array for which 
(10-42) 


Symmetrical excitation leads to a real-valued array factor which, from (10-20) 
and (10-22), is given by 


lo 23 i cos mp P odd 
ГШ)" (10-43) 

2$ ico (0% - ІН P even 

m-i 


where y = 2z(d/A)w. This array factor (for either odd or even P) is a sum of cos 
(my//2) terms for m up to P — 1. But each term containing cos (mj/2) can be 
written as a sum of terms with powers of cos (//2) up to m, through the use of 
trigonometric identities. Therefore, the array factor is expressible as a sum of 
terms with powers of cos (0/2) up to P — 1. 

By choosing an appropriate transformation between x and у the array factor 
and Chebyshev polynomial will be identical. The transformation 


X = x, COS : (10-44) 
and the correspondence 
Ли) = Ts 008 $ (10-45) 


will yield a polynomial in powers of cos(i//2) matching that of the array factor. 
The main beam maximum value of R occurs for 0 = 90°, or у = 0, for a broad- 
side array.* Then (10-44) indicates that x — x, at the main beam maximum. The 
visible region extends from 0 = 0° to 180°, or V = 2n(d/4) to —2n(d/2). These 
limits correspond to x = x, cos(zd/A); for half-wavelength spacing the limits are 
x = 0. Thus, for 4 = 2/2 the visible region begins at x = 0, or 0 = 0°, and x 
increases as @ does until x, (the main beam maximum point) is reached and 
retraces back to x = 0, or 0 = 180° (see Fig. 10-6). 


* The symbol f is usually reserved for a pattern normalized to a maximum value of unity, but for the 
Dolph-Chebyshev array it is more convenient to normalize the array factor f to a maximum value 
of R. 
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Figure 10-6 Chebyshev polynomial Tz (x). 


The main beam-to-side lobe ratio, R, is the value of the array factor at the 


main beam maximum, since the side lobe level magnitude is unity (see Fig. 10-6). 
The side lobe level is thus 1/R, or 


SLL = -20logR dB. (10-46) 
Evaluating (10-45) at the main beam maximum gives 
К-Т, ,(x,) = cosh[(P — 1)cosh^! х, (10-47) 


from (10-39). Or, solving for x,, 


"e 1 = 
x, = cosh Poi cosh к) (10-48) 


The design procedure can be summarized. For a given side lobe level, R can 
be determined from (10-46) leading to x, from (10-48). The array factor is then 
given by (10-45), or it can be computed from (10-43) directly from the current 
values. The excitation currents are found by comparison between the array 
factor of (10-43) and the Chebyshev polynomial of (10-45) This synthesis 
procedure will be illustrated by the following example. 
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Example 10-5. A Five-Element, Broadside, —20-dB Side Lobe, 
Half-Wavelength Spaced Dolph-Chebyshev Array 


For a five-element array (P — 5, N — 2) the array factor from (10-43) is 
f (V) = i, + 2i, cos V + 2i; cos 2p (10-49) 
where y = 2л(4/2)сов 0 = x cos 0 for d= 4/2. Using cos (20/2) = 2 cos*(y/2) — 1 from 


(B-12) and сов(4//2) = 8 cos*(y//2) — 8 сов2(0/2) + 1 from (B-14), the array factor сап be 
written as 


f (V) = (io — 2i, + 2i2) + (44, — 16i;)cos? , *- 16i; cos* s. (10-50) 
And from (10-40) 
Talx) = 1 — 8x? + 8x* 


4 


(10-51) 


NIS 


= 1 — 8xj cos? : + 8x$ cos 


where (10-44) was used in the second step. Now the currents are found by successively 
equating coefficients of like terms of (10-50) and (10-51). From the cos*(w/2) term 


i = bt. | (10-52) 
The cos?(y/2) term yields 
i, 24i; — 2х2 = 2x; — 2x1 (10-53) 
using (10-52). The final term gives 
ig = –21, + 21, + 1 = 3х — 4x2 + 1 (10-54) 


using (10-52) and (10-53). The current values will be completely determined when Xo İS 
evaluated. This is accomplished by first finding the. main beam-to-side lobe ratio from 
(10-46) using the specified — 20-dB side lobe level; 


R = 1051020 = 10. (10-55) 
Then from (10-48) with P = 5 and R = 10, 
x, = 1.293. (10-56) 


“Тһе element currents from (10-52) to (10-54) with (10-56) are 


ig =i-7=1.3975, Цай = 2.2465, |і; = 2.6978. (10-57) 


These currents yield a main beam maximum of R — 10 and unity side lobes. Normalizing 
these to unity edge currents gives a 1:1.61: 1.93: 1.61 :1 current distribution. The cur- 
rents of (10-57) in (10-49), or in the NEESLAP program, lead to the pattern in Fig. 10-7, 
which was normalized to 0 dB on the main beam maximum. This same pattern was 
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1.0 


Figure 10-7 Dolph-Chebyshev synthesized array factor for a five-element, 4/2 
spaced, broadside array with —20-dB side lobes (Example 10-5). 


plotted in Fig. 3-23d in polar form. The directivity for equiphased, half-wavelength spaced 
arrays can be obtained from (3-93). For this example the directivity is 


2 2 
YE | 
pm = 4.69. (10-58) 


If d < 2/2 the Dolph-Chebyshev broadside array is not optimum. Also if 
х, со8(84/2) < —1, additional main beams begin to appear. However, the 
Dolph-Chebyshev method can be extended to linear arrays with arbitrary spac- 
ings and to endfire applications [6, 7]. 

An approximate solution to the optimum (low side lobe, narrow main beam) 
linear array is obtained by setting the element currents equal to that of the 
Taylor line source at the appropriate locations; the Taylor line source is dis- 
cussed in the next section. Also see Prob. 10.4-10. 


є 


За. 
Mods 


hu 


t 


е 
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10.4.2 The Taylor Line Source Method 


The optimum narrow beam pattern from a line source antenna occurs when 
all side lobes are of equal level, just as in the array case. The required functional 
form, as we have seen, is that of the Chebyshev polynomial. The Chebyshev 
polynomial Т,(х) has М — 1 equal level “side lobes” in the region —1 < x < 1, 
and for |x| > 1 its magnitude increases monotonically. A change of variables 
will transform the Chebyshev polynomial into the desired pattern form; that is 
with a zero slope main beam maximum at x — 0 and equal level side lobes. The 
new function resulting from the variable change is 


Рам(х)- Tixo — a'x?) (10-59) 

where a is a constant and 
x= 5 cos 0= Éw. (10-60) 

At the pattern maximum 
P2x(w = 0) = Ty(x,) = R (10-61) 


which is the main beam-to-side lobe ratio. A plot of (10-59) for N = 4 is shown 
in Fig. 10-8; it is the transformed version of Fig. 10-6. 
From (10-39) we have in the side lobe region 


Р,мх)- cos[N сов” ! (x, — a?x?)] |x, = a^x?| « 1. (10-62) 
The zeros of this function occur when cosine argument equals (2n — 1)л/2, or 


when the values of x are as follows, 


X, — COS pau |n| 2 1 (10-63) 


x,= + 
ut k 2N 


where the plus sign is used for zero locations on the positive x-axis and 
X_, = —X,.In the main beam region, from (10-39), 
P(x) = cosh[N cosh 7 ! (x, — a?x?)] |х, —a?^x?| > 1. (10-64) 


The main beam maximum value of Py is R and occurs for x = 0; see (10-60) 
and (10-61). Solving (10-64) for x, at the main beam maximum yields 


1 
шоо cosh {= oh iR | (10-65) 
It is convenient to introduce А such that 


A- E cosh ^ ' R (10-66) 
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2-1 A ON 
г w^ | ar ET ті. 


Figure 10-8 Transformed Chebyshev polynomial P,(x) = T,(x, — a?x?). 
Values of a = 0.55536 and x, = 1.42553 corresponding to Example 10-6 were 
used. 


so then 


mA 
x, = cosh —. 
X, = COS N (10-67) 


In order to have all side lobe levels equal we let N approach infinity, but 
simultaneously the argument of Py is changed to keep the first nulls stationary, 
thus leaving the beamwidth unchanged. For М large x, = cosh(xA/N) « 1 + 
Ңл4/№)2 and 


2N 2N : 
and using these in (10-63) gives 


1 
x, = +- 5 JA? + (n – 4) N ~ oo. (10-68) 


Чой (2n — i-a 1)л |? 


“а,/2М 
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By letting 
п 
= 10-69 
JEN (10-69) 
the first zero location remains fixed as N increases. Then 
X= XJA*-4(n— iy. (10-70) 


The pattern factor is a polynomial in x with an infinite number of roots x,, 
and can be expressed as a product of factors (x — x,) for n from — oo to + оо. 
And since x_, = — x, the pattern is 


По? -x)= IIb? - 4? (п – 80) (10-71) 
п=1 тті 
Normalizing this to unity at x — 0, gives 


x? 23 A? 

по O 002) 
1+—; 
п= 1 (n ч: Зу 


The iast step above utilizes the closed form expression for the infinite products. 
Using (10-60) and (10-66) in (10-72) gives the pattern in w as 


fiw SS LESMI -4] (10-73) 


Note that this is normalized to unity at the maximum (w — 0) and oscillates 
between —1/R and 1/R in the side lobe region. For large w the argument of the 
cosine function in (10-73) is approximately zwL/4, so the zero locations of the 
pattern are м, ~ +A(n — 4)/L or x, = +(п — 3), and thus they are regularly 
spaced. Also note that for w < 44/1. the cosine argument of (10-73) is imaginary 
and since cos(j0) = cosh 0, (10-73) is more conveniently expressed as 


fiy РАГА ШАМ МА — (22/28 we ^ (10-74) 


cosh х4 


This pattern is that of the ideal Taylor line source [8]. It is a function of A which 
is found from the side lobe level; see (10-46) and (10-66). The line source is 
“ideal” in the sense that equilevel side lobes extend to infinity in pattern space, 
thus leading to infinite power. The required source excitation, in turn, must 
possess infinite power and, in fact, will have singularities at each end of the line 
source. 

An approximate realization of the ideal Taylor line source, referred to as the 
Taylor line source, renders the first few side lobes of a nearly equal level and 
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decreasing far-out side lobes [8]. The decaying side lobe envelope removes the 
infinite power difficulty encountered with the ideal Taylor line source. The 
Taylor line source pattern is again a polynomial in x, but with zero locations 
given by 


[5o / 4^ + (п – 3)? ((-42 1<п<ӣ 


= (10-75) 
+n i<n<o 


The zeros for n < й are those of the ideal line source in (10-70) scaled by the 
factor c. The far-out side lobes for n > fi are located at the integer x positions. 
The zero arrangement for a sin(zx)/zx pattern is x = +n for n > 1 so the Taylor 
pattern far-out side lobes are those of the ѕіп(лх)/лх pattern. The scaling par- 
ameter в is determined by making the zero location expressions in (10-75) identi- 
cal for n = n, which yields 


5 Е (10-76) 
JA? + (п — 3) 
From the zero locations of (10-75) we may write the approximate Taylor line 
source pattern as 
sin zx ^ 1 — (x/x,)? 
n=1 | (х/п)? ` 
The side lobes are nearly constant at the value 1/R out to x = п and decay as 1/х 
beyond x = fi. The pattern in terms of w = cos @ is 


sin(xLw/A) ^— 1 — (w/w,)? 


f(x, A, n) = (10-77) 


tM, m a ALT-(wny adis 
where the pattern zero locations on the w-axis are 
tt ola + (nH 1<п<й 
и, = | (10-79) 


m п<п< 
| TL п<п< 00 


with с given by (10-76). 

The Taylor line source is actually a pattern of the Woodward-Lawson family. 
We shall show how this comes about and also determine the sample values and 
locations. First assume that the required source excitation can be expanded in a 
Fourier series as 


L 


is)- 7 2 god ES ^g] 551 (10-80) 


fede Guan... 
Re oat So SR екі 
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The corresponding pattern from (10-18) is 


А |L 
f(w)2 PE Sa (»- iss] (10-81) 
where the sample locations are identified as 
"T Èn. (10-82) 


The infinite expansion of (10-81) gives the exact pattern if the sample values are 
(see Prob. 10.4-6) 


a, = f (w = w3) = f (n, A, n). (10-83) 


But the pattern zeros correspond to the sample locations of (10-82) for |n| > л 
since x, = n, ог м, = (A/L)n for |n| > ñ from (10-75). Thus 


а,-0 for |n| >A. (10-84) 
Using (10-83) and (10-84) in (10-81) gives the pattern expression 
f(w)2 bd 16, A, n) sa [is - wi)- "di (10-85) 


The required current distribution from (10-80) is 
À = 4 
i(s) = Y ! +2¥ f(n, A, n) вм tns] (10-86) 
n=1 


The coefficients f (n, A, 5) are the samples of Taylor line source pattern for x = n 
and n « n. They are found from 


[a-igp e 
fin, A, Mm ME 
0 | 2n 


-") |n| <A. (10-87) 


and f(—n, A, n) — f (n, A, n). Tables of the coefficient values are also available 
[9]. These coefficients together with (10-85) and (10-86) determine the Taylor line 
source pattern and current. 

The half-power beamwidth expression is obtained rather easily for the ideal 
pattern. Evaluating (10-74) at the half-power points yields 


л |А? – (Eme) | (10-88) 
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Solving this gives the two solutions 


(cosh^! Ry — (вг | (10-89) 


The half-power beamwidth іп м is then 


A 
Wup = tla 


A2 
HP, = 2|wyp| = Т 


л 


(cosh~! R} — СЕ +) | (10-90) 


The angle from broadside is у = 0 — 90°, so w = cos 0 = соѕ(у + 90°) = —sin y 
and у = —sin~! w. The half-power beamwidth based on the ideal Taylor line 
source is 


HP; = [Onnen = бир. | лг" 


= |біп ! мнр: — sin ! Wyp-| = 2|sin^! wyp| 


À 2 i R 2]1/2 

sh ! RJ] — (cosh | | 10-91 
^ (co | JJ | ( ) 
where Wyps and wyp- are the two solutions of (10-89). The beamwidth for the 


approximate Taylor line source is given approximately by [10] 
HP, ~oHP,, | (10-92) 


-28 7! 


and in 0 by 


HP x2 sin 2 23 RP — (cosh! Ail (10-93) 


Example 10-6. A 10-Wavelength Taylor Line Source With —25-dB Side 
Lobes and n — 5 


The main beam-to-side lobe level ratio, since SLL = —25 dB, is 
R = 10754220 — 101-25 = 17.7828. (10-94) 
From (10-66) 


A= 1 cosh^! К = 1.13655. (10-95) 


Then from (10-76) 


с = — 24107708, (10-96) 
VA? + (i – 3* 

Using these values of A and c, the zero locations x, can be calculated from (10-75), and 

then the sample coefficients follow from (10-87) as given in Table 10-6. The sample 
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Table 10-6 Sample Values and 
Locations for the Taylor Line Source 
of Example 10-6 (L = 104, й = 5) 


a, — f (n, A, n) 

n = f(n, 1.13655,5) м 
0 1.000000 0 
+1 0.221477 +01 
+2 — 0.005370 +0.2 
+3 — 0.006621 +03 
+4 0.004917 +04 


locations from (10-82) are also tabulated. The pattern and current distribution can now 
be computed from (10-85) and (10-86) with the sample values and locations of Table 10-6. 
The resulting pattern and current distribution are plotted in Fig. 10-9; the SPAP program 


Figure 10-9 А 104 Taylor line source with —25-dB side lobes and n = 5 (Example 
10-6). (a) The synthesized pattern. 
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s= 


(b) * 
Figure 10-9 (continued) (5) The current distribution, 


may be used to generate these. The side lobe decay envelope for the far- 


the pattern is shown in Fig. 10-9a. The half-power beamwidths from (10- aceon 


90) to (10-93) are 
HP = 0.0978 HP, = 5.606* (10-97) 


and 


HP, = 0.1054 HP = 6.039", (10-98) 


dth is very close to that of the approxi- 
dth HP, is indicated in Fig. 10-9a. 


In this case the ideal Taylor line source beamwi 
mate Taylor line source. The half-power beamwi 
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PROBLEMS 


10.2-1 If g(t) and G(w) are a Fourier transform pair, then 


« 


Glo) =| өбден 
Xx 


and 


1:5 xs 
90) = 5. J зөрөг" до. 
If g, t, б, and w are replaced by f, и, i, and 2л5, respectively, show that (10-6) and (10-7) 
follow from the above equations. 

10.2-2 Use (10-6) to find the pattern from a uniform amplitude, zero phase line source of 
length L centered on the z-axis. 

10.2-3 Find the current distribution 15) required to exactly produce the sector pattern of 
(10-11b). 

10.2-4 (a) Derive the Fourier transform synthesis pattern of (10-13) for a sector pattern. 
(b) Plot this pattern, thus verifying Fig. 10-1а. Numerical integration of the Fourier 
transform via computer may be easier than using (10-13). 

10.2-5 Derive (10-15). 

10.2-6 Repeat the Woodward-Lawson synthesis of the sector pattern of Example 10-2, 
but this time for a five-wavelength line source. 

(a) Plot the pattern in linear, rectangular form as a function of w. 

(b) Plot the current distribution. 
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10.2-7 A cosecant pattern (see Prob. 1.6-7 for a discussion of the cosecant pattern) is 
given by 
1 0<w<0.1 


Salw) = ы 01<» «0.5 
0 elsewhere 


Use the Woodward-Lawson method to synthesize an approximation to this pattern for a 
104 line source. 

(a) Plot the pattern in linear, rectangular form together with the desired pattern as a 
function of w. 

(b) Plot the required current amplitude and phase. 
10.3-1 Discuss the conditions under which the / 49) can be represented by the Fourier 
series in (10-24). 
10.3-2 Derive the Fourier series coefficient expression in (10-25). 
10.3-3 Derive the element current expression (10-29) for the Fourier series synthesis of a 
sector pattern. 
10.3-4 Synthesize a sector pattern with c = 0.5 using the Fourier series method as in 
Example 10-3 for an array of 20 elements which are spaced 0.62 apart. 

(a) Determine the element locations and current values. 

(b) Plot the radiation pattern in linear, rectangular form as a function of w. 
10.3-5 Repeat Prob. 10.3-4 for an array of 10 elements and half-wavelength spacings. 
10.3-6 Use the Fourier series synthesis method to synthesize a sector pattern with c — 0.5 
for an array of 21 half-wavelength spaced elements. Derive the general element current 
expression and evaluate for each element. Plot the pattern. Compare to the 20-element 
array result of Example 10-3. 
10.3-7 Repeat the cosecant pattern synthesis as in Prob. 10.2-7 using the Fourier series 
method for a 20-element, half-wavelength spaced array. 
10.3-8 Show that the Woodward-Lawson sampling method pattern of (10-32) arises from 
the array factor with the currents of (10-35) for: 

(a) An odd number of elements. Hint: use (10-19) and (10-20). 

(b) An even number of elements. Hint: use (10-21) and (10-22). 
10.3-9 Verify the array element positions and currents of Table 10-4 for the Woodward- 
Lawson synthesized sector pattern of Example 10-4. 
10.3-10 Repeat the Woodward-Lawson synthesis as in Example 10-4 for a 10-element, 
half-wavelength spaced array. 
10.3-11 A collinear array of 18 half-wave dipole antennas is to be used to synthesize a 
sector pattern with a main beam sector over the region 70° < 0 < 110°, that is, F,(0) = 1 
over this region and zero elsewhere. 

(a) For 0.654 spacings determine the input currents required for Woodward-Lawson 
synthesis of the complete pattern. Account for the element factor. 

(b) Plot the total array pattern in linear, polar form as a function of 0. 
10.3-12 Repeat Prob. 103-11 for a cosecant desired pattern where Рд(0) is 1 for 
80° < 0 < 90°, cos 80°/cos 0 for 0° < 0 < 80°, and zero elsewhere. 
10.4-1 For the five-element, broadside, — 20-dB side lobe, half-wavelength spaced Dolph- 
Chebyshev array of Example 10-5: 


e 


38 
Ё: 
E < 
du 
X 


dus ix 
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(a) Obtain the pattern plot in logarithmic, rectangular form as a function of w. The 
NEESLAP program may be used. 

(b) Verify the side lobe level and beamwidth (see Fig. 3-23d) from your pattern 
calculations. 
10.4-2 Design a Dolph-Chebyshev broadside array of five, half-wavelength spaced ele- 
ments for — 30-dB side lobes. 

(a) Verify the current distribution as given in Fig. 3-23e. 

(b) Compute the directivity. 
10.4-3 Design a broadside Dolph-Chebyshev array with six, 0.64 spaced elements for 
— 25-dB side lobes. 

(a) Obtain the element currents. 

(b) Plot the pattern in logarithmic, rectangular form. 
10.4-4 Derive the ideal Taylor line source pattern results of (10-71) and (10-72). 
10.4-5 Show how the approximate Taylor line source pattern of (10-77) follows from the 
zero locations. 
10.4-6 The sampling theorem from time-signal analysis states that a signal g(t) is exactly 
reconstructed from the time samples g(m/2B) as 

m 
2nB ( = z) 


2 т 
= z5]S 
90) Eo] a 
where B is the highest frequency component of the signal. Draw the appropriate analogies 
to antenna theory to obtain the sampled data pattern expression of (10-81). 

10.4-7 Verify (10-89). 

10.4-8 Compute the sample values a, of Table 10-6 for the Taylor line source of Example 
10-6. 

10.4-9 Compute the half-power beamwidth values for the Taylor line source of Example 
10-6. Compare your answers to those of (10-97) and (10-98). 

10.4-10 An array antenna can be designed by choosing the element current excitations at 
the corresponding points of the continuous current from a line source synthesized for the 


Array Excitations for Prob- 


lem 10.4-10 
m zs i, 
+1 +0.25 0.14234 


+2 +0.75 0.13833 
+3 +1.25 0.13127 
+4 +1.75 0.12175 
+5 +2.25 0.10935 
+6 +2.75 0.09429 
+7 +3.25 0.07891 
+8 +3.75 0.06676 
+9 +4.25 0.05980 
+10 +4.75 0.05720 
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desired pattern. This is illustrated in this problem with a narrow main beam, low side 
lobe pattern. The Taylor line source of Example 10-6 has current values appropriate for a 
20-element array given in the table. 

(a) Use these current values to obtain the array factor of the corresponding linear 
array. 

(b) Compare the half-power beamwidths and side lobe levels of the array and line 
source patterns. 
10.4-11 Design an eight-wavelengih Taylor line source (ii = 7) with — 30-dB side lobes. 

(a) Obtain and tabulate the sample values and locations. 

(b) Plot the pattern in rectangular-logarithmic form as a function of w. 
10.4-12 Evaluate c for several values of л for the case of a — 25-dB side lobe level. Using 
HP, = cHP,, , explain the half-power beamwidth behavior as a function of n. 


APPENDIX 


VECTORS 


A.1 UNIT VECTOR REPRESENTATIONS 
& = f sin 0 cos ф + Ó cos 0 cos ф- Hsin ф 
ў = Ё sin 0 sin $ + 0 cos 0 sin ф +9 cos ф 
£ = f cos 0 — Ө sin 0 


f = $ sin 0 cos ф + ӯ sin Ө sin ф + Ż cos 0 


ф--Хсіп $4 ў cos ф 


A.2 VECTOR IDENTITIES 
A x (B x C) = (A - C)B - (А · B)C 
(A x B) x C= (C- AJB — (С: BJA 
V-(Vx G)=0 
VxVg=0 
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V. Vg = V?g 
V(f4- 0) = Vf Va 
У-(Е--С)-У-Е-У-С 
У(/4)- 9 + f Vg 
Үе (y) «f(v:6) 
V x (fG) = (Vf) x G &f(V x G) 
V x (V x G)= V(V- G)- VG 
V^G = &V!G,  3V?G, + 2026, 
V- (F x G)- G-(Vx F)- F-(Vx С) 
Е: (G x H)= G- (Hx F)- H- (Fx С) 


V x (F x G)= F(V: G) — G(V - F) + (С: V)F — (Е: V)G 


V(F - G) = (Е: V)G + (G - VF +F x (V x G) + G x (V x F) 


Iii У-Сайг- } G · ds 
ЇЇ (Vx G)-ds=fo-a 
8 І 


А.З VECTOR DIFFERENTIAL OPERATORS 


Stokes' theorem 


Rectangular Coordinates 


divergence theorem 


2) ду д2 
ү-С 46, e 6G 
ёх ду | 92 
(eG, 96, (96, 96 0G, 0G 
VxG= (= - 1 X 1 1 Ж оо х 
Хас à] ^! д: 9e] "Vix Qy 


Cylindrical Coordinates 


vg =F ZIEL % 


| 


(A-21) 
(A-22) 


(A-23) 


(A-24) 


(A-25) 


(A-26) . 


(A-27) 


(A-28) 


(A-29) 


v:G-12 (o). +1036 ES 2, 
| ухо 2 - - Sela 6 +12 (rG,) — 
| 
| a= 75 RES 
Spherical Coordinates 
w= PIDE блцол 
6 6) + zi gp 0888 + TEN 
VxG-f cani [ig (Ge sin 8) - d 
0: 58121 
ӨДӨ-8| 
96-23 IET sin 25830389 20 m 


АЗ VECTOR DIFFERENTIAL OPERATORS 
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(A-30) 


(A-31) 


(A-32) 


(A-33) 


(A-34) 


(A-35) 


(A-36) 
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: | cos 1 = 2 cos? 5 – 1 = 1-2 sin? 5 (B-11) 
- | 

= | cos 2a = 2 cos? а — 1 = cos? g — sin? а = 1 — 2 sin? х (В-12) 

cos За = 4 cos? x — 3 cos « (B-13) 

| cos 4a = 8 cost х — 8 cos? 0-1 (B-14) 


m 
cos ma = cos ma = 2"' cos" a — 1! 253 cos® су 


| + mor ээ cos™ a + ++ (B-15) 
TRIGONOMETRIC 5 Т 
= sin? a + cos? 0 Б 
RELATIONS ее uw 
sina x—7 tab m apres (B-17) 
coset 4m Fy. (B-18) 
е = cos а + біп а (В-19) 


sin(x + В) = sin x cos fl + cos « sin fi (B-1) 


cos(x + В) = cos х cos f F sin x sin f (B-2) 
ШЕ +a} cosa (В-3) 
л -r 
cos(5 t |= + sin х (B-4) 
sin x cos f = 4[sin(x + 8) + sin(x — f)] (B-5) 
cos a sin В = 3[sin(x + В) — sin(x — f)] (B-6) 
cos x cos f) = $[cos(a + В) + cos(x — )] (B-7) 
sin x sin B= —3[cos(x + f) — cos(x — f)] (B-8) 
sin x= 2 sin Scos 5 (В-9) 
sin 22 = 2 sin x cos x (B-10) 
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C 


HYPERBOLIC RELATIONS 


sinh a = —* ante EE GER des (C-1) 
"d » 4 2 4 6 
cosh a = < JL (C2) 
tanh « — e =- : (C-3) 
coshx coth о 
sinh(x + jf) = sinh « cos $ + j cosh а sin f (C-4) 
cosh(x + jf) = cosh х cos $ + j sinh x sin д (C-5) 


2. о-й 


sinh(jx) = j sin x = Ё 


(С-6) 


e? - ja 
cosh(ja) = cos х = 242 ыі 


В 


TABLES OF COMMONLY 
USED FREQUENCIES 


D.1 RADIO FREQUENCY BANDS . 


Frequency —————————————9 


3kHz  30kHz 300kHz 3MHz 30MHz 300MHz 3GHz 
vLF | LF MF | HF | VHF | UHF | 
100km 10km 1 km 100 m 10m Im 10 cm 


Wavelength 


D.2 TELEVISION CHANNEL FREQUENCIES 
. МНЕ 


Frequency Frequency 
Channel range 
(MHz) 


54-60 
60-66 
66-72 
76-82 
82-88 
174-180 210-216 


30 GHz 


1 cm 


300 GHz 


1 mm 
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UHF 
ee 
Frequency Frequency Frequency 
Channel range Channel range Channel range 
no. (MHz) no. (MHz) no. (MHz) 
14 470-476 30 566-572 46 662-668 
15 476-482 31 572-578 47 668-674 
16 482-488 32 578-584 48 674-680 | 
17 488-494 3 584-590 49 680-686 id 
18 494-500 34 590-596 50 686-692 | 
19 500-506 35 596-602 51 692-698 
20 506-512 36 602-608 52 698-704 | 
no mm 0 wa 8 nm 4 CONDUCTOR DATA 
22 518-524 38 614-620 54 710-716 
23 524-530 39 620-626 55 716-722 
24 530-536 40 626-632 56 722-128 
25 536-542 41 632-638 57 728-134 
26 542-548 42 638-644 58 734-740 
27 548-554 43 644-650 59 740-746 
28 554-560 Ez] 650-656 : 
29 560-566 45 656-662 83 884-890 


em 


Note: The carrier frequency for the video portion’ is the lower frequency plus 
1.25 MHz. The audio carrier frequency is the upper frequency minus 0.25 MHz. All 
channels have a 6MHz bandwidth. For example, Channel 2 video carrier is at 
55.25 MHz and the audio carrier is at 59.75 MHz. 


E.1 CONDUCTIVITIES OF GOOD CONDUCTORS 


Conductor Conductivity. (mhos/m) 
Silicon steel 2 х:1097 
0.3 RADAR BANDS Brass 1.1 x 107 
j Aluminum 3.5 x 107 
Gold 4.1 x 107 
Copper 57 x 10? 
World War Il New IEEE Silver 61 x 107 
band.designations band designations 
hf 3-30 MHz 
vhf 30-300 MHz 
uhf 300-1000 MHz 
L 390-1550 MHz L-band 1-2 GHz 
5 1550-3900 MHz S-band 2-4 GHz | 
C 3.9-62 GHz C-band 4-8 GHz | 
X 6.2-12.9 GHz X-band 8-12 GHz 
Ku 12.9-18 GHz K,-band 12-18 GHz 
K 18-26.5 GHz K-band 18-27 GHz 
Ka 26.5-40 GHz K,-band 27-40 GHz 


Millimeter 40-300 GHz 
] 
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E.2 WIRE DATA 


Diameter in 
mm (in.) 


3264 (0.1285) 
2.906 (0.1144) 
2.588 (0.1019) 
2.305 (0.0907) 
2.053 (0.0808) 
1.828 (0.0720) 
1.628 (0.0641) 
1.291 (0.0508) 
1.024 (0.0403) 
0.812 (0.0320) 
0.644 (0.0253) 


Single copper 
wire continuous 
duty current 
capacity (A) 


73 


Copper wire dc 
resistance 
per unit length 
(ohms/100 m) 


0.1952 
0.2462 
0.3103 
0.3914 
0.4935 
0.6224 
0.7849 
1.248 
1.984 
3.155 
5.017 


SOME USEFUL 
MATHEMATICAL RELATIONS 


F.1 DIRAC DELTA FUNCTION 


The Dirac delta function (or impulse function) is zero everywhere except when 
the argument is zero 


0(t—53,) 0 for хєх, (F-1) 


For the zero argument case the function is singular but in a special way: the 
area is unity, that is, 


| ” E- ed dee d (F-2) 


— eo 


Another useful property of the Dirac delta function follows, 


J 


oo 


g(x)ó(x = x,) dx — g(x,). 
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F.2 BINOMIAL THEOREM 


(a + by =a" + na^ !b + me 3 ^ sm 


SD 2 uoa, 


(1+ху =1+пх for x«l 


F.3 BESSEL FUNCTIONS 
1 2x R 
4 2-2 х cosa 
o(x) = 5. І gi co dy 


J ix) = E [ “pix cosa cos(na) da 


E ж тут 
а т (n+ n) 22976 


1,5) 90), fx) — 1, ag) 


[x eed dz = 2274, 1) 


2"n! 


|= уох) dx = Б 7,0) 


F.4 SOME USEFUL INTEGRALS 


| sin(a + bx)e* dx E 


'* sin? x 


dt sine integral 


dt cosine integral 


e 3 [c sin(a + bx) — b cos(a + bx)] 


(F-4) 


(F-5) 


(F-6) 


(F-7) 


(F-8) 


(F-9) 


(F-10) 


(F-11) 
(F-12) 
(F-13) 


(F-14) 
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54 -- 
Dh 


Cin(x) = Dp 
Cin(x) = 0.5772 + In(x) — 


с) = | ЕСЕ 2 а C(—x) = —C(x) 


S(x) = [ (5 ) ar: S(—x) = —S(x) 


Ci(x) 


Fresnel integrals 


(F-15) 
(F-16) 


(F-17a) 


(F-17b) 


COMPUTER PROGRAMS 


In this appendix FORTRAN statement listings of several computer programs 
are presented. Many are useful throughout the text. For example, the subpro- 
grams PPLOT or PROFIL can be used to display data (generated by a main 
program) in a polar or rectangular form using the line printer of a computer. 
The program ARRFAC generates the array factor pattern of an equally spaced, 
uniformly excited linear array. The ARRPAT program is a general array pro- 
gram useful for any array geometry, excitations, or element type. The program 
NEESLAP is a general linear array factor program especially suited to the 
synthesis techniques of Chapter 10. The SPAP program is intended for use with 
the line source synthesis methods in Chapter 10 which are of the Woodward- 
Lawson or Taylor line source type. 


G.1 LINE PRINTER POLAR PLOT SUBROUTINE—PPLOT 


Subroutine PPLOT provides a polar plot, such as of an antenna pattern, on the 
line printer of a computer. It is used in conjunction with a program which 
generates the pattern values of a radiation pattern at 1° intervals and loads them 
in the data array DATA. For example ОАТА(1) is the pattern value at a polar 
angle of 1°, DATA(2) is the pattern value at angle 2°, and so on up to 360°. The 
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G.2 LINE PRINTER RECTANGULAR PLOT SUBROUTINE—PROFIL 569 


pattern does not have to be normalized to a maximum value of unity because 
this subroutine will automatically normalize it. In addition to the polar plot, 
the pattern values for all angles are tabulated. The locations and values of 
the pattern maxima and minima are printed out separately. 


390 Т! PPLOT (DATA) 
2002 (223 ЕРИ ЗҮЙЧ ieeo 
8004 T GER BLANKI" */,STAR/**  / DASH/*- * / VDASH/* | * / .ORIGIN/*C*/ 
8995 LEAL EC O7 
0006 ОЕГТА2-1:Ё-06 
2007 AMAKe DATA 1) 
9909 00/20 260 

l= 
9919 BATA E I-AMIN ABATAR 

01 m АТА(1):6Т АТА 
901 АМАХ- Ann} SGT weber QU 10 23 
9014 A н Uf tbs feet no PPLOT PLOT GENERATED - - ALL VALUES EQUAL", 
0015 URR 
8917 23 ТЕКЕ 
2018 21 Ё үс fi 50Х,"ТАВЬЕ OF DATA PLOTTED*,//) 
0020 22 FORMAT(! *,S(*ANGLE' 2X," VALUE OF А "'),'ANGLE* ,2X,'VALUE OF R') 
$333 Zerel "O 
9923 51:60 
0024 84841) 
B Eit 
= 

89% АЗИЗ СТЕ ЦИКЛ ИЕ DATACK) pL sDATACLD N DATACH), 
5928 16 FORMATE ® +4 5( 135116144 742K) L3 DS EL6 eT) 
9830 2 FORMAN 2 MAXIMUM VALUE OF Re',Gl4.7,/," MINIMUM VALUE OF Re', 
9031 SUTA AS зунд 

= 
8933 8:10:1:513 1) /ABS(AMAX} 
0034 НИНА ИЛЭН ALD) MAITECGs61) 1 
0035 Е (DATALI J. GEZCL A20) wai tele 63) 
0036 бі FORMATI: MĪNIÑUN VALUE CCCURS АТ Н 
0037 62 FORMAT(* MAXIMUM VALUE CCCURS АТ ANGLEe', 14) 
2 юте, 
0040 1 БАН, $60, POLAR PLUT, NORMALIZED" 777) 
ЫН Bee iets 3600 
0043 Y=ABS(DATA(I) )®SIN(1®CONV) 
9343 - Dip re 
0046 33 LINER (LED =B LAN 
ЫН уе сиза 
2049 ОМ со то во 
3250 90,100 бізі 
2051 100 LINEL(NAD=0ASH 
8353 60 050 151,26 
335% АТЕСТИ сс TO 50 
9055 Ec ABSLOA TA T Li COS Cre Co 
ви so СОН ies eie 
2059 11(3:50-39) INCL Eee) ORIGIN 
0050 MR ITE COT 3E CLINCH LI ЕДЕН 
p ен 
2063 120 Өр 
0064 t NE TAOGE УСАН 
0065 40 CONTINUE 
2966 RETURN 
2267 ENO 


G.2 LINE PRINTER RECTANGULAR PLOT 
SUBROUTINE—PROFIL 


Subroutine PROFIL provides a rectangular plot on the line printer of a 
computer. It is used for plotting patterns either as a function of angle or of a 
parameter such as w — cos 0. Current magnitudes and phases can also be plotted 
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G3 UNIFORMLY EXCITED ARRAY FACTOR PROGRAM--ARRFAC 


APPENDIX G: COMPUTER PROGRAMS 
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: : 252 : Я 4 t$ UD Ho PAGO EES OKTTERN Recte IN тоте 
The array information is inputted on one card (or card image) with an (I5, $ t TEEARES POR ANY 2 ine H AL ARRAY ARTERNA CORE PARAT TON. ^ 
2F10.0) format. First the number of elements N is given as an integer. Next the THE MAIN BEAM CAN BE STEERED TO POINTING ANGLF THETA IE” 
interelement spacing D in wavelengths is specified as a real number. And finally, : ELEMENT PATTERNS ARE IN SUBPROGRAM ELPAT. 
the angle THETA 0 relative to the line of the array is entered as a real number nh REAL Вата! 5601727 
me : Е DIMENSICN X(20) y L20] « 422] A20)  ALPHAL201 
and is in degrees. Several arrays can be computed with a single computer run by 000% COMNOK/ BLOC I? ууу As ALPH 
stacking data cards, one card lor each array. 1 0006 4 Piza, 14159265 
The output from ARRFAC is the polar pattern generated by PPLOT. Also, all араа ы 24...” 
input information is printed, as well as the interelement phase shift required to 8813 EZ СӘНГЕР жеді eRe IRE сеолит 
steer the main beam to the desired angle. с CIT ANGLES IN DEGREES 
ЯВГ c 
H $i COLLINEAR SHORT DIPOLES PARALLEL TO THE Z-AIS | 
с 4: ГУН SHORT DIPOLES PARALLEL TC THE X-AXIS 
NPOINT* 1 IF ELEMENT PHASES ARE TG BE ADJUSTED FOR STEERING 
6:4 COMPLETE PATTERN PROGRAM FOR AN ны t E The RAIN BEAM IN THE he Pot PREOI Вакто 
ITE(6,86) 
ARBITRARY ARRAY—ARRPAT 0012 86 — FCRMATCIHI) 40x)" ARRPAT* ///1 
9013 
р s ШЕШЕНІ ШІ onenen 
2 pi в 001 т € g 
The prográm ARRPAT is used to compute and display the complete radiation -— » libet иран еми шайынды ы ыы ды. 
pattern of an arbitrary antenna array. Тһе array factor is computed in the нен а? iou E RE ARE PARALLEL HALF-WAVE DIPOLES PARALLEL TO* 
. . 019 
subroutine ARFACT. The subroutine ELPAT performs the element pattern 1 8020 180 КОМ ЕУР РНЕ ELEMENTS ARE COLLINEAR SHORT DIPOLES PARALLEL TO THE 
computations. It contains five element pattern types: isotropic (NETPYE —0), 0922 181 FORMATL/* THE ELEMENTS ARE SHORT DIPCLES PARALLEL TO THE X-AXIS!) 
half-wave dipoles parallel to the z-axis (NETYPE-1) ог x-axis 0023 " IFUNPOINT.EQ.0) GO TO 42 
(NETYPE =2), and short dipoles parallel to the z-axis (NETYPE —3) or x-axis 3823 а EMIL MUI MAL % ны 
(NETYPE- 4) Other element types can be handled by adding the appropriate 8339 96 марте [Е 90), THELAO PN] ВЕ STEERED TO ТНЕТАО-%,Ғ10.5, 
coding within ELPAT. 0028 42 1 Сор ЕЕ5 ANO PHIOs*,F10.5,* DEGREES') 
. . . . . . 6 
The input to the program begins with one card image with the integers N, 3358 ВА ЕСТЕК 
МЕТҮРЕ, and NPOINT using а 312 format. М is the number of elements in the 9932 ТЕН әйелін 
array. МЕТҮРЕ is the element type number as described above. NPOINT is set 53% TRE TA Qe нЕт етке mes 
to zero unless it is desired to have the program adjust the element excitation 3337 ALPHA 11:52 P16 (X 1) *SIN(THETAD}*COS( PID) 47 (1 )#SINETHETAOI#SIN(P 
phases to steer the main beam maximum to the (0,, ф,) direction, in which case 9938 х Eur MN ымы, 
NPOINT is set to unity. If NPOINT- 1 the next card image read in contains 952% 83 FORMAL М зу ELEMENT LOCATIONS: CURRENTS) AND PHASES © 
THETAO and РНІӨ in degrees using a floating point format with a field length 994 525% NM UG II tO аак P эн цай EE 
of 10. The remaining card images are N in number, one for each element. Each 53% RITE QS 485). 13Х(11:ү(17 ZCI ,А(1) 4 ALPDEG 
à E amag ; 3945 85 FORMAT(IH ,15:5Ғ1024) 
of these card images contains five numbers іп an 8Ғ10.4 field. The first three are 9916 p Ы ы 
the x, y, and = coordinates for the element center location in wavelengths. The 3381 х наг бенен 
remaining two numbers аге the current amplitude and phase (in degrees) for that 9029 ОАТАГ 142156 БАТ (0. PHI NETYPENARFACT(O- ,PHL) 
element. There are no restrictions on the element locations and excitations. 35 нгі 2 
5 : 5 А -J* А 
The program outputs all element location and excitation data. If the beam is 39% ТАНИ STYLE ug nere : 
to be steered to (0,, ф,) the phase is adjusted from that inputted to the program 3931 ЗААН 11-1 HE 29 
. è H А » е в DAT - ETA, . ж LI 
such that the desired beam pointing is accomplished. Next the pattern informa- 995% 10 CONTINUE png: is ааа ree 
tion is displayed for the xz, yz, and xy planes. In each plane both polar and 3383 ӘНШІ ен жем 
rectangular plots are given. 3366 ТЕРЕН ӘНЕ, 2160АТАХ(1,23/ЕМАХ 
The subroutines PPLOT and PROFIL in Sections G.1 and G.2 must be ЫН i} continue ; j 
added to the source listing below. 3538 ві ТЕТІН! XI-PLANE PATTERN PLOT!//3X,'X-AXIS IS VERTICAL AND Z-A 
om) 1x15, 15 wORTZONTALSZ 3X,"ANGLE 15 THETA!) 
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LINEAR ARRAY PROGRAM—NEESLAP 
The NEESLAP program is used to plot the array factor of a linear array, either 


equally or unequally spaced. The plot is given as a function of w 


employed in Chapter 10. 
All input data is printed out, followed by the pattern plot of the array factor. 


The first card image 
elements NP in an I5 format. This is followed by NP number of card images, 


one for each element. Each of these contains the position (in wavelengths), the 
current amplitude, and the current phase (in degrees) in a 3F10.5 format. 
The subroutine PROFIL of Section G.2 is to be added to the statement | 


G.5 NONUNIFORMLY EXCITED, (UN)EQUALLY SPACED 
below. 
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)/EMAX 
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G.6 SAMPLING PATTERN ANTENNA PROGRAM—SPAP 


The SPAP program computes and displays the pattern, current amplitude 
distribution, and current phase distribution for a line source antenna whose 
pattern can be described by a sum of sampling functions. This pattern class 
includes the Woodward-Lawson and Taylor line sources described in Chapter 
10. 

The first card image required for input contains the number of Sa functions 
NP and the length of the line source LEN in wavelengths in an (110, F10.5) 
format. The following input card images (NP in number) each contain the 
sample locations in the pattern variable w and the pattern sample values in an 
8F10.6 format. i 

The output begins with a printing of all input data. Next the pattern is plotted 
as a function of w = cos 0. This is followed by plots of the current amplitude and 
phase as a function of position along the line source in wavelengths. 

The subroutine PROFIL of Section G.2 must be added to the following 
statement listing. 


Q € * 9% * * а SAMPLING PATTERN ANTENNA PROGRAM (SPAP) + » + + 
C THIS PROGRAM COMPUTES AND PLOTS ANY PATTERN EXPRESSIBLE AS A SUM 
с ВЕРА Үнс FUNCTIONS - E 
с SUCH AS  WMGCDWARD-LAWSON AND TAYLCR LINE SOURCES 
С THE CURRENT MAGNITUDE AND PHASE ARE ALSG PLOTTED 
с 
0001 REAL LEN 
2092 REAL ҰН(28),4125) 
9903 REAL ПАТА1(401,2 
0904 COMPLEX СТЕМР, CURREN 
0005 CORO ВГСУ LTYPE PT 
9006 ё OMMON/BLOCI/ LEN, NP НА, А 
9001 Р153.14159265 
9008 с DIR=PI/ 180. 
9319 10  FCRMAT(IMIISXS' SPAP - SAMPLING PAT 
45х, - LING PATTERN ANTENNA PROGRAM") 
0011 RÉADLS,71) NPSLEN 
9912 71. ЁСКМАТЇ110,Е1055) 
C NP= NUMBER OF SAMPLING FUNCTIONS 
C (Ем APERTURE LENGTH IN WAVELENGTHS 
8014 READS TOI UNC ACD 
9015 72 ЁОКМАТ8Ё10-61 ° 
0016 15 CONTINUE 
0017 МАІТЕ( 6,801 
0018 80 FORMAT(LHO)*THIS PATTERN 15 EXPRESSTELE AS A SUM ПЕ SA FUNCTIONS") 
0019 WRITE(6¢81) LEN,NP 
0020 81  FORMAT([HO, APERTURE LENGTH= LEN=',F 8.4, 
1 * WAVELENGTHS*//1H ,'NUMBER CF SAMPLE POINTS- NP-',15) 
0021 МЯ11Е(6,821) 
0022 WRITE(G 483) LN WNUN) АК) NE LL Р) 
0023 82  FORMATLIHO ах I eS Xe WNEED AX PACINO) 
0924 3  FORMAT(IHO, 15, 2F10. 6] 
C PATTERN PLCT IN VARIABLE h 
0025 WRITE(6,85) 
0026 85  FÜORMAT(IHI,'W-PROFILE PLOT OF PATTERN") 
0027 w--1.0 
0028 DO 20 1=1,401 
0029 DATAICIMI])-W 
0030 DATA1(I?2)-PATUM) 
0031 м-ыз0.005 
2032 20 CONTINUE 
0033 ALL PRCFIL(DATAL, 401) 


NT MAGNITUDE PLCT IN VARIABLE S 
S= APERTUKE POSITION/WAVELENGTH 
8835 B& | FORMAILIHIL CURRENT MAGNITUDE РСТ AS A FUNCTI 
Н UN N GF 2 
0036 DELTAS=LEN/200. маан 
0037 S«-LEN/2. 
0038 OC 30 121,201 
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CONTINUE 
50 TC 99 
RETURN 
ENO 


G.7 MOMENT METHOD PROGRAM FOR A 
CENTER-FED DIPOLE 


The computer program in this appendix uses pulse expansion functions and 
point-matching to analyze a center-fed linear dipole. A general subroutine for 
solving a toeplitz matrix is included. 

The variables in the main program are 


A = wire radius in wavelengths 
N = number of segments 
L = length of the dipole in wavelengths 
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The main program ends just after statement 40. The first subroutine, which COMPLEX FUNCTION INGRLK(NINT,LL,UL,Z) 
follows the main program, uses Simpson's rule to numerically integrate Pock- READ, LE eine AAE 

lington’s integral equation, the kernal of which is numerically evaluated in the H=(UL-LL}/NINT ` 

second subroutine. The third subroutine evaluates the generalized voltage matrix HOVER E H 

using (7-81). The fourth subroutine solves a system of equations with toeplitz HALF @KERNEL(Z,LL+HOVER2) 

properties as discussed in Section 7-8. The parameters necessary to use this 

subroutine are described in the subroutine listing. Sample output from the first 


NINTML=NINT-1 
DO 188 I-1,NINTMI 
row of the generalized impedance matrix and the corresponding solution for the ep 


2Р-11-1“Н 
S=S+KERNEL(Z,ZP) 


current matrix are listed at the end of the program. 


С MOMENT METHOD( POINT MATCHING) PROGRAM FOR A CENTER FED DIPOLE 
C OF LENGTH L AND RADIUS A WITH MAGNETIC FRILL GENERATOR 


C FILL VOLTAGE MATRIX AND FIRST ROW OF IMPEDANCE MATRIX аня 
DO 109 11-1,М ET 
РЕЛЕ с SUBROUTINE TPLZ 
RINT#INT( 08. 8861-11(66./N)) : SUBROUTINE TPLZ(TAU,A,A1,NZ, VIN, VOUT ,MM, XNORM, IER) 
ЕУ TNERLKCNINT EL. UL, a9 с TO SOLVE А SYSTEM INVOLVING A TOEPLITZ MATRIX. TPLZ REQUIRES 
TM с ONLY 5N STORAGE LOCATIONS FOR АМ М BY N MATRIX. 
C WRITE OUT INPUT PARAMETERS AND FIRST ROW OF IMPEDANCE MATRIX 5 REMARKS 
WRITE(6,18) N,L.A 
: s : зорж С A TOEPLITZ MATRIX HAS THE FIRST ROW EQUAL TO THE FIRST COLUMN. 
МЫ |у DARMMETERS Уллы 15-78 ei p с ALL ELEMENTS ALONG THE MAIN DIAGONAL ARE EQUAL. ANY DIAGONAL OFF 
(SEG ГІН ,27Х, LSF8.8, a C THE MAIN DIAGONAL WILL HAVE THIS SAME PROPERTY. 
3,'A =',F8.5,' WAVELENGTHS'7/1H ,28X,'FIRST ROW OF z Da aaea йн eS 
4,' IMPEDANCE MATRIX ZL1,N)'//1H ,19X,'N',12X,'REAL',14X 5 ОД Вр RAMETERS 
2 ; TRIX. 
SS с TAU -FIRST ROW OR COLUMN OF THE TOEPLITZ MATRIX (VECTOR 
288 WRITE(6,28) K.ZZ(K) С LENGTH NZ). 
oy FOUG 1] S S rpERE.TI) с A,Al -ARE VECTORS OF LENGTH NZ NEEDED FOR SCRATCH AREA. 
ё GALL тора ШТ EOL yin SURRQUTIME с VIN -FOR THE MATRIX EQUATION (2)(134(у), VIN IS V. (Z.I, 
GALL QE eed MARI WU ЗИӨКШТІНЕ ар) C -AND V MAY BE THOUGHT OF AS GENERALIZED IMPEDANCES, 
2(22,АМ,АМ1,Н,У,1,1, E с -СИРЗЕНТ5, AND VOLTAGES, RESPECTIVELY). V IS A NZ BY 
C WRITE OUT CURRENT VECTOR с M BARTS 2 
WRITE(6,32) : 
4 s -М! = x 
38 FORMAT(IH //1H ,29X,'CURRENT VECTOR I(N)'//1H ,I9X, 'N' £ MM ЕЕ TON СӘКЕН VECTORS ON RIGHT SIDE OF MATRI 
Tao s» Ero a ee A) C VOUT -SOLUTION I, OF MATRIX EQUATION (2)(1)=(У). SOLUTION I 
xe Un iie dal IS. peres с WILL BE AN М2 BY MM MATRIX. 
ay SHEMALE Cente corer) с ХМОВМ -UPON RETURN THIS IS INFINITE MATRIX NORM OF INVERSE. 
FORMATET "eade g. с IER -ERROR CODE WHICH IS Æ IF NO TROUBLE. 
eae COMPLEX TAU1,ALMDA,ALPHA, COEF ,FAC.C1,C2,V,V1,V2 


оо 


REAL L,LL,LLP 

COMPLEX I(281),V(281),9,ZZ(281),AM( 281), AMIC221) 
COMPLEX INGRLK,EINC,KERNEL 
COMMON/CNSTNS/A,A2,B,B2,J 


HALF =HALF *KERNEL(Z,ZP*HOVER2) 
INGRLK-(H/6.)*CKERNELCZ,LLO*KERNEL(CZ,UL )*4. *HALF*2.*S) 
RETURN 

END 


C THIS SUBPROGRAM COMPUTES VALUES OF THE INTEGRAND IN 
с 


POCKLINGTON'S EQUATION 
COMPLEX FUNCTION KERNEL(Z,ZP) 
COMPLEX J 
COMMON/CNSTNS/A,A2,B,B2,J 
R-SQRT(Z*Z-2.*Z*ZP«ZP*ZP*A2) 


А«.005 opted 
ee R52R2*R2*R 
DELZ=L/N KERNEL=CEXP( -J*B*RO*(CIL*U*B*R)*(2. *R2-3.*A2)4B2*A2*R2)/R5 
RETURN 
Р1-3.141592624 END 
Mer C THIS SUBPROGRAM COMPUTES THE INCIDENT FIELD FROM A MAGNETIC 
82-B*B с FRILL GENERATOR 
А2-АХА COMPLEX FUNCTION EINC(Z) 
LL--.5*L COMPLEX J 
ЦЭГ СОММОН/СМ5ТМ5/А,А2.8,82,2 
R1=SQRT(Z*Z+A2) 


DELZO2=DELZ*.5 
Z=LL+DELZO2 


THIS SUBPROGRAM USES SIMPSON'S RULE TO NUMERICALLY INTEGRATE 
POCKLINGTON'S EQUATION 


R2=SQRT(Z*Z+4.9729*A2) 
EINC-.62344*((CEXP( -J*B*RI)/RI1)-(CEXP( -J*B*R2)/R2)) 


COMPLEX TAUCNZ),A(1),A1(1),VINC1),VOUTC1),ONE,ZERO 
DATA ONE/(108,808)/,ZERO/( 200,906) / 
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DATA ONNE/1D£2/,ZRRO/£D8/ 


N*NZ-1 
IER«£ 


NORMALIZE INPUT MATRIX 


TAUI-TAU(CI) 
DO 2889 I1=1,N 


TAUCII)STAU(CII*1)/TAUI 
THE FOLLOWING CALUCLATES THE ITERATIVE VARIABLES TO OBTAIN 


ACN) AND ALMDA 


NOTE--VECTOR A(T) HAS 1 ELEMENTS AND IS STORED AS ACI,J),J*1,N 
ALMDA-ONE-TAU(1)*TAU(1) 


AC1I)9-TAU(CI) 
142 

КК=1-1 
ALPHA=ZERO 
DO 2 M=1,KK 
LL=I-M 


ALPHA#ALPHA+A(M}*TAUCLL ) 
ALPHA=-(ALPHA+TAU( I) ) 
IF(CABS(ALPHA).EQ.2.02)GO TO 15 


COEF -ALPHA/ALMDA 


ALMDA#ALMDA-COEF *ALPHA 


DO 3 2-1,КК 

L=I-J 

Al( J )=A(J)+#COEF*A(L) 
DO 7 J=1,KK 
АС2)8А1(9) 
ACI)SCOEF 
IFCI.GE.N)GO TO 5 
14141 

GO TO 1 


THE FOLLOWING COMPUTES THE VALUES OF EACH ELEMENT OF THE INVERSE 


NH=(NZ+1)/2 
FAC-ALMDA*TAUI 
XNORM-ZRRO 
NP=NZ+1 

DO 51 I=1,NH 
XNM=ZRRO 
IF(I.NE.1)GO TO 52 
Al(1)=ONE/FAC 
XNM=CABS(AI1( 13) 
DO 53 J=2,NZ 
А1(99-А(9-1)/ҒАС 
XNM=CABS(A1(9))+XNM 
GC TO 54 
XNM=ZRRO 

JH-I-1 

C1-ACOH) 
NNPI=NP-I 
C2=A(NNPI) 

DO 55 JJ=1,N 
J=NP-JJ 
INPJ=NP-9 

JL=J-1 


A1UJ)7A1COL )*(CI*ACJL )-C2*ACINP2))/FAC 


XNM=CABS(A1(J)3+KNM 
A1CI)2ACI-1)/FAC 
ХММ-ХНМФСАВ5(А1(1)) 


IFCXNM .СТ. XNORM)XNORM=XNM 


MATRIX MULTIPLY 
DO 56 II=1,MM 
104(11-1)“М2 
V=ZERO 

V1=ZERO 

DO 57 J=1,NZ 


782 


07 MOMENT METHOD PROGRAM FOR А CENTER-FED DIPOLE 


NIDJ=1D+d 
V2=VIN(NIOJ) 
VeV*V2*A1(2) 
KNPJ=NP-J 


57 М1чу14У2"А1(КМРО) 


NIDI=ID+! 
VOUT(NIDI)=V 
KIDNPI=ID+NP-I 


56 VOUT(KIDNPI)=V1 
51 CONTINUE 


RETURN 


15 WRITE(6,788) 


FORMAT('ERROR HAS OCCURED. MATRIX 15 NOT STRONGLY NONSING') 


IER=] 
RETURN 
END 


INPUT PARAMETERS 
188 SEGMENTS 


N = 
L = .47828 WAVELENGTHS 
A = .88588 WAVELENGTHS 


FIRST ROW OF IMPEDANCE MATRIX Z(1,N) 


REAL 


-3.7877354E 
-3.7884581E 
-3.6762423E 
-3.6362128E 
-3.58287825E 
-3.5102238Е 
-3.4254281Е 
-3.3278948E 
-3.2161212E 
-3.8935175Е 
-2.9683874E 
-2.8179189E 
-2.6673696Е 
-2.5188518E 
-2.3473177E 
-2.1885437E 
-2.8111146E 
-1.840408БЕ 
-1.6697817Е 
-1.5885532E 


09 По о 09 9 09) 0) 09 09 КӘ КӘ 0 а RRA R 


IMAGINARY 


1.3292525Е 


-3.1099197Е _ 


-4.379451дЕ 
-1,3827684Е 
-6.2288773E 
-3.4Й51417Е 
-2.1843779Е 
-1.4876882E 
-9.9253023Е 
-7.2439429E 
-5.4834493E 
-4.0й693520Е 
-3.6786881Е 
-2.2986118Е 
-1.6882H66E 
-1.1979826E 
-7.9952716Е 
-4.7396833E 
-2.2754298Е 

9.7914246Е 
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CURRENT VECTOR I(N) 


N REAL IMAGINARY 

1 1.2423271Е -3 -5.4686438E -4 

6 3.2532785Е -3 -1.3810655Е -3 
11 5.0296499Е -3 -2.0604541Е -3 
16 6.6099209Е -3 -2.6858456Е -3 
21 8.0101647Е -3 -3.9234319Е -3 
26 9.2231002Е -3 -3.3132956Е -3 
31 1.0235584Е -2 -3.4687881Е -3 
36 1.1833953E -2 -3.4813235Е -3 
41 1.1626299E -2 -3.3359089Е -3 
46 1.1943624Е -2 -2.9984341Е -3 
51 1.2040478Е -2 -2.3718673Е -3 
56 1.1895277E -2 -3.8824781E -3 
61 1.1510392Е -2 -3.3788629E -3 
66 1.8892217E -2 -3.4988893Е -3 
71 1.8849795E -2 -3.4487937E -3 
76 8.9961008Е -3 -3.2658522Е -3 
81 7.7447310Е -3 -2.9498932Е -3 
86 6.38082528E -3 -2.5262547E -3 
91 4.6914499E -3 -1.9360344Е -3 
96 2.8678654E -3 -1.2258823E -3 


G.8 MOMENT METHOD PROGRAM FOR AN ARRAY OF 
EQUALLY SPACED, PARALLEL DIPOLES 


The computer program listed in this appendix will compute the pattern (in 
azimuth) of an array of vertical (i.e., z-directed) linear dipoles with equal spacing 
(only) The array may be either linear or circular. The resulting generalized 
impedance matrix is block toeplitz. 

The program employs the piecewise sinusoid in the Galerkin formulation 
described in Section 7.5.3. The dipoles may have lumped loads as described in 
Section 7.9.1. If only far-field patterns are needed, the number of expansion 
functions does not have to be large (e.g, NP ~ 5 per dipole). 

The program as given here is set up to analyze a 12-dipole linear array with 
4/2 spacing between dipoles. The dipoles are all 4/2 in length and have a radius 
of 0.00014. To change the array configuration, it is necessary to change some of 
the following parameters. 


A = dipole radius in wavelengths 
L = dipole length in wavelengths 
NW = number of dipoles 
NP = number of piecewise sinusoids per dipole 
SPACE = dipole to dipole spacing in wavelengths 
IND = 1 for a linear array, 2 for a circular array 
ZLOAD = value of the terminal load impedance (may be zero) 


G8 ARRAY OF EQUALLY SPACED, PARALLEL DIPOLES 


The program uses a block toeplitz subroutine which is called after statement 
200. After this call statement, the input impedances and far-field pattern are 
calculated. The magnitude of the input impedance is given by ZMAG pe its 
phase by ZPHASE. The terminal current is given by IMAG. The far-field values 
are stored in the complex quantity E. "^ 

Some sample output data are given after the program listing and corresponds 


to that in Fig. 7-24b. 


FROGRAM XIXI 
C MOMENT METHOD(PIECEUISE SINUSOIDS) PROGRAM vef Жа 
C EQUALY 5РАСЕП» IDENTICAL:FARALLEL LINEAR DI БИИ 
C ARRAY CONFIGURATION MAY BE LINEAR(CIND-1) OR CI 


t ОМ ІМ, ШЕ ІМР›Х (25) ,Ү(25)»1. 
REAL ZMAG(25) » ZFHASE (25) » IMAG (25) + IMAX АРСНЭ 
COMPLEX EINC;INGRLK»U(250)5ZZ2(2500)0 :*PS(5100) + 
COMPLEX EC361)2 5 J» IZC25) » ZLOAT! 
CHINO 
/CNSTNS/ J B2»62*» = 
DATA Pls DEGRAD:RADDEG/S 141502454» ,0174532925:57.29577951/ 
A=0.0001 
L-0,5 
NW=12 
МР-5 
МЕО2Р1-МЕ/241 
SPACE=.5 
21 0АП-(72.,0.) 
РНІОК-45.ЖПЕСКАП 
IND=1 
PHIS=360. *DEGRAD/NW 
RzARS(GPFACE/(2,XCOSCCOPI-PHIS)/2.020) 
NINT-44 
Ј=(0.,1.) 
Е-2.ЖРІ 
А2-Ажа 
Е2-Вжв 
DZ-L/CGNF't1) 
ZHMM--0.SXL 
ZM-ZMHM4TDZ 
ZMP-ZMMt2.XDIZ 
ZMMP-ZMM 


C FILL THE IMPEDANCE AND VOLTAGE MATRICES 


TO 200 13-1,МЫ 

GO TO (172)»IND . 

IF(MOD(NU 2).EQ.0)X(IJ)e(I3-NU/2.)ASPACE-O.28 | 
IF (MOD(NWs 2) EQ, 1) XCIJ) 2 I3XSFACE- ONUF1. 0) XSFACE/2. 
Ү(13)=0. : 

50 TO 50 

Х(13)-КЖСО5( (13-1. )*PHIS) 
YCOIS)ZRXSINCCOIS-1. )XPHIS) 


- ә) 
II-Zà4SQRT(OXCI3)-X(10 KCK CISI—-K C1) 4 CV CISD -V CL) HCY CTS) -¥ C1) 


ZMM-2MMHF 
DO 200 I2-1*NF 

ZM-ZHMMtDZ 

ZMP-ZMM2.XIZ 

1МПЕХУ-124(13-1ЭЖМР 

=(0.70.) 

IF CIND EQ. 1. AND. 12. EQ. NPO2F 1) TNDEXU)=-CEXP (-JKEXX 13) 
IF LIND CED 2 AND. I2. EQ. NFO2P1) UC INDEXU) e-CEXP (-JXBRRICOS 
2(FHIOR-CI3-1)XFHIS)) 

ZNM=ZMMP-DZ 

DO 100 11=1,МР 

ZNM-ZNM4IZ 

ZN-ZNM*TIZ 

ZNF-ZNM*2.XTIZ 

INDEX7-I14((I2—1)XNFPCIG-—1)0 XNFXNF. 
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ZZ«XINDEXZ) - INGRLK(NINT »ZHiM» ZM» ZMP » 2ММ, ZNs ZNP «D? 
ZMM-ZMP-DZ 

МР-((МРЖНР)41.012/2. 

22(МР)-22(МР) *ZLOAD 


C CALL THE BLOCK TOEPLITZ SURROUTINE 


CALL BLTSOL(ZZ»UrPSr НЫ, МР», 44) 


“С COMPUTE INPUT IMPEDANCES AND FAR FIELD PATTERN(Z= 0 PLANE) 


300 


400 


pO 300 15-1,НЫ 

АҒ ‹15)=(0.,0.) 

ПО 300 14=1,МР 

ІМОЕХУ= 14+ (15-1) NP 
IF(IA.EQ.NF/241) 1215) =-СЕХР (-BRIKX CIS) XCOSCPHIORO) 
2/UC INDEXY) 

AF CIS) SAF CIS) £UCINDE XU) 

DO 400 171,361 

FHI-(I7-1)XDEGRAD 

Е(17)=(0.,0.) 

DO 400 16=1,мы 
IFC(IND.EQ.1)ECI7) =Е (I2) AF CIG) KCEXP C.JXEXX C I6) COS CPHID) 
IF CIND.EQ.2)ECI7)=E (17) +AF (16) ЖСЕХР CJKEXRKCOS CPHI-CIÓ-1.) 


2XFHIS)) 


C CALL PLOT ROUTINE FOR FAR-FIELD PATTERN (OPTIONAL) 


10 


600 


20 


МКІТЕ (6,10) МЫ, NF iL s Ar SPACE 

FORMAT(1H»20X» ‘INPUT РАКАМЕТЕК”//1Н,22Х, “Ми” 13/1H» 22X 
2'NF-'*I3/1H» 22X» 'LS ' ,ҒВ.5/1Н,22Х» ”А-”,Ғ8.5/1Н,22Х 
3'SPACE-'»F8.5////1Hv2X» 'N' v7X» 'XN' »9X» YN’ »7X 
4»' ZMAG’ «7X» ' ZPHASE ' «6X » ' INORM^ //) 

ЇНАХ-0 

DO 500 18-1»МЫ 

ZMAG( IB) =CABS(IZ(18)> 

S2=REAL(1IZ(18)) 

Є1-01МАб(12078)) 

ZFHASE(CI8)-RADDEGKATAN2(S1582) 
IMAG(CI8)z21./ZMAGCIB) 


IFC(IMAGCI8).GT.IMAX)? IMAX-IMAG(CIB) 

DO 600 19-1,МЫ 

IMAG(I9)-ZIMAGCI9) / IMAX 

WRITE(As20) I9» XCI9) s Y CI9) »ZMAGCIS) vZFHASECI9) v 
2IMAG(CI9) 

FORMATCIH?r I3» SF11.3) 

STOF 

END 


C THIS SUBROUTINE USES SIMPSONS’S RULE TO NUMERICALLY 
C INTEGRATE FOR IMPEDANCE ELEMENTS USING EQUATION (7-60) 


100 


COMPLEX FUNCTION INGRUK (NINT ZMMrZM» ZMP » ZNRHZN y 2МР ПІ) 
COMPLEX KirK2+S1+S2yHALF1 HALF?» INGRL1» INGRL2 
COMMON/CNSTNS/J»R2»rA2«R 

H1-2(ZM-ZMM) /NINT 

H2=(ZMP-ZM)/NINT 

H102=0.S#H1 

H202=0.5*H2 

біс(0..0.9 

52-51 

CALL KERNEL(K1*K?»7MM*« ZM, ZMF ZNM» ZN» ZNP  ZHMH102» 
2ZM+H202+ 51) 

HALF 1=K1i 

HALF 2=K2 

NINTMI=NINT-1 

DO 100 I=1+NINTM1 

Z1-22MM*IXH1 

Z2=ZM+1*H2 

CALL KERNEL(K1sK2+ZMMs ZM: ZMP ZNMe 2М, 2МР 21,22,00) 
Si=S1i+k1 

S2=S2+K2 

CALL KERNEL (К1»К2.2ММ.2М-2МР»2ММ%.7М%2МР,21%4Н102,72% 
2H202 «I0 

HALF 1-HALF 1*K1 

HALF 2=HALF2+K2 

INGEL124.XHALF1*2.X51 

Тэс: э- А ан £747. СУ 
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CALL KERNEL(K1*:K2»ZMM«ZM»ZMP » 2ММ, ZN»ZNP » ZHM y ZH» DO 
INGRL1=INGRL1+K1 

INGRL2=INGRL2+K2 

CALL KERNEL(K1»K2»ZMM»sZM»ZMP*ZNM» ZNvZNP » ZM ZMP (D) 
INGRL15H1X(CINGRL14K1)2/6. 

INGRL2=H2*( INGRL2+K2) /4. 

INGRLK=INGRL1+INGRL2 

RETURN 

END 


C THIS SUBROUTINE COMPUTES YALUES OF INTEGRAND IN 
C 


созоооооооооооооопогооопоооооо 


44 


EQUATION (7-60) 
SUBROUTINE KERWMEL(K1*K2» ZHM ZM ZHP ZNM ZN v 2МР, 21,22,10) 
COMPLEX K1rK2»J 
COMMON/CNSTNS/JsrB2»625B 
П2-ржр 
712-71%71 
222222*22 
DZM=ZMP-ZM 
DZN=ZNP-ZN 
RNH1=SQRT CD24t (Z1-ZNMO XCZ1-ZNM) > 
RN1=SQRT (D2+(Z1-ZN)*(Z1-ZN)) 
RNP 1=SQRT (D2+¢(Z1-ZNP)*(Z1-ZNP)) 
КНМ2-50КТ(824(22-2ММ»Ж(72-2МН)») 
RN2=SQRT (D2+(Z2-ZN)*(Z2-ZN) ) 
RNP2=SQRT (D2+(Z2-ZNF)&(Z2-ZNP)) 
К1=30.%ж.)% (СЕХР (~ JKBXRNH1) /RNH1-2.XCOS ( BXDZND ЖСЕХР ( ~ JEEXRN1) 


2/КМ14СЕХР ( - JKEEXRNP1) /RNP1)/SINCBXDZM) 


K2=30. XJX (СЕХР (7 .JKBXRNM2) /RNM2-2. XCOS ( PXDZN) XCEXP ( — .J'EBXRN2) 


2/RN24CEXP ( - JKXBXRNF2) /RNP2) /SINCBEDZM) 


K1-K1XSIN(BX(CZ1-ZMMD) )/SIN(RADZM) 
К2-К2Ж51М(СВЖ(2МР-22) ) /51М(ВЖП2М)» 
RETURN 
END 
SUBROUTINE ВІ Т504 (2,0, РС, МИ, МР, ТЕНТКҮ ) 
COMPLEX 201) ,0(1) »PSC1I) 
DIMENSION I4(2) 
GO TO (41542543544)  IENTRY 
CONTINUE 
IRET=0 
GO TO 1 
SUBROUTINE SOLVE FOR I THE MATRIX EQUATION V=ZI WHERE Z IS 
ASYMMETRIC BLOCK-TOEPLITZ MATRIX OF ORDER NWUXNP. EACH BLOCK IS 
OFORDER NP AND AN NU XNW PARTITIONING IS USED 
V IS A SPECIFIED VECTOR OF LENGTH МЫЖМР, ON RETURN FROM BLTSOL 
I IS STORED IN PLACE OF V 
FS IS AN ARRAY FOR SCRATCH STORAGE. 
STORAGE REQUIREMENTS ARE 
2(МЫЖМРЖЖ2) (I.E. » THE FIRST ROW OF NP X NF BLOCKS) 
Z MATRIX IS FILLED EY COLUMNS» I.E.»Z(CJ- 1) XNP*I)2ZC€OI»J) 
UCNUXNF) 
Р5СС(2ЖМЫ41) ЖМРЖЖ2) (FOR TEMPORARY STORAGE) 
BOTH NF AND NW MUST BE GREATER THAN OR EQUAL TO 2. 
ALL ARRAYS ARE COMPLEX. 
CONTENTS OF Z ARE DESTROYED. 
ENTRY (IENTRY) POINTS АКЕ AS FOLLOWS.. 


(1)= LINSET(Z*PS»NWeNF) FACTORIZES THE 2 MATRIX-STEPS I AND 11. 


(2) NEURHS (V) MUST RE PRECEEDED BY A CALL TO LINSET. CAN CALL 
THIS ENTRY РОІМТ A NUMBER OF TIMES TO SOLVES FOR CURRENT FOR 


DIFFERENT V BUT THE SAME Z FACTORED BY INITIAL CALL TO LINSET. 
(3) NEWFAC(ZsPSrNWeNP) CALLED TO RESET ADDRESSES. MUST BE CALLED 
IF PS ARRAY: МЫ, НР ARE STORED ON ТАРЕ AND REREAD FOR SUBSEQUENT 


CALLS TO NEWRHS. 


(4) Ві ТЗ01 (2,0, Р5, МЫ, МЕ) EQUIVALENT TO CALLS TO LINSET AND NEWRHS. 


FACTORED ARRAY REMAINS FOR POSSIBLE REUSE BY FURTHER CALLS TO 
NEWRHS OR PS ARRAY CAN RE SAVED ON TAPE FOR LATER USE. 
ENTRY LINSET(Z»PS»NU»NP) E 
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CONTINUE 

IRET-1 

GO TO ! 

ENTRY NEWFAC(Z»PSrNWrNP) 
'CONTINUE 

N=NW-1 

N2=NF**2 
ISNUXN24N241 
J=N2+1 
ІҒ(МОП(М,2))2,2,3 
N EVEN 

IPHI=J-N2 

IFSI-I 

GO TO 4 

N` ODD 

IPHI-I-N2 

IPSI=J 

RETURN 


ENTRY POINT IF A PREVIOUS CALL MADE TO BLTSOL AND NOW ONLY 


SPECIFY A NEW RHS 

ENTRY NEWRHS 

CONTINUE 

GO TO 48 

CALC | DEL(-1) AND PSCCOD)»0) 
NzNU-1 

IF(NU.LT.2)GO0 TO 100 
IF(NF.LT.2)G0 TO 101 
N2=NPXNP 

DO 5 Ізі,Нн2 
МКІТЕ(8»,-)1,7Х(1) 
Р5(12-27(1) 

CALL LINEQ(PS+ NP) 

CALL MATMLT(PSrZ(ON2E1) »PSCN2*1) v NP) 


IA(1)=START ADDRESS IN PS ARRAY OF Р5((М-1) +0) 


IA(2)=START ADDRESS IN PS ARRAY OF Р5С(М»»О) 
IAC1N2-START ADDRESS IN PS ARRAY OF DEL(C(M-1)5 
IA(2)-N2=START ADDRESS IN PS ARRAY OF DEL(CM-1) 


IST*I-2XNUXN241-START ADDRESS OF ABDITIONAL SCRATCH AREA 


1А(1)-н241 

IAC2) ZNUXN2 *N2*1 
IST-2XNUXN2 
MZ-N2tN2*1 

HH-0 


ITERATE ON М-1,2,...М. FOR M-N» ONLY CALC DEL(OM-1) 


DO 45 H=19N 

1O=IAC1)4+MM 

MM=MM+N2 

11-1АС2) £MM 

10 IS START ADDRESS OF PS((M-1)+M-1) 
11 IS START ADDRESS OF PS((M)+M) 
CALC PEL(M-1) 

CALL MATHLT(PSCIO)s;FSCIO) 9Р5С(15Т41) , МР) 
14-15Т 

DO 20 1-14МР 

DO 20 І=1,МР 

IJ-2IJ41 

PSCIJ)--FSCIJD 

IF (1.EQ.J)PS(IJ)=PS( IU) 41. 

CALL LINEQ(PS(CIST#1)+NP) 

IIt-IACI)-N2 

ID1-I4(2)-N2 

CALL MATMLT(FSCIST4L) уР5 (10) »FSCIDI) NP) 
IF(M.EQ.N)GO TO SO 

CALC FS((M)+M) 

MZZ-MZ 

MS-14(1) 


соо 
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IJ=IST 

00 25 I-1»N2 

14413441 

Р5(1.))-2<М279 

Н22-М27%1 

MZZ=MZ-N2 

DO 30 15=1,м 

CALL TRMMLT(PSCMS) »ZCMZZ) »PSCISTET) ЫР» 
TRMMLT ACCUMULATES -ТКАМ5Р(Р5(М5) )XZ(MZZ) 
HS-MS*N2 

MZZ-MZZ-N2 

М2=М2+М2 

CALL MATMLT(PS(ID1) sPSCIST+1)+PS( 11) 9МРЭ 
CALC РСМ), К) FOR К-0,1....М-1. (IR=R) 
10К-1А4(1) 

ІіК=ІА(2) 

IMR=10 

00 40 IR-1:M 

CALL MATMLT(PSCIMRO PS(I1) »PSCISTE1) s NP) 
INR=IMR-N2 

IJ=1ST 

DO 40 I=1+N2 

PSCIIR)SPSCIOR)-PSCIJA1) 

IJeIJ*1 

118-11841 

IOR=IOR+1 

I-IA(1) 

IAC1)2IA(2) 

ІА(2)=1 

HAVE FINISHED ITERATION ON FS. NOW PUT РНІ(К) 
IPHISIA(2)-N2 

IPSI=IAC1) 

TOR=IA(1) 

118-1А4(2) 

00 60 1=1,м 

CALL MULTTR(PSCIPHI) ,РЅ‹ТОК) »FSCTARO » NF) 
IOK-IOR*N2 

I1R*IIRtN2 

FUT PHI(-1) IN PS(TPHT) 

J=IPHI 

BO 65 I-1»N2 

FStJ)s-FS(CJ) 

J=J+1 


INTO FSIACOD 


NOW HAVE РНІ(5),5--1,091»....М-1 STARTING AT PS(CIFHI)O 
ANI! PSI(S)+ Sz051:...N-1 STARTING АТ FS(CGPSI) 


FROM A ANI B IN Z ARRAY 
IFCIRET.NE.ODRETURN 
IB-NUX*NF1 

1c=1 

Jz2*NUX*NF 

TO 70 1-199 
Z(T)=(0.70.) 

Wet 

RO 80 J-1*:NU 

NR=NW-J+1 

I1S-IFHI 

I2S2IPHI*NXN2 

1У5=10 

ВО 75 I-1»NK 

JENTRY=1 

CALL MATVCACPS( 11S) Ч (105) »ZCICO) NPr JENTRYO 
CALL МАТУСАСР5(1259»,0(195),.2(1Н8).МР» JENTRY) 
115-<115%М2 

125-125-н2 

IVS=IVS+NP 

IV=IV4+NP 
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IB-IB4NF 
NOW CALCULATE I IN V LOCATIONS. 

J-NWXNF 

DO 85 IsisJ 

Әсіз--7(10 

IU-NF1 

IC-1 

18-1У44 

DO 95 1К-1»М 

I1S-IFSI | 
I2S=(N-1) XN24IPSI | 
ICS-IC | 
IBS-IR 
TO 90 IS-1*IR 


| | 


JENTRY-1 
CALL МАТУСАСР5(115) »ZCICS) »UC IUD s NF» ЗЕМТКҮЭ 
JENTRY=2 
CALL МАТУСАСР5(1259 ,)2(185) sUCIUD s NP» JENTRYO К 
115=115+№2 
128-125-М2 
ICS-ICS-NF 
IBS-IBS-NF 
IU-IU4NF | ? 
IC=IC+NP 
ІВ=ІВ+МР 
GO TO 99 
URITE(6+1000)NU 
WRITE С, 1001)МР 
FORMAT(///10X»27HILLEGAL CALL TO BLTSOL. 
FORMAT (///10X*27HTLLEGAL CALL TO BLTSOL. 
RETURN 
END 
INVERSION OF COMPLEX MATRIX С, 
FLACE OF C j 
SUBROUTINE LINEQ(CrLL) | 
COMPLEX C(1)»STORsSTOsST«S | 
DIMENSION LR(77) 
COMPLEX X с 
CABQ(X)=REAL (X) KREAL (X) +AIMAG OO KAIMAG(X) 
nO 20 I-1;LL 
LRCGD-I 
CONTINUE 
M1-0 
DO 18 M-isLL 
K=M 
no 2 I-M»LL 
Кї-М141 
K2=M14K 
ТЕ (CARR ССК) )-CARG(C(K2)) 924296 
K=1 
CONTINUE 5 
LS-LRCOD 
LRODSLRONO 
LR(KO-LS 
K2=M1+K 
STOR-C(K2) 
J1=0 с 
DD 7 441411 
K1-J14K 
R2-2J1*M 
STO=C(K1) 
C(K1)=0¢K2) 
C(K2)-2STO/STOR 
мл 
CONTINUE 


МЫ» 16) 13 


МР-»16) 


OF ORDER LL. INVERSE IS RETURNED IN | 8 


G.8 ARRAY OF EQUALLY SPACED, PARALLEL DIPOLES 


Ki=M1+M 

С(К19-1,/5ТОК 

DO 11 141911 
1ЕСТ-М)12-.11»12 

K1=M1+I 

ST-C(K1) 

С(К1)= (0, ,0,) 

Ј1=0 

DO 10 Ә-імі 

N1-J1*I 

K2=J1+M 
C(K1»0zCCK1)-CGOR 2D XST 
JizJitLL 

CONTINUE 

CONTINUE 

M1=M14LL 

CONTINUE 

4150 

BO 9 414140 
IF(CJ-LRCJ)21458»14 
LRJZLR(CJ) 

J22(.RJ-1»XLL 

ПО 13 1=1,11 

R27 J24I 

K1-J14I 

S=C(K2) 

CCK2)=C(K1) 

CCK1)=S 

CONTINUE 

аке = КАК 

LRO.R.D -LRJ 

IFCI-LRCAJ) 1458514 
J1-2J14LL 

CONTINUE 

RETURN 

ENT! 

SUBROUTINE MATMLT(A»ErC*NF) 
CALCULATES С-АЖН» А, К.С ARE NF X NF MATRICES OF COMPLEX NUMBER. 
COMPLEX АС19.Е(19,С(19» 
ІЈ=0 

(-1 

ТО 15 ӘтізМР 

ПО 10 1-14МР 

IJ-IJ41 

П-(0.,0.9 

KJ=L 

IK-I 

DO 5 К-1МР 
D=T+ACIK UKE CK I) 

TK=IK+NF 

KJ=KJ+1 

CCIJ)-D 

L=L+NP 

RETURN 

END 

SUBROUTINE ТЕММЕ ТА» В,С МЕ 
ACCUMULATES IN С -TRANS Е(А) жЕ 
COMPLEX А1), (17,7010), 


IJ-0 

іті 

ПО 15 ӘзізМР 
M=1 

DO 10 1-194Р 
TosT +1 
П-(0.,0.» 


KTzM 


589 


590 


іл 


10 
15 
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KJ=L. 

П0 5 К-1»МР 
П504А(КТЭЖВСК) 

Кї-к141 

KJ=KJ+1 

М=М+МР 

С(1.3-0613)-8 

L=L+NF 

RETURN 

END 

SUBROUTINE МШ ТТКСАУ В,С. NP) 
CALCULATES C-AXTRANSP(CR) 
COMPLEX AC1Y*+H(1) C(t) TH 
TJ=0 

ПП 10 Ј=1,МР 

DO 10 I-1-NF 

IJ-IJHi 

П-(0.»0.3 

IK=I 

JKzJ 

TIO 5 Kat+NP 

D-IH A CIN)XRCJKO 

ТК=ТК+МР 

ЈК=ЈК+МЕ 

СТ) =0 

RETURN 

END 

SUBROUTINE МАТОСАСА, В, C+ Ny JENTRY) 


FOSITIVE ACCUMULATION ОҒ АЖН TN C+ WHERE А IS AN N X М MATRIX 
BRIS AN М-УЕСТОК» C IS AN N-VECTOR. ALL АКЕ COMPLEX 


COMPLEX ACIO:RCIOSCCIO TD 
GO TO (32,32) » JENTRY 
160=1 

GO TO 1 

CONTINUE 

NEGATIVE ACCUMULATION - SYMROLS AS AROVE 
IG0-2 

DO 10 2-1,М 

T=(0.99.) 

IJzJ 

DO 5 Ізі,М 
DizIHACIJO)XRECID 

IJ=IJ+N 

GO TO (4,7) ,ІС0 

C(I =C) T 

GO TO 10 

С) CC - D 

CONTINUE 

RETUKN 

ENI! 


G.9 DIFFRACTION COEFFICIENT COMPUTER PROGRAM 591 


INPUT PARAMFTER 


L- 0.50000 
A= 0.00010 
SPACE= 0.50000 


N XN YN ZMAG 7PHASE INORM 
1 -2.750 0.000. 137.142 22.1772 1.000 
2 -2.250 0.000 170.822 20.875 0.803 
3 -1.750 0.000 176.838 15.464 0.717 
4 -1.250 0.000 170.084 12.902 0.806 
5 -0.750 0.000 163.760 12.917 0.837 
6 -0.250 0.000 160.597 14.044 0.854 
7 0.250 0.000 160.244 15.339 "0.856 
8 0.750 0.000 161.925 16.427 0.847 
9 1.250 0.000 165.529 17.132 0.829 

10 1.750 0.000 171.673 16.975 0.799 

11 2.250 0.600 180.566 14.436 0.760 

12 2.750 0.000 183.893 3.838 0.746 


G.9 DIFFRACTION COEFFICIENT COMPUTER PROGRAM 


The subroutine listing given below will compute the diffraction coefficients D, 
and D, presented in Section 9.5 for the wedge of interior angle (2 — п)л. The 
subroutine will also compute the slope diffraction coefficients associated with the 
perpendicular and parallel cases. T latter slope diffraction coefficient is dis- 
cussed in Section 9.8. 

To use the subroutine, it is only necessary to know the calling parameters in 
line 1, which are 


DS = diffraction coefficient D (1, ф, Ф) 
DH = diffraction coefficient D(L, ф, Фф) 
DPS = slope diffraction coefficient for the parallel case 
DPH = slope diffraction coefficient for the perpendicular case 
R = distance parameter L 


PH = angle ф 
PHP = angle $' 
BO = angle y, 


FN = n of the interior wedge angle (2 — n)z 


As an example of the use of subroutine DW, consider the E-plane analysis of 
the horn antenna in Section 9.6. In writing a “main program” to analyze the 
horn antenna we would call, for example, DW (X, DPER, X, X, RL, PHI, 0.0, 
90.0, 2.0) where X is a variable not used in the program. We must supply the 
subroutine with RL and PHI, and it will return DPER. 

The user of subroutine DW may verify the statement listing by calculating the 
diffracted field in Fig. 9-16. 
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APPENDIX G: COMPUTER PROGRAMS 


Uzf TO XS, THE INTEGRAND IS EXP(-J*PI/2.*U*U),AND THE OUTPUT IS 

С(Х5)-2“5(Х5). 

DIMENSION AC12),BC 12),CCC 12),D(C 12) 

DATA A/1.595769148,-8. 888981782 ,-6. 888568854 ,-8.988576361,6.928691 
%902,-0.016898657,-3.850485660,-0.075752419,0.858663781,-0.8256390 
*1,-@.158238968,8.834484779/ 

DATA 8/-8.888888833,4.255387524,-8.888892818,-7.788828488,-0.898952 
жй895,5.075161298,-0.138341947,-1.363729124,-0. 463349276. 8.7022220 
“6,-0.216195929,0.019547031/ 

DATA CC/8.,-8.824933975,8.088003935,8.005778956,8. 888689892, -8.899 
“497136,8.811948889,-8. 886748873, 8.888246428,8. 882182967, -8. 881217 
“30,8.888233938/ 

DATA D/B.199471149,8.880008023,-0.209351341,0.000023066,8.00485146 
*6,0.021903218,-2.817122914,8.0290649067,-8.827928955,0.816497328,- 
*.805598515,8.8/0838386/ 

DATA PI/3.14159265/ 

IF(XS.LE.8.2) GO TO 414 

Х«Х5 

X = PI*X*X/2.8 

FR=8.8 

FlIeg.8 

K*13 

IF(X-4.8) 10,40,40 

Y*X/4.8 

К«кК-1 

ЕКе(ЕКФАСКЭЭ”Ү 

FI=(FI+B(K))*¥ 

IF(K-2) 38,38,28 

FR=FR+A(1) 

FI*FI*B(1) 

Ce(FR*COSCX)*FI*SINCX ))*SORT(CY) 

Se(CFR*SINCX)-FI*COSCX))*SQRTCY) 

RETURN 

үе4,8/Х 

КеК-1 

FRe(FR*CCCK))*Y 

FI*(FI*DCK))*Y 

IF(K-2) 68,68,58 

FR=FR+CC(1) 

FISFI*DCI) 

С«ей.54(ЕК"С05(Х)»Е1“51М(Х))“508Т(Ү) 

3*2] .S*CFR*SINCX)-F I*COSC(X))*SQRTCY) 

RETURN 

С--9.8 

52--9.9 

RETURN 

END 


The above diffraction program has been used extensively by one of the authors at the 
Ohio State University ElectroScience Laboratory where it was written over a period of 
years by the laboratory staff, 


Active impedance, 155 
Antenna beam solid angle, 35 
Aperture antenna, 375 
Aperture efficiency, 395 
Archimedean spiral antenna, 285 
Array: 
arbitrarily configured, 164-165 
binomial, 147-151 
circular, 350-354 
collinear, 134-135 
conformal, 109 
Dolph-Chebyshev, 151, 537-542 
feeding of, 165-167 
linear, see Linear array 
parallel element, 138-141, 342, 349-350 
phased, 108, 160-167, 349-356 
planar, 108, 354-355 
superdirective, 134 
Array antenna, 108 
Array-element factor, 165 
Array factor, 109, 110-111, 135, 164 


Babinet's principle, 283 
Backscatter, 453 

Balun, 217-218 
Bandwidth, 260 

Beam broadening, 161 


Beam solid angle, 35 

Beamwidth, 30, 128 

Beverage antenna, 240 

Biconical antennas, 270-278 

Binomial array, 147-151 

Boundary conditions, 6, 7 

Bowtie antenna, 288 

Broadband antenna, 193, 239, 260-261 
Broadside antenna, 30 


Capacitor-plate antenna, 81 
Cardioid pattern, 115-116 
Cassegrain reflector antenna, 430-433 
Collinear array, 134-135 
Collinear dipoles, 155 
Collocation, 321 
Communication links, 60-62 
Conductivity, 6, 563 
Conformal array, 109 
Corner reflector antenna, 437 
Corporate feed of an array, 165 
Cosine-tapered line source, 184-185 
Creeping wave, 499 
Current density: 

electric, 5 

magnetic, 6 

surface, 6, 7 


595 


596 INDEX 
Current element, 13 


Diffraction, 458 
Dipole: 

folded, 205-212 

full-wave, 197 

half-wave, 84-87, 196, 315 

ideal, 13-17, 81 

short, 50-52, 80, 313-314, 319 

sleeve, 280-281 

straight wire, 193-203 

top-hat loaded, 81 

vee, 204 
Dirac delta function, 11, 565 
Directive gain, 34 
Directivity : 

definition of, 36 

Hansen-W oodyard increased, 130-134 

linear array, 141-145 

uniform line source, 180-182, 190 
Discone antenna, 274-278 
Dolph-Chebyshev array, 151, 537-542 
Driving point impedance, 154 


Effective aperture, 61 
Effective isotropically radiated power (EIRP), 
62 
Effective length of an antenna, 65 
Effective permeability, 102 
Effective receiving aperture, 65 
Efficiency: 
aperture, 395 
radiation, 38, 48-52, 395 
Electrically small antenna, 79 
Element factor, 28 
Element pattern, 135, 137-138, 164 
Endfire antenna, 30 
Endfire array: 
Hansen-Woodyard, 130-134, 143, 265 
ordinary, 130, 139-141, 143 
Equiangular spiral antenna, 284-287 
Equivalence principle, 375-384 
Equivalent currents, 309, 492 


Fan beam, 31 

Far-field region, 17, 22-25 

Far zone, see Far-field region 

Field probe, 41, 69 

Fields, 4-6 

Folded dipole, 205-212 
Frequency-independent antenna, 281 


Frequency scanning, 165 
Friis transmission formula, 60 
Frill generator, 337 

Full-wave dipole, 197 


Gain, 37, 334, 392-397 
Galerkin’s method, 319, 321, 323-332 
Geometrical optics, 447-454 
Geometrical theory of diffraction, 460, 469 
Grating lobe, 123 
Ground plane: 

imperfect, 229-238, 489-492 

perfect, 87-94 


Half-power beamwidth, 30 

Half-wave dipole, 84-87, 196, 315 

Hansen-Woodyard endfire array, 130-134, 143, 

265 

Hansen-Woodyard increased directivity, 130- 
7134 

Helical antennas, 261-270 

Horn antennas, 397-415, 479-481 

Huygen's principle, see Equivalence principle 


Ideal dipole, 13-17, 81 
Impedance: 

active, 155 

antenna, 17,47-53 

driving point, 154 

intrinsic, 16, 22 

matrix, 313 

mismatch, 65 

mutual, 154-160 
Impedance matching, 52-53, 212-216 
Interferometer, 161 
Isotropic source, 33, 110 


Linear array: 
beamwidth, 128-129 
Dolph-Chebyshev, 151, 537-542 
excitation of, 349-350 
general properties, 108-123 
Hansen-Woodyard endfire, 130-134, 143, 265 
main beam scanning of, 128, 160-167 
nonuniformly excited, 145-154 
ordinary endfire, 130, 139-141, 143 
unequally spaced, 151-153 
uniformly excited, 124-145 

Linear phase, 161 

Line source, 19, 26, 173-189, 522-530, 543- 

550 


Log-periodic antennas, 287-303 
Log-periodic dipole array, 294-303, 345-349 
Long-wire antenna, 239 
Loop antenna: 

circular, 259 

small, 99-104 

square, 244-251 
Loop-stick antenna, 102 


Magnetic-moment, 101 
Main beam, 29 
Main lobe, see Main beam 
Maximum effective aperture, 57 
Max well's equations, 2, 4-6 
Measurement: 
field intensity, 69-71 
gain, 39-40 
mutual impedance, 155-160 
pattern, 44-47 
Method of moments, 306 


- Minor lobe, 29 


Monopole, 92-94, 278, 489-492, 502-509 
Mutual coupling, 154, 164, 349-356 
Mutual impedance, 154-160 


Near-field region, 17 


Omnidirectional pattern, 19 
Open-sleeve dipole, 280-281 
Ordinary endfire array, 130, 139-141, 143 


Parabolic reflector antenna, 397, 422-436, 
482-485 

Parallel dipoles, 155 | 

Parallel element array, 138-141, 342, 349- 
350 

Parallel feed of an array, 165 

Pattern, see Radiation Pattern 

Pattern factor, 28 ў 

Pattern multiplication, 134-141, 164 

Pencil beam, 31 

Permeability, 6, 102 

Permittivity, 6 

Phased array, 108, 160-167, 349-356 

Physical optics, 381, 454-458 

Planar array, 108, 354-355 

Pocklington's integral equation, 307-310 

Point-matching, 312, 321 

Point source, 110 

Polarization, 53-57 

Polarization mismatch, 65-69 
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Potential: 
scalar, 10 
vector, 9 
Power gain, see Gain 
Power pattern, 28-29 
Poynting's theorem, 7-8 
Poynting vector, 7 
Prime-focus reflector antenna, 422-430, 482- 
485 
Principle of pattern multiplication, 137 
Pyramidal horn antenna, 397, 398, 411-415 


Q, 104-105, 134 


Radar, 63-64 

Radar cross section, 63, 335,453, 457 
Radiated power, 17 

Radiation efficiency, 38, 48-52, 395 
Radiation fields, 17 

Radiation intensity, 33 

Radiation pattern, 17-19, 27, 46 
Radiation resistance, 48, 200-201 

Ray optics, 447-454 

Reaction, 40, 321 

Reciprocity, 40-44 

Reflector antennas, 422-440, 482-485 
Rhombic antenna, 242-244, 259 


Sampling method, 526-530, 534-535 
Scanning: 
frequency, 165 
of pattern main beam, 160-167 
Scattering, 332-336, 344-345, 365-370 
Sectoral horn antennas, 398411, 479-481 
Series feed of an array, 165 
Short dipole, 50-52, 80, 313-314, 319 
Shunt matching, 215-216 
Side lobe, 29 
Side lobe level, 29 
Similar array elements, 136 
Sleeve antennas, 278-281 
Slice generator, 336 
Slope diffraction, 488, 518 
Slot antenna, 485-489 
Small loop antenna, 99-104 
Space feed of an array, 165 
Spiral antennas, 281-287 
Square loop antenna, 244-251 
Staggered dipoles, 155 
Superdirective array. 134 
Supergain, 134 


598 INDEX 
Supergain ratio, 134 


Taylor line source, 543-550 

Toeplitz matrices, 340-343 

Top-hat loaded dipole antenna, 81 
Transmission-line loaded antenna, 81-82 
Traveling-wave wire antenna, 239-244 


Umbrella-loaded monopole, 94 

Uniform line source, 26, 174-184 

Uniform progressive phase, see Linear 
phase 

Uniform theory of wedge diffraction, 472 
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Vector potential, 9 
Vee dipole, 204 
Vee, traveling-wave, 242, 259 


Wave antenna, 240 

Wave equation, 10-11 

Weighted residuals, 315 

Wire-grid model, 356-365 

Wood's anomaly, 356 

Woodward-Lawson sampling method, 526-530, 
534-535 


Yagi-Uda antenna, 218-228 


